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PREFACE 


The  United  Network  for  Organ  Sharing  (UNOS) 
operates  the  national  Organ  Procurement  and 
Transplantation  Network  (OPTN)  and  the  national 
Scientific  Registry  of  Transplant  Recipients.  In  this 
role,  UNOS  functions  as  both  a  contractor  for  the 
Federal  Government  and  as  a  private,  non-profit 
corporation.  Under  contract  with  the  Health 
Resources  and  Services  Administration,  UNOS  has 
operated  the  OPTN  since  September  30,  1986,  and 
the  Scientific  Registry  since  September  30,  1987. 

Under  the  terms  of  the  Transplant  Amendment  Act  of 
1990,  UNOS  is  required  to  determine  center  specific 
transplant  survival  rates  for  all  solid  organ  transplants 
performed  within  the  United  States  and  provide  this 
information  to  the  Division  of  Transplantation.  This 
1997  Report  of  Center  Specific  Graft  and  Patient 
Survival  Rates  represents  the  third  biennial  report, 
based  largely  on  scientific  Registry  data,  compiled 
and  analyzed  from  January  1,  1988,  through  April  30, 
1994. 

There  are  7  volumes  in  this  report:  6  Organ  Specific 
Volumes  and  1  Executive  Summary.  The  organ 
specific  volumes  contain  a  summary  of  the  national 
graft  and  patient  survival  outcomes  for  each  organ,  as 
well  as  a  description  and  distribution  of  the  donor  and 
recipient  characteristics  among  programs.  Also 
included  in  each  organ  specific  volume  is  a  User's 
Guide  which  provides  guidance  on  how  to  read  the 
data  and  use  the  report.  The  Executive  Summary 
condenses  the  primary  results  from  each  organ 
specific  volume  and  describes  the  technical  methods 
used  in  creating  this  report. 

SUGGESTED  CITATION  FOR  THIS  REPORT 


Publications  based  upon  UNOS  data  in  this  report 
or  supplied  upon  request  must  include  the  above 
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The  data  and  analyses  in  the  7997  Report  of  Center 
Specific  Graft  and  Patient  Survival  Rates  have  been 
supplied  by  UNOS.  The  authors  alone  are 
responsible  for  the  reporting  and  interpretation  of 
these  data. 
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I.  USER'S  GUIDE 


A.  ABOUT  THE  1997  REPORT  OF  CENTER 
SPECIFIC  GRAFT  AND  PATIENT  SURVIVAL 
RATES 

Under  the  terms  of  the  Scientific  Registry  contract 
with  the  Federal  government  and  the  1990  Transplant 
Amendment  Act,  the  United  Network  for  Organ 
Sharing  (UNOS)  is  required  to  determine  and  report 
program  specific  transplant  survival  data  every  two 
years.  The  1997  Report  of  Center  Specific  Graft  and 
Patient  Survival  Rates  comprises  seven  volumes: 

1 .  Executive  Summary 

2.  Kidney  volume 

3.  Liver  volume 

4.  Pancreas  volume 

5.  Heart  volume 

6.  Lung  volume 

7.  Heart-Lung  volume 

The  Executive  Summary  --  This  document 
condenses  the  primary  results  from  each  organ 
specific  volume  and  describes  the  technical  methods 
used  in  creating  this  report. 

Organ  specific  volumes  —  These  six  volumes,  one 
for  each  organ,  form  the  core  of  the  1997  Report. 
Each  volume  contains  (1)  a  User's  Guide,  which 
provides  guidance  on  how  to  use  the  report  and 
interpret  the  data  tables,  (2)  a  summary  of  the 
national  graft  and  patient  survival  outcomes,  and  (3) 
transplant  program  specific  data:  a  survival  rates 
table,  a  chart  describing  the  distribution  of  risk 
factors  for  the  transplant  program  and  the  nation  and, 
in  some  cases,  a  written  narrative  provided  by  the 
transplant  program. 

The  1997  Report: 

Includes  U.S.  transplant  data  from  January  1, 
1988,  through  April  30,  1994.  Excluded  from 
these  data  are  multi-organ  transplants  (except  for 
kidney-pancreas  and  heart-lung  transplants), 
heterotopic  heart  transplants,  and  living  donor 
(except  for  kidney)  transplants. 


•  Emphasizes  short  term  as  well  as  long  term 
survival.  Short  term  survival  is  defined  at  two 
time  points,  3  months  (1  month  for  thoracic 
organs)  and  1  year  following  transplant.  Long 
term  survival  is  defined  in  two  ways,  as 
unconditional  3  year  survival,  and  conditionally, 
as  survival  at  3  years  post-transplant  for  grafts  or 
patients  who  survive  1  year. 

The  long-term  conditional  survival  analysis 
provides  an  assessment  of  factors  independent  of 
those  limited  to  the  first  year  (e.g.,  the  risk  of 
surgical  procedures  and  early  acute  rejection 
events). 

Presents  actual  and  expected  graft  and  patient 
survival  rates  separately. 

Shows  survival  rates  for  two  time  periods  (i.e., 
eras).  Era  1  is  from  January  1,  1988,  to  April  30, 
1992.  Era  2  is  from  May  1,  1992,  to  April  30, 
1994.  Era  specific  survival  rates  allow 
assessment  of  whether  a  program 's  performance 
improves  over  time.  Three  year  survival  analysis 
is  only  possible  for  data  from  Era  1  due  to 
insufficient  follow-up  on  patients  who  received 
transplants  in  Era  2. 

B.  ABOUT  THE  ORGAN  SPECIFIC  VOLUMES 

There  are  six  organ  specific  volumes  in  this  report: 
one  for  kidney,  liver,  pancreas,  heart,  lung,  and  heart- 
lung.  Each  volume  first  presents  a  general  summary 
of  the  key  results  from  the  analysis,  including: 

a  synopsis  of  the  data  quality,  the  number  of 
transplants  and  outcomes  studied; 
a  description  of  statistical  models  used  to 
describe  the  impact  of  donor  and  patient  risk 
factors  on  survival  and  predict  each  program's 
expected  survival  rates  at  each  time  point  of 
interest;  and 

•  a  summary  of  the  national  survival  rates  over 
time. 


Adjusts  for  recipient  and  donor  risk  factors  for  Each  volume  then  shows  specific  survival  data  for 

each  organ  specific  risk  model  (see  Table  1-1).  each  transplant  program,  listed  by  state.  The  data  are 

presented  in  three  parts: 
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1 .  Graft  and  Patient  Survival  Rates 

2.  Patient  and  Donor  Characteristics 

3.  A  Narrative  Response  From  Each  Transplant 
Program 

Guidance  on  how  to  read  the  data  and  appropriate 
examples  are  described  below. 

C.  GLOSSARY  OF  TERMS 

The  general  terms  and  definitions  listed  below  are 
used  throughout  this  report.  For  a  list  of  key  terms 
used  in  the  survival  rates  tables,  please  see  page  5. 

Body  Mass  Index  —  A  measurement  based  on  a 
person's  weight  and  height  (kg/m2,  1  lb=0.4536  kg,  1 
in=0.0254  m).  A  body  mass  index  of  30-  34  is 


regarded  as  obese.  A  body  mass  index  of  35  or 
higher  is  considered  to  be  morbidly  obese. 

Center  or  Hospital  --  A  facility  which  may  have  one 
or  several  transplant  programs  (e.g.  one  center  with 
separate  kidney,  liver,  and  heart  transplant 
programs). 

Center  Effect  —  The  quality  of  a  transplant  program. 
In  this  report,  the  center  effect  is  quantified  by  the 
difference  between  a  program's  actual  and  expected 
survival  rates  (See  page  4  for  definitions  of  actual 
and  expected  survival  rates). 

Cerebrovascular  Accident  (CVA)  —  This  refers  to  a 
cause  of  death  due  to  blockage  of  the  vessels  of  the 
brain.  Stroke  is  an  example. 


Table  1-1.  Recipient  and  Donor  Risk  Factors  Considered  in  the  Kidney  Models 


Recipient  and  Donor  Factors  Initially  Considered 

In  the  Final  Survival  Models? 

Short-term 

Long-term 

Transplant  Procedure  Type  (Kidney  alone  or  kidney/pancreas) 

Yes 

Yes 

First  or  Repeat  Transplant 

Yes 

Yes 

Recipient  Age 

Yes 

Yes 

Recipient  Gender 

Yes 

Yes 

Recipient  Race 

Yes 

Yes 

Recipient  Medical  Condition  at  Transplant 

Yes 

Yes 

Recipient  Medical  Diagnosis  at  Transplant 

Yes 

Yes 

Recipient  on  Life  Support  at  Transplant 

Yes 

Yes 

Recipient  Pre-transplant  Transfusions 

Yes 

Yes 

Recipient  Sensitization  Level  (Peak  PRA) 

Yes 

Yes 

Recipient  Body  Size  (Body  mass  index) 

Yes 

Yes 

Cold  ischemic  time  (Hours) 

Yes 

No 

Similarity  of  Donor  and  Recipient  Tissue  (HLA  mismatch) 

Yes 

Yes 

Donor  Age 

Yes 

Yes 

Donor  Gender 

Yes 

Yes 

Donor  Race 

Yes 

Yes 

Living  or  Cadaveric  Donor 

Yes 

Yes 

Donor  Cause  of  Death 

Yes 

Yes 

Year  of  Transplant  Performed 

Yes 

Yes 

Dialysis  Within  One  Week  After  Transplant ' 

No 

Yes 

Graft  Rejection  Within  Six  Months  After  Transplant1 

No 

Yes 

These  two  factors  are  considered  only  in  the  long  term  survival  models.  In  addition,  they  are  not  used  in  calculating 
program  specific  expected  survival  rates  because  their  outcomes  may  be  related  to  a  program's  practice. 
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Clinical  Significance  --  This  indicates  an  effect  that 
is  medically  important  regardless  of  whether  or  not  it 
achieves  statistical  significance. 

Coefficient  —  A  number  estimated  in  a  statistical 
model  that  describes  the  mathematical  relationship  of 
a  characteristic  (e.g.,  age)  to  the  outcome  of  interest 
(e.g.,  graft  failure). 

Cohort  --  The  observations  selected  for  a  study 
based  on  a  specific  time  period.  In  this  report,  the 
overall  cohort  is  defined  as  all  transplants  and 
patients  between  January  1,  1988,  and  April  30, 
1994. 

Cold  Ischemic  Time  —  The  time  between  retrieval 
of  the  organ  from  the  donor  and  transplantation  in  the 
recipient. 

Conditional  3  Year  Survival  —  In  this  report,  it 
refers  to  the  survival  at  3  year  post-transplant  for 
those  who  survived  at  least  1  year.  This  analysis 
provides  an  assessment  of  characteristics  independent 
of  those  limited  to  the  first  year  (e.g.,  surgical 
complications  and  early  acute  rejection  events). 

Covariate  or  Factor  --  A  characteristic  (e.g.,  age, 
race)  considered  in  the  statistical  analysis. 

CVA  —  see  Cerebrovascular  Accident. 

Era  1  --  January  1,  1988  -  April  30,  1992. 

Era  2  --  May  1,  1992  -  April  30,  1994. 

FU  —  Follow-up. 

Graft  —  The  transplanted  organ. 

HLA  --  The  human  leukocyte  antigen  or  genetically 
determined  tissue  markers.  The  host's  immune 
system  responds  to  foreign  tissue  antigens  (markers) 
and  initiates  rejection.  The  greater  the  number  of 
HLA  mismatches,  the  greater  the  degree  of  tissue 
incompatibility  between  a  donor  and  a  recipient  and 
the  more  likely  a  graft  will  be  rejected. 

KI  -  Kidney. 

Logistic  Regression  Model  --  A  statistical  model 
used  to  estimate  the  chance  of  occurrence  of  an 
event.  In  this  report,  it  is  applied  to  estimate  the 


chance  of  graft  or  patient  failure  at  specific  time 
points  following  transplantation.  Thus,  it  can  be  used 
to  determine  the  expected  survival  rates  for  a 
transplant  program. 

MVA  -  Motor  Vehicle  Accident. 

Odds  —  The  relative  chance  in  favor  of  one  event 
over  the  other.  For  instance,  the  odds  of  graft  failure 
refers  to  the  chance  of  graft  failure  relative  to  the 
chance  of  graft  functioning. 

Odds  Ratio  --  The  ratio  of  the  odds  for  two  groups. 
For  example,  if  the  odds  ratio  of  graft  failure  for 
repeat  versus  primary  transplants  is  1.4,  that  means 
the  odds  of  graft  failure  for  repeat  transplant  is  40% 
greater  than  the  odds  of  graft  failure  for  primary 
transplant. 

PRA  —  Panel  reactive  antibody.  The  PRA  level, 
expressed  as  a  percent,  is  an  estimate  of  the 
percentage  of  donors  against  which  the  transplant 
candidate  has  pre-existing  HLA  antibodies.  The 
higher  the  PRA,  the  more  likely  it  is  that  the  patient 
will  have  antibodies  against  a  donor.  In  renal 
transplantation,  the  presence  of  such  antibodies 
makes  it  difficult  to  find  a  suitable  donor. 

Program  --  Individual  organ  transplant  department 
(e.g.,  kidney  program,  liver  program). 

P-  Value  —  see  page  5  for  definition. 

Recipient  Age  —  Age  of  the  recipient  at  the  time  of 
transplant. 

Reference  Group  —  A  group  (e.g.  White,  male) 
chosen  for  each  characteristic  (e.g.,  race,  gender) 
considered  in  the  analysis  with  which  the  other 
groups  (e.g.,  Black,  Hispanic,  female)  can  be 
compared.  As  a  general  rule,  the  largest  group  or  the 
mean  of  the  covariate  (e.g.,  mean  recipient  age)  is 
often  used  as  the  reference  group. 

Statistical  Significance  --  When  a  statistical  test  is 
rejected,  the  finding  is  statistically  significant.  For 
example,  one  of  the  hypotheses  in  this  report  is  that 
an  individual  "center  effect"  does  not  exist  for  a 
particular  transplant  program.  When  the  data  show 
enough  evidence  to  reject  the  hypothesis,  the  "center 
effect"  is  statistically  significant  for  this  transplant 
program.  Often,  the  p-value  provides  a  measure  of 
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statistical  significance  (also  see  page  5  for  more 
details  on  p-value  and  statistical  significance). 

Standard  Error  —  A  statistic  that  describes  the 
degree  of  uncertainty  that  the  estimated  coefficient  is 
accurate  (also  see  "coefficient"  above).  The  higher 
the  standard  error  is,  the  less  certain  we  are  that  the 
estimated  coefficient  is  accurate. 

TX  ~  Transplant. 

D.  HOW  THE  PROGRAM  SPECIFIC  DATA 
ARE  PRESENTED 

Graft  and  Patient  Survival  Rates 

The  data  tables  presented  in  this  report  should  be 
used  to  find  both  the  graft  and  patient  survival  rates 
at  various  time  intervals.  Graft  survival  refers  to  the 
percentage  of  grafts  (i.e.,  transplanted  organs)  that 
are  still  functioning  at  a  given  time  point  after 
transplant.  Patient  survival  refers  to  the  percentage 
of  patients  who  are  alive  at  a  given  time  point  after 
transplant.  Graft  and  patient  survival  rates  do  not 
necessarily  correspond.  It  is  possible  to  obtain  a 
higher  patient  survival  rate  than  graft  survival  rate 
within  the  same  group  of  patients  at  a  transplant 
program,  particularly  among  kidney  and  pancreas 
recipients.  For  example,  a  patient's  original  kidney 
graft  might  fail,  but  the  patient  can  still  survive 
through  subsequent  dialysis  or  retransplantation.  For 
vital  organ  transplants  such  as  livers  and  hearts,  graft 
and  patient  survival  are  more  likely  to  correspond,  as 
organ  failure  in  these  patients  often  means  death. 

In  this  report,  graft  and  patient  survival  rates  are 
given  at  3  months  ( 1  month  for  thoracic  organs),  1 
year  and  3  years.  The  3  year  survival  rate  is  defined 
in  two  ways,  as  survival  at  3  years  conditional  on 
survival  at  1  year  post-transplant,  and  at  3  years 
unconditionally.  The  focus  of  the  long  term  analysis 
is  on  the  conditional  3  year  survival  rates  (see  page 
!)• 

Actual  survival  rate  is  the  percentage  of  grafts  (or 
patients)  that  survived  at  that  transplant  program  for 
the  designated  period  of  time.  In  the  example  shown 
in  Table  1-2,  the  actual  overall  3  month  graft  survival 
rate  for  patients  who  received  a  kidney  transplant  at 
ABC  Hospital  is  85%.  This  means  that  among  all  of 
the  patients  who  received  kidneys  at  this  hospital, 


85%  of  the  grafts  were  still  functioning  3  months 
after  transplant.  This  rate  is  statistically  adjusted  if  a 
program  had  incomplete  follow-up  information  on 
some  of  its  patients. 

Although  the  actual  survival  rate  is  valuable 
information,  by  itself  it  can  be  misleading  because  it 
is  a  function  of  both  the  effectiveness  or  quality  of 
the  services  at  a  program  and  the  characteristics  of 
the  patients  at  that  program.  For  example,  suppose 
that  the  patients  who  received  kidney  transplants  at 
ABC  Hospital  were  older  or  sicker  than  the  patients 
at  XYZ  Hospital.  These  patient  characteristics  would 
likely  result  in  a  lower  survival  rate  for  ABC 
Hospital,  even  if  both  hospitals  had  equally  effective 
transplant  programs. 

Expected  survival  rate  is  the  survival  rate  expected 
after  adjusting  for  recipient  and  donor  characteristics 
such  as  race,  age,  and  gender.  Used  to  provide  a 
more  accurate  interpretation  of  the  actual  survival 
rate,  it  is  calculated  using  a  sophisticated  statistical 
procedure.  First,  risk  factors  are  identified  by  fitting 
a  mathematical  model  using  the  entire  nation's 
transplant  survival  data  to  determine  how  these 
diverse  factors  are  related  to  graft  and  patient 
survival.  Then,  each  patient's  expected  survival  rate 
is  computed  based  on  the  national  model.  Finally, 
these  expected  survival  rates  are  averaged  over  the 
patients  from  ABC  Hospital  to  obtain  ABC  Hospital's 
expected  survival  rate. 

A  positive  difference  between  the  actual  and 
expected  survival  rates  indicates  that  the  program's 
actual  rate  is  above  the  national  survival  rate  for 
transplant  patients  and  donors  with  the  same 
characteristics.  A  negative  difference  between  the 
actual  and  expected  survival  rates  indicates  that  the 
program's  actual  rate  is  below  the  national  survival 
rate  for  transplant  patients  and  donors  with  the 
same  characteristics.  Note  that  actual  survival  rates 
which  differ  from  expected  survival  rates  are  not 
always  statistically  significant  and  even  statistically 
significant  differences  may  not  be  clinically 
significant. 

For  instance,  in  the  example  in  Table  1-2,  the  overall 
1  year  actual  graft  survival  rate  of  80%  is  higher  than 
the  expected  graft  survival  rate  of  73.4%.  One  might 
conclude  that  this  kidney  program  had  a  1  year  graft 
survival  rate  that  was  better  than  the  national  survival 
rate  given  the  same  patient  characteristics. 
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Key  Terms  Used  in  the  Survival  Rates  Tables 

Actual  Survival  Rate  (Act.  Rate)  —  The  percentage 
of  patients  who  survived  or  grafts  that  functioned 
without  failure  for  a  given  period  of  time  after 
transplant.  This  rate  is  statistically  adjusted  if  a 
transplant  program's  follow-up  data  are  incomplete 
(see  Technical  Methods  section  of  the  Executive 
Summary  for  more  details). 

Expected  Survival  Rate  (Exp.  Rate)  --  The 

survival  rate  expected  at  each  program  after  adjusting 
for  the  indicated  risk  factors  discussed  in  each  organ 
specific  volume  of  the  report.  In  general,  programs 
performing  a  large  percentage  of  transplants  on  high 
risk  patients  have  lower  expected  survival  rates. 

Difference  in  Rates  (Diff.)  —  The  difference 
between  the  actual  survival  rate  and  the  expected 
survival  rate.  A  negative  difference  indicates  that  the 
actual  rate  is  below  the  expected  rate.  A  positive 
difference  indicates  that  the  actual  rate  is  above  the 
expected  rate. 

Number  with  Complete  Follow-Up  Data  (No. 
w/CFU)  —  The  number  of  patients  or  grafts  for 
which  the  status  of  the  patient  or  transplanted  graft 
was  known  at  the  end  of  the  specified  time  interval 
(e.g.,  known  status  at  1  year  post  transplant). 

Number  Died  (No.  Died)  —  The  number  of  patients 
who  died  within  a  specified  time  interval. 

Number  Failed  (No.  Failed)  --  The  number  of 
grafts  that  failed  within  a  specified  time  interval. 
Death  with  a  functioning  graft  (DWFG)  is  considered 
a  graft  failure  for  the  short  term  analysis.  In  the  3 
year  conditional  analysis  of  graft  survival,  DWFG  is 
considered  lost  to  follow-up. 

Number  of  Patients  (No.  of  Pts.)  —  The  number  of 
patients  transplanted  at  the  transplant  program,  used 
to  calculate  patient  survival  rates  at  3  months  (1 
month  for  thoracic  organs),  1  year,  or  3  years,  both 
unconditional  and  conditional  on  survival  to  1  year. 
Please  Note:  For  conditional  3  year  survival  rates, 
this  number  excludes  those  patients  that  either  died  or 
were  lost  to  follow-up  during  the  first  year  following 
the  date  of  transplant.  The  number  of  patients  in  Era 
1  and  Era  2  may  not  add  up  to  the  total  number  of 
patients  in  the  overall  period.  This  is  due  to  multiple 


transplants  in  different  eras  for  some  patients.  For 
example,  if  a  patient  had  her  first  transplant  in  Era  1 
and  a  second  transplant  in  Era  2,  she  would  be 
counted  twice,  once  in  each  era,  in  calculating  the 
era-specific  survival  rates  but  only  once  in 
calculating  the  overall  survival  rate. 

Number  of  Transplants  (No.  of  TX)  --  The  number 
of  transplants  performed  at  the  transplant  program, 
used  to  calculate  graft  survival  rates  at  3  months  (1 
month  for  thoracic  organs),  1  year,  or  3  years,  both 
unconditional  and  conditional  on  survival  to  1  year. 
Please  Note:  For  conditional  3  year  survival  rates, 
this  number  excludes  those  grafts  that  either  failed  or 
were  lost  to  follow-up  during  the  first  year  following 
the  date  of  transplant. 

P-value  ~  The  p-value  provides  a  measure  of 
statistical  significance.  The  smaller  the  p-value,  the 
less  likely  an  observed  measurement  is  due  to  chance 
alone.  A  p-value  of  less  than  0.05  (<0.05)  means  that 
there  is  a  statistically  significant  difference  between 
the  actual  survival  rate  and  the  expected  survival  rate. 
(See  Chance  Differences  and  Statistical  Significance 
below  for  a  detailed  explanation  of  statistical 
significance.) 

Time  Point  --  The  specific  time  at  which  survival  is 
calculated,  either  at  3  months  (1  month  for  thoracic 
organs),  1  year,  or  3  years  conditionally  and 
unconditionally  following  transplant. 

Chance  Differences  and  Statistical  Significance 

In  comparing  expected  and  actual  survival  rates,  it  is 
important  to  pay  attention  to  both  the  size  of  the 
difference  and  the  number  of  transplants  on  which 
these  survival  rates  are  based. 

Suppose  the  expected  survival  rate  is  70%  at  ABC 
Hospital  and  its  actual  survival  rate  is  68%.  This  two 
percentage  point  difference  is  so  small  that  it  does 
not  have  much  clinical  significance.  Even  if  it  were 
statistically  significant,  you  probably  would  not  want 
to  base  any  decisions  on  which  transplant  program  to 
use  based  on  this  difference.  On  the  other  hand,  if 
the  two  rates  were  70%  and  60%,  you  might  feel 
safer  receiving  a  transplant  at  a  program  with  a 
higher  actual  than  expected  survival  rate  for  the  type 
of  transplant  that  you  need. 
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Table  1-2.  Example  of  Graft  and  Patient  Survival  Rates  Table 


Kidney  Transplants:  January  1,  1988  -  April  30,  1994 

Survival  Report  for  America  Medical  Center  -  Anywhere 
Provider  Number  000000  (ABC) 

Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.       Act.  Exp. 
of      Rate  Rate 
TX        (%)  (%) 

No.      Act.  Exp. 
of     Rate  Rate 
TX      (%)  (%) 

No.                        Act.  Exp. 
of      No. 1      No.    Rate     Rate  Diff.  p-2 
TX    w/CFU  Failed    (%)      (%)    (%)  value 

3  Months 

1  Year 

Cond  5 
3  Years 

229       84.7  78.9 
229       79.5  71.4 
182      92.8  89.9 

141      85.1  83.6 
141      80.9  76.6 

370        370       56    84.9      80.7     4.2  0.03 
370        369       74    80.0     73.4     6.6  <0.01* 
182        181        13    92.8      89.9     3.0  0.17 

3  Years 1 

73.8  64.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.       Act.  Exp. 

of      Rate  Rate 
Pts.4       (%)  (%) 

No.     Act.  Exp. 

of     Rate  Rate 
Pts.4      (%)  (%) 

No.                        Act.  Exp. 

of    No.  li    No. 5   Rate     Rate   Diff.       p- 2 
Pts.4    w/CFU    Dead    (%)      (%)    (%)  value 

3  Months 

1  Year 

Cond3 
3  Years 

208       90.6  86.1 
208       87.7  80.4 
183       92.9  90.9 

131      91.2  89.5 
131      88.4  84.2 

339     337.5     31.0    90.8      87.4     3.4  0.04 
339     335.5     40.5    88.0      81.9     6.1  <0.01* 
183      181.5      13.0    92.9      90.9     2.0  0.33 

3  Years 1 

81.5  73.1 

Notes:     '■    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was  known 
during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3-  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are  computed 
based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by  multiplying  the  1 
year  and  the  conditional  3  year  survival  rates. 

4-  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the  overall 
period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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It  is  also  important  to  note  the  number  of  transplants 
that  a  program  has  done.  The  more  transplants 
performed,  the  more  confident  you  can  be  that  the 
difference  between  actual  and  expected  survival  rates 
reflects  the  quality  of  the  program  rather  than 
accidental  factors  or  chance.  For  example,  suppose 
that  ABC  Hospital  has  an  expected  survival  rate  of 
60%  and  an  actual  survival  rate  of  80%.  If  ABC  has 
done  only  five  transplants,  you  would  not  be  very 
confident  that  its  actual  survival  rate  is  higher  than 
the  average  for  other  programs.  It  may  be  due  to 
chance  that  the  five  patients  who  received  their 
transplants  at  ABC  were  very  strong  people  and, 
therefore,  survived  their  operations.  However,  if 
ABC  has  done  500  transplants  and  its  survival  rate  is 
10  percentage  points  above  its  expected  rate,  it  would 
be  very  unlikely  that  this  was  due  to  chance 
occurrence.  You  would  be  more  confident  that  the 
difference  reflects  a  real  difference  in  quality 
between  ABC  Hospital  and  other  programs. 

When  a  difference  between  an  expected  and  an  actual 
survival  rate  is  large  and  is  based  on  many  transplant 
cases,  statisticians  call  the  difference  "statistically 
significant."  Statistically  significant  differences  are 
unlikely  to  be  caused  by  chance  factors  and  are  likely 
to  reflect  a  true  difference  between  actual  and 
expected  survival  rates. 

There  are  statistical  tests  used  to  determine  when  a 
difference  is  statistically  significant.  One  such  test  is 
used  with  the  program  specific  survival  data 
presented  in  this  report.  Look  at  the  last  column  in 
the  survival  tables,  marked  "p-value."  When  this 
value  is  low,  the  difference  between  the  actual  and 
expected  survival  rate  for  that  program  is  statistically 
significant.  Very  low  p-values  are  .01,  .02,  .03,  .04, 
and  .05.  Marginally  low  p-values,  values  that  are 
close  to  significance,  are  .06,  .07,  .08,  .09,  and  .10. 
Keep  in  mind  that  p-values  are  only  approximate, 
especially  those  based  on  a  few  transplant  cases.  For 
purposes  of  this  report,  differences  with  a  p-value 
less  than  .  05  are  considered  statistically  significant. 

There  are  two  further  cautions  in  interpreting 
statistical  significance: 

1 .  If  a  program  has  done  a  great  many  transplants, 
even  a  very  small  difference  between  actual  and 
expected  rates  can  be  statistically  significant. 

2.  However,  if  a  program  has  done  a  great  many 
transplants,  very  small  differences  are  probably 


not  clinically  significant,  and  therefore  are  not 
large  enough  to  influence  the  choice  of  a 
transplant  program.  Clinical  significance  means 
the  difference  is  large  enough  to  have  practical 
importance  for  someone  choosing  a  transplant 
program. 

For  additional  information  on  the  study  methods,  see 
the  Technical  Methods  section  in  the  Executive 
Summary. 

Donor  and  Recipient  Characteristics 

The  second  section  of  each  transplant  program's  data 
consists  of  a  table  comparing  donor  and  recipient 
characteristics  of  the  transplant  program's  patients  to 
those  same  characteristics  among  transplant 
programs  nationwide.  The  information  provided  in 
this  table  varies  by  organ. 

In  the  example  in  Table  1-3,  the  transplant  program 
performed  a  total  of  653  kidney  transplants  between 
January  1,  1988,  and  April  30,  1994.  Of  these, 
27.9%  received  kidneys  from  living  donors.  This  is 
4.7%  higher  than  the  national  percentage  of  23.2%. 
One  might  then  expect  that  this  transplant  program 
performed  more  living  donor  kidney  transplants  than 
the  "average"  transplant  program.  As  a  result,  the 
actual  survival  outcomes  for  this  program  might  be 
somewhat  better  than  the  national  average  had  all 
other  variables  been  equal,  since  survival  for  organs 
from  living  donors  is  generally  higher  than  that  from 
cadaveric  donors. 

Optional  Narrative  Response  From  Each 
Transplant  Program 

The  narrative  response  represents  the  transplant 
program's  interpretation  of  its  graft  and  patient 
survival  rates.  It  has  been  submitted  by  the 
transplant  program  and  has  not  been  edited  except  to 
remove  patient  identifiers.  The  narrative  response 
explains  in  detail  those  factors  unique  to  the 
transplant  program's  performance  which  may  not  be 
reflected  in  the  data  as  they  are  reported.  For 
example,  a  transplant  program  may  have  had  a 
change  in  staff  which  temporarily  affected  the 
number  of  patients  that  were  transplanted.  Not  every 
transplant  program  provided  a  statement. 

Table  1-4  on  page  9  is  a  hypothetical  example  of  a 
narrative  response  from  a  transplant  program. 
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E.  WHAT  TO  REMEMBER  WHEN  USING  THE 
REPORT 

When  using  the  1997  Report  of  Center  Specific  Graft 
and  Patient  Survival  Rates  you  should  remember 
that: 

Caution  should  be  exercised  in  comparing  one 
program  to  another  because  each  program  may 
reflect  a  special  patient  and  donor  pool. 
Conclusions  should  be  based  not  only  on  the 
Survival  Rates  Table  but  also  on  the  Donor  and 
Recipient  Characteristics  Table  and  the  optional 
Narrative  Response  provided  by  the  transplant 
program. 

•     The  actual  survival  rate  may  be  misleading  by 
itself  because  the  actual  survival  rates  are 
reflective  of  both  the  quality  of  the  services  at  a 
program  and  the  characteristics  of  the  patients  at 
that  program. 


The  expected  survival  rates  show  what  survival 
rates  are  to  be  expected  at  a  program  if  its  patient 
and  donor  characteristics  are  taken  into  account. 
However,  not  all  of  the  factors  affecting  graft 
and  patient  survival  are  included  in  the  analysis. 
It  is  probable  that  there  are  other  factors  which 
have  an  impact  on  survival  rates  that  could  not 
be  accounted  for  in  this  report. 

For  the  large  majority  of  transplant  programs, 
the  difference  between  actual  and  expected 
survival  rates  was  not  statistically  significant. 

•     The  number  of  transplants  performed  at  a 

program  is  an  important  factor  to  consider  when 
evaluating  survival  rates.  In  general,  the  more 
transplants  a  program  has  performed,  the  more 
closely  the  survival  rates  reflect  the  quality  of 
the  program. 


Table  1-3.  Example  of  Donor  and  Recipient  Characteristics  Table 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Center  and  National  Frequencies 

America  Medical  Center  -  Anywhere 
Provider  Number  000000  (ABC) 

 Program   —  National  — 


Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

65 

3 

100.0 

62572 

100.0 

Donor  Type 


Donor  Age 


Living 

182 

27.9 

14525 

23.2 

Cadaveric:  CVA 

143 

21.9 

15625 

25.0 

Cadaveric:  MVA 

132 

20.2 

13316 

21.3 

Cadaveric:  Other 

196 

30.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

0-17 

114 

17.5 

10737 

:  n-2 

18-30 

211 

32.3 

19464 

31.1 

31-45 

174 

26.5 

18539 

29,6 

46-60 

125 

19.2 

11397 

18.2 

61+ 

28 

4.3 

2394 

3.8 

Not  Reported 

1 

0.0 

41 

0.1 
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Table  1-4.  Example  of  Narrative 


The  Transplant  Program  at  XYZ  Hospital 
Public  Comment  Response 

XYZ  Hospital  began  performing  kidney  transplants  in  December  of  1987.  From  January  1, 1988  to  April  30,  1994, 
we  performed  85  transplants.  All  but  five  patients  in  this  time  period  received  a  combined  kidney-pancreas 
transplant. 

Our  actual  graft  and  patient  survival  data  were  nearly  equivalent  to  our  statistically  expected  outcomes.  Our  results 
were  significantly  affected  by  one  untimely  death  in  the  early  post-operative  period.  This  death  was  associated  with 
complications  related  to  immunosuppression  and  not  related  specifically  to  the  kidney  transplant  per  se.  This 
patient  died  with  a  functioning  graft.  Had  we  not  experienced  this  mortality,  our  patient  survival  and  graft  outcome 
data  would  have  been  even  better. 

We  are  pleased  with  the  growth  and  progress  of  our  transplant  program,  here  at  XYZ  Hospital.  One  of  our  limiting 
factors  is  the  number  of  patients  we  can  serve  versus  the  ongoing  problems  of  obtaining  adequate  numbers  of 
organs  for  transplantation. 

XYZ  Hospital  transplant  program  worked  hard  to  meet  the  criteria  to  become  a  member  of  UNOS  for  kidney, 
pancreas  and  liver  transplants.  We  are  proud  of  our  transplant  program  and  will  continue  to  provide  the  highest 
patient  care  available  anywhere. 


E.  T.  Smith,  M.D. 
Director  of  Transplantation 


patients  and  their  families  also  should  consider  other 
factors  in  selecting  a  transplant  program,  such  as: 

•  The  experience,  training,  and  education  of  the 
transplant  team  and  the  medical  and  nursing  care 
available  throughout  the  process  —  from 
candidate  evaluation  through  transplantation  and 
follow-up. 

The  costs  of  the  transplant  procedure,  physician 
services,  hospitalization,  and  medications. 

•  The  proximity  of  the  transplant  program  to  home 
and  how  easily  it  can  be  reached. 

•  The  friends  and  family  available  for  assistance 
before,  during,  and  after  the  transplant. 

•  The  quality  and  availability  of  post-transplant 
services. 


F.  WHERE  TO  GO  FOR  HELP 

Personal  Physician  —  One  of  the  most  valuable 
resources  for  interpreting  the  data  in  the  1997  Report 
of  Center  Specific  Graft  and  Patient  Survival  Rates  is 
a  personal  physician.  Even  if  the  physician  does  not 
have  a  copy  of  the  report,  s/he  should  be  able  to 
explain  the  differences  between  the  types  of  data 
reported  for  the  specific  transplant  programs  of 
interest. 

The  Transplant  Program  —  Information  about  a 
transplant  program's  graft  and  patient  survival  rates 
should  be  available  upon  request  of  the  transplant 
program.  You  might  seek  assistance  from  the 
transplant  surgeon  or  physician,  transplant 
coordinator,  or  social  worker. 

National  Organ  Procurement  and 
Transplantation  Network  (OPTN)  and  the 
Scientific  Registry  of  Transplant  Recipients  — 
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UNOS  maintains  the  OPTN  and  the  Scientific 
Registry  and  can  be  contacted  for  information  about 
the  report  and  for  assistance  with  data  interpretation. 
Please  contact: 

All  Patient  inquiries:  (888)TXINFO-l 
Research  inquiries:     UNOS  Data  Request  Line  ~ 
804/330-8576  or 
804/323-3794  (fax) 
Media  inquiries:  (804)327-1432 

UNOS  also  maintains  a  Web  site  on  the  Internet 
from  which  visitors  can  retrieve  the  latest  UNOS 
statistics,  patient  information,  press  releases,  policies 
and  by-laws,  and  other  information  pertinent  to 
transplant  professionals,  the  media,  and  the  general 
public.  The  address  is:  www.unos.org. 

UNOS  also  is  producing  the  1997  Report  of  the 
OPTN:  Waiting  List  Activity  and  Donor 
Procurement.  The  purpose  of  this  report  is  to 
provide  information  relating  to  donor  procurement 
and  waiting  list  activity,  including  median  waiting 
times  to  transplant  and  percentage  transplanted  for 
the  U.S.  as  well  as  each  UNOS  region  and  every 
OPO.  Used  in  conjunction  with  the  1997  Report  of 
Center  Specific  Graft  and  Patient  Survival  Rates, 
patients  and  their  families  will  have  information  on 
donor  procurement  rates  and  estimated  waiting  time 
to  transplant  given  various  patient  clinical  or 
demographic  characteristics  for  each  OPO  and 
waiting  list  activity  data  for  transplant  centers  within 
each  OPO. 


UNOS  also  has  resource  packets  available  for 
transplant  patients  or  family  members.  These  packets 
include  brochures  on  the  organ  allocation  process  and 
questions  patients  should  ask  a  transplant  program, 
information  on  financial  issues  for  transplant 
patients,  summary  transplant  statistics  and  details  on 
obtaining  more  specific  information  from  UNOS. 

Beginning  in  1998,  transplant  centers  will  provide  a 
resource  packet  to  every  patient  accepted  for 
transplantation.  In  addition,  UNOS  maintains  a  toll- 
free  request  line  (1-888-TXINFO-l)  for  anyone 
wishing  to  receive  this  information  separately. 

The  Federal  Government  —  The  1997  Report  of 
Center  Specific  Graft  and  Patient  Survival  Rates  was 
prepared  by  UNOS  under  contract  with  the  U.S. 
Department  of  Health  and  Human  Services,  Health 
Resources  and  Services  Administration,  Office  of 
Special  Programs,  Division  of  Transplantation.  For 
information  on  how  to  obtain  a  copy  of  the  report,  or 
additional  information  regarding  transplantation, 
contact: 

Health  Resources  and  Services  Administration 
Office  of  Special  Programs 
Division  of  Transplantation 
5600  Fishers  Lane 
Parklawn  Building.,  Room  7-29 
Rockville,  Maryland  20857  USA 
(301)443-7577 
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II.  KIDNEY  TRANSPLANT  SURVIVAL  RATES 


For  the  Summary  of  this  chapter,  see  page  38.  For 
definitions  of  any  terms  used  here,  please  refer  to 
the  User's  Guide,  beginning  on  page  2. 

A.  INTRODUCTION 

This  report  of  kidney  transplant  survival  rates  is 
based  upon  verified  Scientific  Registry  data  for 
62,572  transplants  involving  60,340  patients  from 
249  kidney  transplant  programs  in  the  United  States. 
Each  program  reporting  at  least  one  kidney  or 
combined  kidney-pancreas  transplant  between 
January  1,  1988,  and  April  30,  1994,  was  included. 
Multi-organ  transplants  other  than  combined  kidney- 
pancreas  procedures  were  excluded. 

Short  term  survival  is  defined  as  survival  at  3  months 
and  1  year  post-transplant.  Short  term  survival  rates 
are  based  on  all  transplants  in  the  study  for  which 
there  are  follow-up  data. 

Long  term  survival  is  defined  in  two  ways: 

unconditional  survival  at  3  years  post-transplant, 
and 

survival  at  3  years  post-transplant  for  those  who 
survived  at  least  1  year,  referred  to  as 
conditional  3  year  survival. 

The  long  term  survival  rates  are  based  on  all 
transplants  between  January  1,  1988,  and  April  30, 
1992,  for  which  there  are  follow-up  data.  This  cohort 
was  chosen  to  ensure  that  the  maximum  number  of 
transplants  with  follow-up  data  was  used  to  determine 
long  term  survival  rates.  Please  note  that  the 
emphasis  on  long  term  survival  in  this  report  is  on  the 
conditional  3-year  survival  rates.  This  is  because  the 
conditional  3-year  analysis  provides  an  assessment  of 
characteristics  independent  of  those  limited  to  the 
first  year  (e.g.,  surgical  complications  and  early  acute 
rejection  events). 

B.  COMPLETENESS  OF  FOLLOW-UP  DATA 
AND  OVERALL  GRAFT  AND  PATIENT 
SURVIVAL  RATES 

For  graft  survival,  completeness  of  follow-up  data 
and  overall  actual  survival  rates  at  each  time  point  are 


shown  in  Table  II- 1 ;  patient  survival  data  are  shown 
in  Table  II-2. 

Patient  (graft)  follow-up  data  were  considered 
complete  when: 

•  the  patient  was  alive  (kidney  was  functioning) 
and  the  duration  of  survival  (function)  was  equal 
to  or  exceeded  the  specified  time  after  transplant 
(i.e.,  3  months,  1  or  3  years),  or 

•  the  patient  died  (kidney  failed)  and  a  valid  date 
of  death  (failure)  was  reported. 

The  percentages  of  complete  follow-up  data  ranged 
from  a  low  of  91 .7%  for  the  conditional  3  year  time 
point  to  a  high  of  99.5%  for  the  3  month  time  point. 

Overall  survival  rates  also  are  presented  in  the  tables. 
Patient  survival  rates  are  better  than  graft  survival 
rates  at  all  time  points  because  patients  may  survive 
on  dialysis  even  if  their  grafts  fail.  If  a  graft  had 
incomplete  follow-up  data,  the  observation  was 
weighted  to  account  for  the  time  during  which  the 
graft  was  known  to  be  functioning.  Therefore,  the 
actual  graft  survival  rate  reflects  the  weighted 
proportion  of  grafts  functioning  at  the  specified  time 
interval.  Patient  survival  rates  were  computed  in  a 
similar  way  (see  the  Technical  Methods  chapter  of  the 
Executive  Summary). 

In  the  calculation  of  graft  survival  rates,  death  with  a 
functioning  graft  was  treated  differently  depending 
upon  the  time  interval.  For  short  term  survival  (3 
months,  1  year),  grafts  were  considered  to  have  failed 
at  the  time  of  death  because  it  is  reasonable  to  assume 
that  deaths  occurring  shortly  after  a  transplant  are 
likely  to  be  related  to  graft  dysfunction.  For  long 
term  survival,  because  it  is  more  likely  that  death 
might  not  be  related  to  graft  failure,  if  a  patient  died 
with  a  functioning  graft  more  than  1  year  after  a 
transplant,  the  graft  was  treated  as  a  censored 
observation  at  the  time  of  death.  In  other  words,  it 
was  treated  as  if  the  graft  still  functioned  but  further 
follow-up  data  were  unavailable.  The  graft  then  was 
weighted  for  the  proportion  of  time  in  the  period  that 
the  graft  was  functioning  (see  the  Technical  Methods 
chapter  of  the  Executive  Summary  for  a  complete 
description  of  weighting.,) 
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In  the  cohort  of  transplants  (1/1/88  -  4/30/92)  used  to 
compute  conditional  3  year  survival  rates,  patients 
(grafts)  who  did  not  survive  to  1  year  after  transplant 
were  excluded  from  the  analyses.  Therefore,  the  total 
number  of  patients  (grafts)  for  the  conditional  3  year 
analysis  was  less  than  that  for  the  3  month  and  1  year 
analyses.  Further,  the  number  of  patients  is  greater 
than  the  number  of  grafts  because  more  grafts  failed 
than  patients  died  within  the  first  year  post-transplant. 


functioning  at  1  year  post-transplant).  However,  the 
conditional  3  year  survival  rate  for  Program  A  is 
100%  because  all  three  kidneys  that  were  functioning 
at  1  year  after  transplant  also  were  functioning  at  3 
years  post-transplant.  The  same  calculations  are  used 
for  patient  survival.  See  the  Technical  Methods 
chapter  of  the  Executive  Summary  for  more  specific 
definitions  of  follow-up  data  and  the  calculations  for 
actual  graft  and  patient  survival. 


Please  note  that  the  conditional  3  year  graft  and 
patient  survival  rates  in  Tables  II- 1  and  1 1-2  and  in 
each  program  specific  survival  table  may  be  higher 
than  the  1  year  graft  survival  rates.  This  is  possible 
because  the  conditional  3  year  survival  rates  should 
be  interpreted  as  the  3  year  survival  rate  for  patients 
(grafts)  who  (which)  survived  at  least  1  year  post- 
transplant. 

For  example:  Program  A  performed  a  total  of  five 
transplants  between  1/1/88  and  4/30/92.  Two  of  the 
kidneys  failed  prior  to  1  year  post-transplant  and  the 
remaining  three  kidneys  survived  to  3  years  after 
transplant.  In  this  example,  Program  A  has  a  1  year 
graft  survival  rate  of  60%  (3  out  of  5  kidneys  were 


Overall  Graft  and  Patient  Survival  Rates  by  Era 

In  this  report,  short  term  survival  also  is  reported  by 
era.  Separate  eras  were  used  to  determine  whether 
there  were  any  improvements  over  time  in  the  short 
term  survival  rates.  Era  1  is  defined  as  all  transplants 
occurring  between  January  1,  1988,  and  April  30, 
1992;  Era  2  includes  all  transplants  occurring 
between  May  1,  1992,  and  April  30,  1994.  The 
overall  graft  and  patient  survival  rates  by  era  are 
presented  in  the  last  two  columns  of  Table  II- 1  and 
Table  II-2,  respectively.  The  results  demonstrate 
improvement  in  both  graft  and  patient  survival  rates 
over  time. 


Table  1 1- 1 .  Completeness  of  Graft  Follow-Up  Data  and  Actual  Survival  Rates  for  Kidney  Transplants 


Number  of 
Transplants 

Percent  with 

Graft  Survival  (%) 

Time 

Cohort 

Follow-Up 
Data 

Overall 

Era  1 

Era  2 

3  Months 

1/1/88  -4/30/94 

62,572 

99.5 

88.8 

87.9 

90.6 

1  Year 

1/1/88-4/30/94 

62,572 

98.3 

83.4 

82.3 

85.6 

Cond.  3  Years 

1/1/88-4/30/92 

33,192 

91.7 

90.8* 

90.8* 

N/A* 

Fable  11-2.  Completeness  of  Patient  Follow-Up  Data  and  Actual  Survival  Rates  for  Kidney  Transplants 

Number  of 
Patients 

Percent  with 

Patient  Survival  (%) 

Time 

Cohort 

Follow-Up 
Data 

Overall 

Era  1 

Era  2 

3  Months 

1/1/88  -4/30/94 

60,340 

98.9 

97.2 

96.9 

97.6 

1  Year 

1/1/88  -4/30/94 

60,340 

96.5 

94.3 

94.0 

94.9 

Cond.  3  Years 

1/1/88-4/30/92 

36,394 

91.9 

94.5* 

94.5* 

N/A* 

*  The  cohort  used  to  determine  the  overall  conditional  3  year  survival  rate  is  the  same  as  the  Era  1  cohort.  Therefore,  the  overall 
conditional  3  year  survival  rates  are  identical  to  the  conditional  3  year  survival  rates  for  Era  1 .  There  is  no  conditional  3  year 
survival  rate  calculated  for  Era  2  due  to  insufficient  follow-up  data  on  patients  who  received  transplants  in  Era  2. 
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C.  GRAFT  SURVIVAL  --  PERCENTAGES  OF 
ACTUAL  AND  EXPECTED  SURVIVAL  RATES 

For  each  transplant  program,  actual  and  expected 
survival  rates  were  calculated  at  3  months,  1  year,  and 
3  years  conditional  on  survival  at  1  year.  Survival 
rates  at  each  time  point  were  determined  using  a 
specific  cohort  of  transplants  (shown  in  Tables  II- 1 
and  1 1-2  on  the  previous  page).  Expected  survival 
rates  were  determined  for  each  transplant  program 
based  on  its  specific  patient  and  donor  characteristics. 
These  expected  outcomes  were  statistically  adjusted 
for  many  important  prognostic  variables,  or 
covariates,  that  were  used  in  the  survival  analysis.  In 
other  words,  they  take  into  account  the  many  different 
characteristics  that  affect  survival.  For  example:  if 
Program  A  transplanted  many  more  "high  risk" 
recipients  than  Program  B,  then  Program  A  would 
have  a  lower  expected  survival  rate  than  Program  B. 

If  a  program's  actual  survival  rate  was  greater  than 
its  expected  survival  rate,  this  means  that  the 
program's  actual  results  were  higher  than  the  national 
results  for  transplants  with  the  same  donor  and 
recipient  characteristics.  I  f  a  program '  s  actual 
survival  rate  was  less  than  its  expected  survival  rate, 
this  means  that  the  program's  actual  results  were 
lower  than  the  national  results  for  transplants  with  the 
same  donor  and  recipient  characteristics.  The 
difference  between  the  actual  and  expected  rate  may 
have  occurred  by  chance  and,  therefore,  may  not  be 
statistically  significant.  Furthermore,  even  a 
statistically  significant  difference,  one  that  most  likely 
did  not  occur  by  chance,  may  not  be  clinically 


Table  II-3.  Percentages  of  Kidney  Transplant  Programs  by  Graft  Survival  Rates 


Graft 

Actual 

Expected 

Survival 
Rate  (%) 

3  Months 
(n=  249) 

1  Year 
(n=249) 

Cond.  3  Yrs 
(n=236) 

3  Months 
(n=249) 

1  Year 
(n=249) 

Cond.  3  Yrs 
(n=236) 

0-40 

0.0 

0.0 

0.4 

0.0 

0.0 

0.0 

>40-60 

0.0 

0.8 

0.0 

0.0 

0.0 

0.0 

>60-80 

4.8 

22.9 

5.5 

0.0 

6.0 

0.0 

>80-90 

57.0 

63.9 

33.5 

71.5 

92.8 

31.4 

>90-100 

38.2 

12.4 

60.6 

28.5 

1.2 

68.6 

TOTAL 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 
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significant  (i.e.,  medically  important).  A  formal 
description  of  the  methods  used  to  determine  actual 
and  expected  survival  rates  appears  in  the  Technical 
Methods  chapter  of  the  Executive  Summary. 

Table  II-3  shows  the  percentages  of  kidney  transplant 
programs  by  graft  survival  rates,  both  for  actual  and 
expected  survival.  The  majority  of  the  transplant 
programs  had  actual  survival  rates  greater  than  80% 
at  all  time  points.  The  1  year  survival  rates  showed  a 
greater  variation  among  programs  than  the  3  month 
and  conditional  3  year  survival  rates.  At  3  months, 
38%  of  programs  had  actual  survival  rates  greater 
than  90%.  At  1  year,  this  fell  to  12%.  However,  the 
percentage  increased  to  61%  for  the  conditional  3 
year  survival  rates.  The  distribution  of  the  expected 
survival  rates  shows  a  similar  trend.  The  results 
indicate  that  there  are  more  programs  with  high 
survival  rates  (>90%)  at  the  conditional  3  year  time 
point  than  there  are  at  the  1  year  time  point.  This  is 
because  the  most  critical  period  of  time  for  graft 
survival  is  the  first  year  post-transplant.  Those  who 
survive  the  first  year  are  very  likely  to  survive  3  years 
post-transplant. 

The  percentages  of  programs  by  short  term  graft 
survival  rates  and  eras,  both  for  actual  and  expected 
survival,  are  summarized  in  Table  II-4.  The  results 
demonstrate  a  substantial  improvement  in  graft 
survival  over  time  because  a  greater  percentage  of 
programs  had  actual  survival  rates  higher  than  90%  in 
Era  2.  Expected  survival  rates  in  Era  2  also  were 
higher  than  in  Era  1 . 
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Table  II-4.  Percentages  of  Kidney  Transplant  Programs  by  Graft  Survival  Rates  and  Era 


Graft 

Actual 

Expected 

Survival 

3  Months 

1  Year 

3  Months 

1  Year 

Rates 

Era  1 

Era  2 

Era  1 

Era  2 

Era  1 

Era  2 

Era  1 

Era  2 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

0-40 

0.0 

0.0 

0.0 

0.4 

0.0 

0.0 

0.0 

0.0 

>40-60 

0.9 

0.4 

2.1 

0.4 

0.0 

0.0 

0.0 

0.0 

>60-80 

9.3 

5.0 

30.5 

17.1 

0.0 

0.0 

13.6 

2.9 

>80-90 

54.2 

36.7 

55.5 

56.3 

86.9 

27.1 

86.0 

92.1 

>90-100 

35.6 

57.9 

1 1.9 

25.8 

13.1 

72.9 

0.4 

5.0 

TOTAL 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

Differences  in  Actual  and  Expected  Survival  Rates 

For  most  programs,  the  difference  between  the  actual 
survival  rate  and  the  expected  survival  rate  was  not 
statistically  significant.  Figure  II- 1  shows  the 
percentages  of  programs  whose  actual  graft  survival 
rates  were  either  above,  equal  to,  or  below  expected 
graft  survival  rates  at  three  time  points.  Programs 
with  actual  survival  rates  that  were  not  significantly 
different  from  expected  rates  are  shown  in  the  actual 
survival  equals  expected  survival  group.  Actual 
survival  rates  shown  in  the  figure  to  be  either  greater 
than  or  less  than  expected  survival  rates  were 
statistically  significant.  Overall,  there  were  more 
programs  that  fell  significantly  below  expected  results 
than  above  expected  results.  However,  for  the 
majority  of  the  transplant  programs,  the  difference  in 
actual  and  expected  graft  survival  was  not  statistically 
significant  and  varied  little  over  time. 

At  all  time  points,  the  larger  differences  in  actual  and 
expected  rates  were  nearly  always  seen  in  programs 
that  reported  relatively  few  transplants  during  the 
period.  This  occurs  because  programs  that  do  not 
perform  many  transplants  tend  to  have  highly  variable 
outcomes.  To  illustrate  this,  Figure  II-2  shows  a 
scatter  plot  of  the  average  number  of  transplants  per 
year  (transplant  volume)  versus  the  difference  in  1 
year  actual  and  expected  graft  survival.  Nearly  all 
differences  greater  than  10%  (either  positive  or 
negative)  are  found  among  transplant  programs 
performing  fewer  than  25  kidney  transplants  per  year. 

  UNOS 


Please  note  that  actual  survival  rates  which  differ 
from  expected  survival  rates  are  not  always 
statistically  significant  and  even  statistically 
significant  differences  may  not  be  clinically 
significant. 

Figure  II- 1 .  Percentages  of  Kidney  Transplant 
Programs  with  Actual  Graft  Survival  Rates 
Above,  Below,  or  Equal  to  Expected  Rates.* 


80.3 

85.2 

75.5 

10.9 

13.7 

10.8  10.6 

4.2 

8  8 

3  Months  1  Year  Cond.  3  Yrs 


Q    Act.  <  Exp.  ]    Act.  =  Exp.       H    Act.  >  Exp. 

Actual  survival  rates  above  or  below  expected  survival 
rates  are  statistically  significant. 
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D.  PATIENT  SURVIVAL  -  PERCENTAGES  OF 
ACTUAL  AND  EXPECTED  SURVIVAL  RATES 

The  percentages  of  programs  by  patient  survival  rates 
for  both  actual  and  expected  survival  are  shown  in 
Table  II-5;  the  percentages  of  programs  by  survival 
rates  and  eras  are  shown  in  Table  II-6.  Note  that 
both  actual  and  expected  patient  survival  rates  were 
higher  and  less  variable  at  each  time  point  than  were 
actual  and  expected  graft  survival  rates.  As  with 
graft  survival,  the  outcomes  in  Era  2  were  better  than 
in  Era  1 . 

Differences  in  Actual  and  Expected  Survival  Rates 


The  percentage  of  programs  with  actual  patient 
survival  rates  significantly  above  their  expected  rates 
was  greater  at  1  year  and  conditional  3  years  than  at  3 
months  (see  Figure  II-3).  Overall,  there  were  more 
programs  that  fell  significantly  below  expected  results 
than  above  expected  results.  However,  for  the 
majority  of  transplant  programs,  the  difference  in 
actual  and  expected  patient  survival  was  not 
statistically  significant  and  varied  little  over  time. 


Figure  II-2.  Kidney  Transplant  Volume  vs 
Difference  in  Actual  and  Expected  1  Year  Graft 
Survival  Rates. 


50  100  150  200  250 

Average  Number  of  Transplants  Per  Year 


300 


P-VALUE'  •  •    <  0.05 


=  0.05 


Table  II-5.  Percentages  of  Kidney  Transplant  Programs  by  Patient  Survival  Rates 


Patient 

Actual 

Expected 

Survival 
Rate  (%) 

3  Months 
(n=  249) 

1  Year 
(n=249) 

Cond.  3  Yrs 
(n=236) 

3  Months 
(n=249) 

1  Year 
(n=249) 

Cond.  3  Yrs 
(n=236) 

0-70 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

>70-80 

0.0 

0.8 

0.8 

0.0 

0.0 

0.0 

>80-90 

2.4 

7.6 

11.5 

0.4 

0.8 

0.4 

>90-95 

9.6 

50.6 

43.6 

0.8 

67.5 

64.9 

>95-100 

88.0 

41.0 

44.1 

98.8 

31.7 

34.7 

TOTAL 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 
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Table  II-6.  Percentages  of  Kidney  Transplant  Programs  by  Patient  Survival  Rates  and  Era 


Patient 

Actual 

Expected 

Survival 

3  Months 

1  Year 

3  Months 

1  Year 

Rates 

K  /0) 

Era  1 

Era  2 

Era  1 

Era  2 

Era  1 

Era  2 

Era  1 

Era  2 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

(n=236) 

(n=240) 

0-70 

0.4 

0.0 

0.4 

0.0 

0.0 

0.0 

0.0 

0.0 

>70-80 

0.0 

0.4 

0.8 

0.8 

0.0 

0.0 

0.0 

0.0 

>80-90 

2.6 

2.5 

11.9 

10.4 

0.4 

0.0 

0.8 

0.0 

>90-95 

13.1 

11.3 

48.3 

32.1 

1.3 

0.0 

75.0 

47.5 

>95-100 

83.9 

85.8 

38.6 

56.7 

98.3 

100.0 

24.2 

52.5 

TOTAL 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

100.0 

Figure  II-3.  Percentages  of  Kidney  Transplant 
Programs  with  Actual  Patient  Survival  Rates 
Above,  Below  or  Equal  to  Expected  Rates.'1' 
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3.6 


6.3 


3.4 


3  Months  1  Year 
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*     Actual  survival  rates  above  or  below  expected 
survival  rates  are  statistically  significant. 


E.  NATIONAL  DISTRIBUTION  OF  DONOR 
AND  RECIPIENT  CHARACTERISTICS 


determine  an  expected  survival  rate  for  each 
transplant. 

The  majority  of  kidneys  transplanted  were  recovered 
from  white  male  donors  between  the  ages  of  18  and 
30  and  the  most  frequent  causes  of  death  were 
cerebrovascular  accidents  (CVAs)  and  motor  vehicle 
accidents  (MVAs).  The  most  common  total  HLA 
mismatch  level  between  donor  and  recipient  was  3 
mismatches.  Nearly  1 8%  of  living  donor  kidneys  had 
a  cold  ischemic  time  of  less  than  two  hours.  More 
than  35%  of  cadaveric  kidney  donors  had  a  cold 
ischemic  time  of  less  than  22  hours. 

The  majority  of  kidney  recipients  were  white  males 
between  the  ages  of  1 8  and  35.  Most  recipients  were 
not  hospitalized  prior  to  transplant,  and  nearly  65%  of 
the  recipients  showed  some  level  of  sensitization 
(peak  PRA  >  0)  at  the  time  of  transplant.  Of  the 
62,572  transplants,  13%  were  repeat  kidney 
transplants.  In  addition,  21%  (=9. 1%+1 1 .6%)  of  the 
recipients  required  dialysis  within  first  week  after 
transplant,  and  41%  (=2 1.7%+ 19.6%)  had  rejection 
episodes  within  the  first  6  months  following 
transplant. 

Donor  Trends 


The  national  distribution  of  donor  and  recipient 
characteristics  for  kidney  transplants,  presented  in 
percentages,  is  shown  in  Table  II-7.  Each  of  these 
donor  and  recipient  characteristics  was  included  in 
the  analyses  for  graft  or  patient  survival,  and  used  to 


National  donor  characteristics  changed  between  Era  1 
and  Era  2.  The  percentage  of  living  donors  increased 
3.5%.  Among  cadaveric  donors,  there  were  fewer 
donors  who  died  from  motor  vehicle  accidents  and 
more  who  died  from  cerebrovascular  accidents.  The 
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percentage  of  donors  over  age  45  increased  by  nearly 
5%  between  Era  1  and  Era  2,  from  20.5%  to  25%  . 
The  percentage  of  minority  donors  also  increased, 
from  19%  to  23%.  The  percentage  of  zero  antigen 
mismatched  kidney  donors  also  increased  slightly, 
which  could  be  due  to  the  national  policy  of 
mandatory  sharing  of  well  matched  kidney  during  that 
period. 

Recipient  Trends 

Transplant  recipients  were  older  in  the  second  era; 
those  over  age  45  comprised  38%  of  recipients  in  Era 
2  as  compared  to  33%  in  Era  1.  Simultaneous 
kidney-pancreas  transplants  also  increased  slightly. 
Recipients  with  peak  PRAs  under  20%  increased 


from  73%  in  Era  1  to  79%  in  Era  2.  The  percentage 
of  transplants  for  patients  with  some  type  of 
glomerular  disease  decreased  while  transplants  for 
patients  with  systemic  and  diabetic  diseases  increased 
slightly.  The  incidence  of  delayed  graft  function  post 
surgery  (requiring  dialysis  within  first  week  after 
transplant)  decreased  by  3%  between  Era  1  and  Era  2, 
from22%(=13.9%+7.7%)to  19.1%.  Also,  the 
incidence  of  rejection  episodes  within  six  months 
following  transplant  dropped  from  43%  (=33%+10%) 
to  38%. 

Despite  more  older  donors  and  older  recipients  in  Era 
2,  the  national  survival  rates  improved  from  Era  1  to 
Era  2  (See  Tables  II- 1  and  11-2  on  page  12). 


Table  II-7.  National  Donor  and  Recipient  Characteristics  in  Kidney  Transplants:  Percentages  by  Era  and 
Overall. 


Characteristics  by  Category 


ERA  1 
1/88-4/92 

N=41126 


ERA  2 
5/92-4/94 

N=21446 


OVERALL 
1/88-4/94 

N=62572 


Donor  Type 
and  Donor 
Cause  of  Death 


Donor  Age 


Donor  Race 


Living 

Cadaveric:  CVA 
Cadaveric:  MVA 
Cadaveric:  Other 
Not  Reported 

0-17 
18-30 
31-45 
46-60 
61  + 

Not  Reported 

White 

Black 

Hispanic 

Asian 

Other 

Not  Reported 


22.0 
24.3 
23.2 
30.4 
0.1 

17.6 
32.4 
29.4 
17.3 
3.2 
0.0 

80.8 
9.5 
7.4 
1.2 
1.0 
0.1 


25.5 
26.3 
17.6 
30.4 
0.2 

16.3 
28.6 
30.0 
19.9 
5.1 
0.1 

76.5 
11.9 
8.9 
1.5 
1.0 
0.2 


23.2 
25.0 
21.3 
30.4 
0.1 

17.2 
31.1 
29.6 
18.2 
3.8 
0.1 

79.4 
10.3 
7.9 
1.3 
1.0 
0.1 
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Donor  Gender 


Female 
Male 

Not  Reported 


ERA  1 


ERA  2  OVERALL 


40.8 
59.2 
0.0 


42.1 
57.9 
0.0 


41.2 
58.8 
0.0 


Cold  Ischemic  Living:  0-2 
Time  (Hours)  Living:  3-5 
by  Donor  Type      Ljving.  6+ 

Cadaveric:  0-11 
Cadaveric:  12-21 
Cadaveric:  22-31 
Cadaveric:  32-41 
Cadaveric:  42+ 
Not  Reported 


17.9  16.8  17.5 

0.8  1.4  1.0 

0.6  1.4  0.9 

9.3  9.6  9.4 

25.3  26.6  25.8 

24.0  20.7  22.8 

13.6  9.7  12.3 

4.7  2.8  4.0 

3.8  11.0  6.3 


Level  of  HLA 
Mismatch 


2 
3 
4 
5 
6 

Not  Reported 


8.9 
5.4 
15.1 
25.3 
22.8 
15.0 
5.0 
2.5 


10.6 
5.9 
16.1 
26.1 
21.6 
13.1 
4.4 
2.4 


9.5 
5.6 
15.4 
25.6 
22.4 
14.3 
4.8 
2.4 


Recipient  Age 


0-17 
18-35 
36-45 
46-60 
61  + 

Not  Reported 


6.7 
33.7 
26.4 
26.6 
6.6 
0.0 


5.6 
30.5 
25.9 
29.0 
9.0 
0.0 


6.3 
32.6 
26.2 
27.4 
7.4 
0.0 


Recipient  Race 


White 

Black 

Hispanic 

Asian 

Other 

Not  Reported 


66.4 
20.0 
8.7 
2.6 
2.2 
0.1 


64.7 
20.8 
9.6 
3.2 
1.5 
0.2 


65.9 
20.3 
9.0 
2.8 
2.0 
0.1 


Recipient 
Gender 


Female 
Male 

Not  Reported 


39.9 
60.1 
0.0 


40.4 
59.6 
0.0 


40.1 

59.9 
0.0 
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Procedure  Type    Kidney  Alone 

Kidney  and  Pancreas 

Previous  No 
Kidney  Yes 
Transplant  p^ep0rtecj 

Pretransplant  0 
Transfusions  j.5 

6-10 
11  + 

Not  Reported 


ERA  1  ERA  2  OVERALL 


96.2  94.3  95.5 
3.8  5.7  4.5 

85.8  87.9  86.5 

13.9  11.8  13.2 
0.3  0.3  0.3 

35.3  24.1  31.4 
38.5  34.4  37.1 
11.0  5.7  9.2 
10.8  3.9  8.4 

4.5  31.9  13.9 


Peak  PR  A  0 
Prior  to  1.19 
Transplant  2Q  ?9 

80-100 

Not  Reported 


30.8  36.3  32.7 

42.6  42.5  42.6 

17.1  13.6  15.9 

7.5  5.5  6.8 

1.8  2.1  1.9 


Body  Mass  0-20 
Index  (kg/m2)  21-25 

26-30 
31  + 

Not  Reported 


20.5  15.4  18.7 

40.7  33.0  38.1 

20.4  18.9  19.9 

8.8  10.0  9.2 

9.6  22.7  14.1 


Primary 

Kidney 

Disease 


Glomerular 

Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


28.3 
12.0 
18.4 
7.2 
22.0 
7.8 
4.3 


24.7 
11.2 
19.6 
6.0 
23.3 
9.5 
5.7 


27.0 
11.7 
18.8 
6.8 
22.5 
8.4 
4.8 


Recipient 

Not  Hospitalized 

94.2 

95.8 

94.7 

Description  at 

Hospitalized 

3.6 

2.0 

3.1 

Transplant 

ICU/Life  Support 

1.0 

0.2 

0.7 

Not  Reported 

1.2 

2.0 

1.4 
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Year  of 
Transplant 


1988 
1989 
1990 
1991 
1992 

1993-1994 


Dialysis  in  First 
Week  After 
Transplant* 


Yes 
No 

Not  Reported 
N.A.*:  Yes 


N.A.*: 
N.A.*: 


No 

Not  Reported 


ERA  1 


ERA  2  OVERALL 


21.9 
21.8 
23.9 
24.5 
7.9 
0.0 


0.0 
0.0 
0.0 
0.0 
32.2 
67.8 


14.4 
14.3 
15.7 
16.1 
16.2 
23.2 


13.9 
64.5 
2.3 
7.7 
10.7 
0.9 


0.0 
0.0 
0.0 
19.1 
79.7 
1.2 


9.1 
42.4 

1.5 
11.6 
34.4 

1.0 


Rejection  in  Yes 

First  6  Months  No 

After  Transplant*   N  A  *.  Yes 

N.A.*:  No 


33.0  0.0  21.7 

47.7  0.0  31.4 

10.0  38.0  19.6 

9.3  62.0  27.3 


*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were  based  on  all 
transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N.A.  categories  were  not  used  in  the  conditional  analysis 
due  to  either  graft  failure  or  a  transplant  after  4/92. 


F.  SHORT  TERM  SURVIVAL  --  IMPACT  OF 
DONOR  AND  RECIPIENT 
CHARACTERISTICS 

To  determine  the  expected  survival  for  each 
transplant  or  patient,  separate  analyses  were 
performed  for  graft  and  patient  survival  at  three  time 
points.  (The  analyses  were  performed  using  logistic 
regression,  see  the  Technical  Methods  chapter  in  the 
Executive  Summary.)  The  analyses  also  identified 
donor  and  recipient  characteristics  that  had  a 
significant  impact  on  survival  outcomes.  For  each 
characteristic  (e.g.,  race,  gender)  considered  in  the 
analyses,  a  reference  group  was  chosen  (e.g.,  White, 
male)  with  which  the  other  groups  were  compared. 
As  a  general  rule,  the  largest  group  or  the  mean  of  the 
characteristic  (e.g.,  mean  recipient  age=40)  is  often 


used  as  the  reference  group. 

The  following  served  as  the  characteristics  and 
reference  groups  for  short  term  graft  survival: 

Donor  Type  —  cadaveric  donors 

•  Donor  Cause  of  Death  —  cerebral  vascular 
accident  (CVA) 

•  Mean  Donor  Age  —  32  years 

Donor  Race  —  non-Black,  non-Hispanic 

•  Donor  Gender  —  male 

Mean  Cold  Ischemic  Time  ~  23  hours  (cadaveric 
donors),  1  hour  (living  donors) 

•  HLA  Mismatch  Level  —  zero 
Previous  kidney  transplant  --  no 
Mean  Recipient  Age  —  40  years 

•  Recipient  Race  ~  White 
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Table  II-8.  Kidney  Primary  Disease  Diagnoses  at  Time  of  Transplant 

Diabetes 

Cvstic/Congenital  Diseases  (CO 

Type  I  Insulin  Dependent 

Cystinosis 

Type  II  Insulin  Dependent 

Polycystic  Kidneys 

Type  I  Non-Insulin  Dependent 

Oxalosis 

Type  II  Non-Insulin  Dependent 

Fabry's  Disease 

Hypoplasia 

Medullary  Cystic  Disease 

Alport's  Syndrome 

Prune  Belly  Syndrome 

("•lomerula  r  Diseases  fCJN^ 

Svstemic  Diseases  tSD) 

Idiopathic  and  nost-infectious  crescentic 

Amyloidosis 

p  lorn  em  lonenhritis 

Svstemic  lunus  erythematosus 

v.J   >   J  I V  1  1  1  1  V     1UUUJ    Vl  J   11  1  V  1  1  1  Ul  V  J  1*4  J 

Membranous  glomerulonephritis 

Progressive  Systemic  Sclerosis 

Mesangio-capinary  ( i  ype  i )  giomeruionepnntis 

Wilms  tumor 

ivicsallgiu  capniai  y  \  i  y  jjc  ~  f  ^.luinciuiuiicpiiiiiii 

rxciiai  v —  vr 1 1  v^ai viiiuiiiu 

IgA  nephropathy 

Incidental  Carcinoma 

Antl-UBM 

Myeloma 

rocai  glomerulosclerosis 

nernuiyiic-  uremic  oyiiurunic 

Goodpasture's  Syndrome 

Cortical  Necrosis 

Chronic  Glomerulonephritis  —  unspecified 

Acute  Tubular  Necrosis 

Membranous  Nephropathy 

Sickle  Cell  Anemia 

raminai  iNcpnropatny 

Malignant  Hypertension 

Tubulointerstitial  Diseases  (TI) 

Henoch-Schonlein  Purpura 

Hypertensive  Nephrosclerosis  (kidney  disease 

Chronic  Pyelonephritis  (Reflux  Nephropathy) 

caused  by  hypertension) 

Interstitial  Nephritis 

Renal  Artery  Thrombosis 

Gout 

Chronic  Nephrosclerosis  —  unsnecified 

\» ✓  111  V-'  ■  1  IV    llvUlllVJVlVlVjIJ             uujpvvii  1VU 

Obstructive  Uropathy 

Scleroderma 

Analgesic  Nephropathy 

Wegener's  Granulomatosis 

Radiation  Nephritis 

Polyarteritis 

Antibiotic  -  induced  nephritis 

Rheumatoid  Arthritis 

Cancer  --  Chemotherapy  induced  nephritis 

Sarcoidosis 

Cyclosporin  Nephrotoxicity 

Lymphoma 

Heroin  Nephrotoxicity 

Congenital  Obstructive  Uropathy 

Nephrolithiasis 
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Recipient  Gender  —  male 

•  Transplant  Procedure  Type  ~  kidney  alone 

•  Primary  Kidney  Disease  —  recipient  had  non- 
diabetes,  non-systemic  (SD),  and  non- 
tubulointerstitial  (TI)  diseases  at  transplant  (see 
Table  11-8  for  a  complete  list  of  primary  disease 
diagnoses) 

Mean  Body  Mass  Index  —  24  kg/m2 

•  Mean  Peak  PRA -- 16% 
Pre-transplant  Transfusions  —  none 
Medical  Status  ~  not  hospitalized  prior  to 
transplant 

•  Year  of  Transplant  -  1 988 

The  following  served  as  the  characteristics  and 
reference  groups  for  short  term  patient  survival: 

Donor  Type  —  cadaveric  donors 

•  Donor  Cause  of  Death    cerebral  vascular 
accident  (CVA) 

Mean  Donor  Age  ~  32  years 
Donor  Race  —  non-Black 
Donor  Gender  —  male 

•  Mean  Cold  Ischemic  Time  —  23  hours  (cadaveric 
donors),  1  hour  (living  donors) 

HLA  Mismatch  Level  —  zero 

•  Previous  kidney  transplant  —  no 

•  Mean  Recipient  Age  —  40  years 

•  Recipient  Race  —  non-Black  or  non-Hispanic 
Recipient  Gender  —  male 

Transplant  Procedure  Type  ~  kidney  alone 
Primary  Kidney  Disease  ~  recipient  had  either 
glomerular  (GM)  or  tubulointerstitial  (TI) 
disease  at  transplant  (see  Table  1 1-8  for  complete 
list  of  primary  disease  diagnoses) 

•  Mean  Body  Mass  Index  —  24 
Mean  Peak  PRA  ~  1 6% 

•  Pre-transplant  Transfusions  —  none 

•  Medical  Status  —  not  hospitalized  prior  to 
transplant 

•  Year  of  Transplant-- 1988 

The  relative  impact  of  each  donor  and  recipient 
characteristic  on  short  term  graft  and  patient  survival 
outcomes  is  listed  in  Table  II-9.  For  each 
characteristic,  the  odds  ratio  is  the  odds  of  patient 
death  (graft  failure)  as  compared  to  the  reference 
group,  after  adjusting  for  the  effects  of  all  other  donor 
and  recipient  characteristics.  An  odds  ratio  of  less 
than  1  indicates  that  the  characteristic  was  associated 
with  a  reduced  odds  of  patient  death  or  graft  failure 
relative  to  the  reference  group.  An  odds  ratio  of 
greater  than  I  indicates  that  the  characteristic  was 


associated  with  an  increased  odds  of  death  relative  to 
the  reference  group.  The  corresponding  p-value 
measures  the  significance  of  the  odds  ratio.  A  p- 
value  less  than  0.05  indicates  statistical  significance 
and  means  that  there  is  less  than  a  5%  probability  that 
such  difference  is  due  to  chance  alone.  The  smaller 
the  p-value,  the  greater  the  statistical  significance  and 
the  less  likely  the  difference  is  due  to  chance  alone. 

Examples 

In  Table  II-9,  the  odds  ratio  of  graft  failure  within  3 
months  after  a  repeat  transplant  versus  a  first,  or 
primary,  transplant  was  1.43.  This  means  that,  after 
adjusting  for  all  of  the  other  donor  and  recipient 
characteristics,  the  odds  of  graft  failure  within  3 
months  was  43%  greater  for  repeat  transplants  than 
for  primary  transplants  ((1 .43-l)x  100%=43%).  As 
another  example,  the  odds  ratio  of  graft  failure  within 
3  months  post-transplant  for  a  recipient  who  was  in 
the  intensive  care  unit  (ICU)  or  on  life  support  prior 
to  transplant  versus  a  recipient  who  was  not 
hospitalized  was  2.16.  After  adjusting  for  the  effects 
of  both  donor  and  recipient  characteristics,  the  odds 
of  graft  failure  within  3  months  for  a  patient  who  was 
in  the  ICU  or  on  life  support  prior  to  transplant  was 
1 1 6%  higher  ((2. 1 6- 1  )*  1 00%=  1 1 6%)  than  that  for  a 
patient  who  was  not  hospitalized  prior  to  transplant. 

The  estimated  odds  ratios  for  continuous  variables 
(i.e.,  variables  with  many  possible  values)  such  as 
cold  ischemic  time,  donor  and  recipient  ages,  peak 
PRA,  and  body  mass  indices  are  less  easily 
interpreted.  For  these  variables,  the  estimated  odds  is 
determined  for  every  5  or  10  unit  increase  or  decrease 
from  the  mean  (reference  group)  of  the  variable.  For 
example,  in  Table  1 1-9,  the  estimated  odds  of  3  month 
graft  failure  for  33  hours  of  cold  ischemic  time 
compared  to  the  mean  of  23  hours  is  1 .07.  This 
means  that,  after  adjusting  for  the  effects  of  all  other 
characteristics,  the  odds  of  graft  failure  was  estimated 
to  increase  by  7%  for  the  first  10  hour  increase  from 
the  mean  cold  ischemic  time. 

An  increase  of  25  hours  from  the  mean  (i.e.,  the  cold 
ischemic  time  is  23+25=48)  would  result  in  an  18% 
increase  in  the  odds  of  graft  failure.  Mathematically, 
this  18%  was  calculated  as  follows: 


(_«0  0661) 

Odds  ratio=exp  10  =1.18 
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Table  11-9.  Impact  of  Donor  and  Recipient  Characteristics  on  Short  Term  Graft  and  Patient  Survival- 
Kidney  Transplants 


Graft  Survival 1 

Patient  Survival 1 

Short  Term  Characteristics 

3  Months 

1  Year 

3  Months 

1  Year 

Odds 
Ratio 

P- 
value  2 

Odds 
Ratio 

P- 
value  2 

Odds 
Ratio 

P- 
value  2 

Odds 
Ratio 

P- 
value  2 

Living  vs  Cadaveric  Donor 

0.482 

<0.001 

0.476 

<0.001 

0.508 

<0.001 

0.568 

<0.001 

Donor  Cause  of  Death  MVA  vs  CVA 

0.770 

<0.001 

0.804 

<0.001 

n.d. 

n.d. 

Donor  Cause  of  Death  Other  vs  CVA 

0.830 

<0.001 

0.854 

<0.001 

n.d. 

n.d. 

Donor  Age  42  vs  32  3 

1.066 

<0.001 

1.096 

<0.001 

1.067 

<0.001 

1.090 

<0.001 

Donor  Black  vs  White,  Asian,  Other 

1.267 

<0.001 

1.303 

<0.001 

n.d. 

n.d. 

Donor  Hispanic  vs  White,  Asian,  and  Other 

1  1  87 

<o  no  i 

1  1?R 
1 .  1  zo 

<n  oni 

^U.uU  1 

n.d. 

n.d. 

Donor  Black  vs  Non-Black 

n.d. 

n.d. 

1 .243 

U.OUft 

1 . 34U 

<U.UUI 

Donor  Female  vs  Male 

1  in 
1.131 

<U.UU1 

i  i  <  i 

1.154 

<U.UU1 

n.u. 

n.u. 

Cold  Ischemic  Time  (hours)  33  vs  23  for 
Cadaveric  Donors,  11  vs  1  for  Living 
Donors  3 

1  .Uoo 

<U.UU1 

1  .Uoz 

W\  c\(\  1 

<U.UU1 

n.u. 

n  H 

n.a. 

1  vs  0  HLA  Mismatch 

1.599 

<0.001 

1.563 

<0.001 

1.373 

0.035 

1.264 

0.031 

2  vs  0  HLA  Mismatches 

1.589 

<0.001 

1.630 

<0.001 

1.212 

0.124 

1.236 

0.016 

3  vs  0  HLA  Mismatches 

1.856 

<0.001 

1.786 

<0.001 

1.318 

0.017 

1.247 

0.007 

4  vs  0  HLA  Mismatches 

2.081 

<0.001 

2.040 

<0.001 

1.342 

0.013 

1.359 

<0.001 

5  vs  0  HLA  Mismatches 

2.293 

<0.001 

2.206 

<0.001 

1.459 

0.002 

1.425 

<0.001 

6  vs  0  HLA  Mismatches 

2.561 

<0.001 

2.360 

<0.001 

1.421 

0.019 

1.440 

<0.001 

Previous  Transplant  —  Yes  vs  No 

1.426 

<0.001 

1.334 

<0.001 

1.300 

0.001 

1.232 

<0.001 

Recipient  Age  50  vs  40  3 

1.024 

0.028 

1.058 

<0.001 

1.437 

<0.001 

1.452 

<0.001 

Recipient  Age  <2  vs  Age  ^  2 

1.924 

<0.001 

1.728 

<0.001 

5.404 

<0.001 

6.492 

<0.001 

Recipient  Black  vs  White 

0.966 

0.327 

1.097 

0.002 

n.d. 

n.d. 

Rppinionr  Hicnonir  vc  VVhitp 
I\vklUICII  I  XlldUdlllL  VS  VVllllC 

0.702 

<0.001 

0.763 

<0.001 

n.d. 

n.d. 

Recipient  Asian  vs  White 

0.711 

<0.001 

0.745 

<0.001 

n.d. 

n.d. 

Recipient  Other  Race  vs  White 

0.743 

0.003 

0.785 

<0.001 

n.d. 

n.d. 

Recipient  Black  vs  White,  Asian,  &  Other 

n.d. 

n.d. 

0.905 

0.144 

0.876 

0.008 

Recipient  Hispanic  vs  White,  Asian,  &  Other 

n.d. 

n.d. 

0.649 

<0.001 

0.710 

<0.001 

Recipient  Female  vs  Male 

n.d. 

n.d. 

0.875 

0.012 

0.882 

0.001 

Kidney-Pancreas  vs  Kidney  Alone 

0.810 

0.005 

0.989 

0.867 

1.436 

0.002 

1.468 

<0.001 
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Graft  Survival 

l 

Patient  Survival 1 

Short  Term  Characteristics 

3  Months 

1  Year 

3  Months 

1  Year 

Odds 

P- 

Odds 

P- 

Odds 

P- 

Odds 

P- 

Ratio 

value  2 

Ratio 

value  2 

Ratio 

value  2 

Ratio 

value  2 

Diabetes  vs  GM  \  CC  4,  &  Other  4 

1.213 

<0.001 

1.231 

<0.001 

n.d. 

n.d. 

SD 4  vs  GM,  CC,  &  Other 

1.050 

0.185 

1.066 

0.039 

n.d. 

n.d. 

TI 4  vs  GM,  CC,  &  Other 

0.880 

0.024 

0.890 

0.015 

n.d. 

n.d. 

Diabetes  vs  GM  and  TI 

n.d. 

n.d. 

1.734 

<0.001 

1.866 

<0.001 

CC  vs  GM  and  TI 

n.d. 

n.d. 

0.784 

0.010 

0.883 

0.065 

SD  vs  GM  and  TI 

n.d. 

n.d. 

1.120 

0.136 

1.170 

0.005 

Other  vs  GM  and  TI 

n.d. 

n.d. 

1.091 

0.319 

1.205 

0.003 

Body  Mass  Index  29  vs  24 3 

1.101 

O.001 

1.097 

<0.001 

1.072 

0.012 

1.01 1 

0.563 

Peak  PRA  26%  vs  16%  3 

1 .080 

<0.(JU1 

1 .072 

<U.0(J1 

1 .1)30 

f\  IOC 

U.  125 

1.U25 

U.U/y 

Pre-transplant  Transfusions— Yes  vs  No 

U.881 

<0.UU1 

f\  Cit\A 

o.yu4 

<0.UU1 

n  A 

n.d. 

n.u. 

Hospitalized  vs  Not  Hospitalized 

i  mi 
1.133 

U.0o5 

I .  loo 

<U.UU  1 

i  ni 
1.121 

U.38y 

i  in 
1 .233 

(J.U20 

In  ICU/on  Life  Support  vs  Not  Hospitalized 

2.162 

<0.001 

2.293 

O.001 

4.021 

<0.001 

2.820 

<0.001 

TX  Year  1989  vs  1988 

0.861 

<0.001 

0.838 

<0.001 

0.875 

0.107 

0.881 

0.041 

TX  Year  1990  vs  1988 

0.809 

<0.001 

0.802 

<0.001 

0.838 

0.033 

0.859 

0.014 

TX  Year  1991  vs  1988 

0.629 

<0.001 

0.608 

<0.001 

0.554 

<0.001 

0.608 

<0.001 

TX  Year  1992  vs  1988 

0.611 

<0.001 

0.615 

<0.001 

0.670 

<0.001 

0.712 

<0.001 

TX  Year  1993-1994  vs  1988 

0.614 

<0.001 

0.615 

<0.001 

0.537 

<0.001 

0.623 

<0.001 

Notes: 

1  In  the  short  term  survival  analysis,  if  a  patient  died  with  a  functioning  graft  (DWFG),  the  kidney  was  considered  to  have 
failed  at  the  time  of  death. 

2  n.d.  denotes  p-value  not  determined  due  to  either  (a)  using  a  different  reference  group,  or  (b)  results  not  statistically 
significant,  and  therefore  factor  is  not  included  in  the  analysis. 

3  Odds  ratios  for  continuous  covariates  (donor  age,  cold  ischemic  time,  recipient  age,  peak  PRA,  and  body  mass  index)  do  not 
have  a  linear  relationship.  The  odds  ratios  presented  in  this  table  correspond  to  5  or  10  unit  increases  from  the  mean  of  each 
covariate.  The  mean  donor  age  was  32.  The  mean  cold  ischemic  times  for  living  and  cadaveric  donors  were  1  and  23  hours, 
respectively.  The  mean  recipient  age  was  40,  the  mean  peak  PRA  was  16%,  and  the  mean  body  mass  index  was  24. 

4  Glomerular  Diseases  (GM),  Tubulointerstitial  Diseases  (TI),  Cystic,  Congenital,  Hereditary  Diseases  (CC),  Systemic 
Diseases  (SD),  Other  disease  diagnoses. 
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where  the  25  hour  increase  is  equivalent  to  2.5  per  10 
hour  difference,  and  0.0661  corresponds  to  the 
coefficient  of  cold  ischemic  time  per  10  hour 
difference  (see  Table  11-12  for  coefficients). 
Therefore,  the  increase  in  the  odds  of  graft  failure  is 
( 1 . 1 8- 1  )x  1 00%=  1 8%.  For  some  variables  such  as 
recipient  age  and  recipient  body  mass  index,  it  is 
necessary  to  add  a  quadratic  term.  For  more  details 
on  calculating  odds  ratios  for  continuous  variables, 
refer  to  the  section  on  Odds  Ratios  in  the  Technical 
Methods  chapter  of  the  Executive  Summary. 

Graft  Survival 

The  donor  characteristics  with  the  strongest  impact  on 
short  term  graft  survival  were  donor  type,  donor 
cause  of  death,  donor  race,  and  level  of  HLA 
mismatch  between  the  donor  and  the  recipient.  The 
odds  of  1  year  graft  failure  was  52%  lower  in 
transplants  from  living  donors  than  in  those  from 
cadaveric  donors,  and  30%  higher  in  transplants  from 
Black  donors  than  those  from  non-Black  and  non- 
Hispanic  donors.  The  odds  of  graft  failure  for  4  to  6 
antigen  mismatch  transplants  was  more  than  twice 
that  for  zero  antigen  mismatch  transplants. 

The  recipient  characteristics  that  had  the  strongest 
impact  on  short  term  graft  survival  were  whether 
recipient  had  any  previous  kidney  transplant, 
recipient  under  age  2,  race,  disease  diagnosis  at 
transplant,  pre-transplant  transfusions,  medical 
condition  at  transplant,  and  year  of  transplant.  The  3 
month  odds  ratio  of  graft  failure  for  a  recipient  under 
2  years  of  age  was  almost  twice  that  of  recipients  age 
2  and  older.  Repeat  transplants  had  a  43%  greater 
odds  of  failing  within  3  months  than  did  first 
transplants.  Hispanic  and  Asian  recipients  had  a  30% 
lower  odds  of  graft  failure  at  3  months  post-transplant 
than  did  White  recipients.  Transplants  performed 
during  1993  and  the  first  four  months  of  1994  had  an 
almost  40%  reduced  odds  of  failure  compared  to 
transplants  performed  in  1988. 

Patient  Survival 

As  seen  with  graft  survival,  the  donor  characteristics 
with  the  strongest  impact  on  short  term  patient 
survival  were  donor  type,  donor  race,  and  HLA 
mismatch  level.  The  odds  of  mortality  for  living 
donor  transplant  recipients  was  nearly  half  that  for 
cadaveric  donor  transplant  recipients.  The  odds  of 
mortality  for  recipients  of  Black  donor  kidneys  was 
greater  than  that  for  recipients  of  non-Black  donors. 


Recipients  of  poorly  matched  kidneys  (6  antigen 
mismatch)  had  approximately  a  40%  increased  odds 
of  mortality  relative  to  recipients  of  well  matched 
kidneys  (zero  antigen  mismatch).  However,  HLA 
antigen  mismatch  levels  overall  had  less  impact  on 
patient  survival  than  on  graft  survival.  Donor  cause 
of  death,  donor  gender,  and  cold  ischemic  time  had 
no  significant  effect  on  patient  survival.  In  this 
analysis,  Asian  and  "other"  (not  Black,  White, 
Hispanic,  or  Asian)  races  were  grouped  with  White  as 
the  reference  group  because  these  factors  did  not  have 
a  statistically  significant  impact  on  patient  survival. 

Recipient  age  younger  than  2  years,  previous 
transplant,  disease  diagnosis  at  transplant,  medical 
condition  at  transplant,  and  year  of  transplant  were 
found  to  influence  strongly  patient  mortality.  When 
compared  to  those  of  other  ages,  recipients  under  2 
years  old  had  the  greatest  odds  of  short  term 
mortality.  Specifically,  compared  to  the  odds  of 
patient  death  among  recipients  age  2  and  older,  the 
odds  of  patient  death  among  recipients  under  2  was 
5.40  times  greater  at  3  months  post-transplant  and 
6.49  times  greater  at  1  year  post-transplant.  Also  at 
an  increased  odds  of  mortality  were  recipients  of 
repeat  transplants,  whose  odds  of  death  was  30% 
greater  at  3  months  than  that  for  recipients  of  primary 
transplants.  The  odds  of  death  within  3  months  after 
transplant  for  recipients  in  the  ICU  or  on  life  support 
at  transplant  was  more  than  four  times  that  of 
recipients  who  were  not  hospitalized  just  prior  to 
transplant.  This  increased  odds  of  death  dropped  to 
2.82  for  these  recipients  at  1  year  post-transplant. 
Recipients  of  transplants  in  1992,  1993,  and  1994  had 
a  29%  to  38%  reduction  in  the  odds  of  death  at  1  year 
post-transplant  relative  to  recipients  of  transplants  in 
1988.  This  finding  is  consistent  with  the  improved 
kidney  patient  survival  rates  over  time.  Having  a  pre- 
transplant  transfusion  was  significant  for  short  term 
graft  survival  but  had  no  significant  effect  on  short 
term  patient  survival. 

G.  LONG  TERM  SURVIVAL  --  IMPACT  OF 
DONOR  AND  RECIPIENT 
CHARACTERISTICS 

In  this  report,  long  term  survival  analyses  were 
developed  separately  from  the  short  term  survival 
analyses.  Because  this  narrative  focuses  on 
conditional  3  year  survival  (survival  at  3  years  for 
grafts  or  patients  surviving  at  least  1  year  post- 
transplant),  only  conditional  3  year  survival  data  are 
presented  in  this  text.  Both  conditional  and 
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unconditional  3  year  survival  rates  are  provided  in  the 
tables  for  each  transplant  program. 

The  conditional  3  year  survival  analyses  provide  an 
assessment  of  the  donor  and  recipient  characteristics 
that  are  independent  of  those  limited  to  the  first  year 
(e.g.,  surgical  complications).  Furthermore,  for  the 
long  term  survival  analysis,  if  a  patient  died  with  a 
functioning  graft,  the  graft  was  not  considered  to  have 
failed  as  it  was  with  short  term  survival.  This  was 
done  because  deaths  occurring  some  years  after  a 
transplant  are  less  likely  to  be  related  to  the 
transplant. 

The  impact  of  each  donor  and  recipient  characteristic 
on  graft  and  patient  long  term  survival  is  listed  in 
Table  11-10.  Notice  that  two  models  were  used  for 
graft  and  patient  survival  rates.  Model  II  includes  two 
post-transplant  covariates  not  found  in  Model  I: 

1 .  Delayed  graft  function— defined  as  the  need  for 
dialysis  in  the  first  week  after  transplant. 

2.  Rejection-defined  as  whether  a  patient 
experienced  rejection  episodes  in  the  first  six 
months  following  transplant. 

Using  the  post-transplant  covariates  found  in  Model 
II  allows  for  an  assessment  of  the  effects  of  early 
post-transplant  events  (e.g.,  onset  of  acute  tubular 
necrosis  and  early  rejections)  on  long  term  survival. 
However,  while  these  two  covariates  may  be  related 
to  long  term  survival  outcomes,  they  also  may  be 
highly  related  to  practices  at  individual  transplant 
programs.  Therefore,  in  assessing  the  quality  of  a 
program  (i.e.,  the  "center  effect"),  each  program's 
expected  survival  rates  were  calculated  based  on 
Model  [,  the  model  without  these  two  covariates. 

The  following  characteristics  and  reference  groups 
were  used  for  long  term  graft  survival: 

Donor  Type  —  cadaveric  donors 
•     Donor  Cause  of  Death  —  non-Motor  Vehicle 
Accident  (MVA) 
Mean  Donor  Age  —  32  years 
Donor  Race  —  non-Black 
Donor  Gender  —  male 

Mean  Cold  Ischemic  Time  -  23  hours  (cadaveric 
donors),  1  hour  (living  donors) 


HLA  Mismatch  Level  —  zero 
Previous  kidney  transplant  -  no 

•  Mean  Recipient  Age  —  40  years 

•  Recipient  Race  —  non-Black  or  non-Hispanic 

•  Recipient  Gender  —  male 

•  Transplant  Procedure  Type  —  kidney  alone 
Primary  Disease  Diagnosis  —  non-systemic  (SD), 
non-cystic/congenital  (CC),  or  non- 
tubulointerstitial  (TI)  disease  at  transplant  (see 
Table  1 1-8  for  a  complete  list  of  primary  disease 
diagnoses) 

•  Mean  Body  Mass  Index  —  24  kg/m2 
Mean  Peak  PRA  -  1 6% 
Pre-transplant  Transfusions  —  none 

•  Medical  Status  —  not  in  ICU  or  on  life  support 
prior  to  transplant 

•  Year  of  Transplant  -1988 

The  following  characteristics  and  reference  groups 
were  used  for  long  term  patient  survival: 

Donor  Type  —  cadaveric  donors 

•  Donor  Cause  of  Death  —  non-Motor  Vehicle 
Accident  (MVA) 

Mean  Donor  Age  —  32  years 

•  Donor  Race  —  non-Black 

•  Donor  Gender  —  male 

Mean  Cold  Ischemic  Time  —  23  hours  (cadaveric 
donors),  1  hour  (living  donors) 
HLA  Mismatch  Level  —  zero 

•  Previous  kidney  transplant  —  no 

•  Mean  Recipient  Age  —  40  years 
Recipient  Race  -  non-Hispanic 
Recipient  Gender  —  male 

Transplant  Procedure  Type  —  kidney  alone 
Primary  Disease  Diagnosis  —  recipient  had 
glomerular  (GM)  or  cystic/congenital  (CC)  or 
tubulointerstitial  (TI)  disease  at  transplant  (see 
Table  II-8  for  a  complete  list  of  primary  disease 
diagnoses) 

Mean  Body  Mass  Index  ~  24  kg/m2 

•  Mean  Peak  PRA  -  16% 
Pre-transplant  Transfusions  —  none 
Medical  Status  —  not  in  ICU  or  on  life  support 
prior  to  transplant 

•  Year  of  Transplant- 1988 

•  Delayed  Graft  Function  —  no 

•  Rejection  Episodes  —  no 


UNOS 

26 


1997  Center  Specific  Report 


Kidney  Volume—Summary  Chapter 


Table  11-10.  Impact  of  Donor  and  Recipient  Characteristics  on  Long  Term  Graft  and  Patient  Survival  -- 
Kidney  Transplants 


Graft  1 

Patient  1 

Long  Term  Characteristics 

Model  I  2 

Model  II 2 

Model  I  2 

Model  II  2 

Odds 
Ratio 

P- 
value  3 

Odds 
Ratio 

P- 
value  1 

Odds 
Ratio 

P- 
value  3 

Odds 
Ratio 

P- 
value  3 

Living  vs  Cadaveric  Donor 

0.531 

<0.001 

0.563 

O.001 

0.612 

<0.001 

0.667 

<0.001 

Donor  Cause  of  Death  MVA  vs  Other 

0.897 

0.034 

0.901 

0.044 

n.d. 

n.d. 

Donor  Age  42  vs  32  4 

1.158 

<0.001 

1.143 

<0.001 

1.082 

<0.001 

1.064 

<0.001 

Donor  Black  vs  Non-Black 

1.183 

0.009 

1.180 

0.010 

1.231 

0.009 

1.217 

0.014 

Donor  Female  vs  Male 

n.d. 

n.d. 

1.242 

O.001 

1.236 

<0.001 

Cold  Ischemic  Time  (hours)  33  vs  23  for 
Cadaveric  Donors,  11  vs  1  for  Living 
Donors  4 

n.d. 

n.d. 

n.d. 

n.d. 

1  vs  0  HLA  Mismatch 

1.557 

<0.001 

1.525 

0.001 

1.467 

0.009 

1.439 

0.013 

2  vs  0  HLA  Mismatches 

1.700 

<0.001 

1.617 

<0.001 

1.434 

0.003 

1.380 

0.008 

3  vs  0  HLA  Mismatches 

1.744 

<0.001 

1.648 

<0.001 

1.448 

0.001 

1 .374 

0.005 

4  vs  0  HLA  Mismatches 

1.853 

<0.001 

1.749 

<0.001 

1.472 

<0.001 

1.392 

0.005 

5  vs  0  HLA  Mismatches 

1.733 

O.001 

1.595 

<0.001 

1.520 

<0.001 

1.426 

0.003 

6  vs  0  HLA  Mismatches 

1.990 

<0.001 

1.826 

<0.001 

1.799 

O.001 

1.674 

<0.001 

Previous  Transplant  --  Yes  vs  No 

1.132 

0.037 

1.106 

0.094 

1.193 

0.022 

1.157 

0.061 

Recipient  Age  50  vs  40 4 

0.772 

<0.001 

0.782 

<0.001 

1.440 

<0.001 

1.455 

<0.001 

Recipient  Age  <2  vs  Age  ^2 

n.d. 

n.d. 

n.d. 

n.d. 

Recipient  Black  vs  White,  Asian  &  Other 

2.232 

<0.001 

2.209 

<0.001 

n.d. 

n.d. 

Recipient  Hispanic  vs  White,  Asian  &  Other 

1  ?44 

0.002 

n.d. 

n.d. 

Recipient  Hispanic  vs  non-Hispanic 

n  rl 
11.  u. 

n  H 

0.761 

0.005 

0.770 

0.007 

Recipient  Female  vs  Male 

n.d. 

n.d. 

0.808 

<0.001 

0.814 

<0.001 

Kidney-Pancreas  vs  Kidney  Alone 

0.756 

0.021 

0.715 

0.006 

n.d. 

n.d. 

CC  s  vs  GM  5,  Diabetes  and  Other  5 

0.695 

<0.001 

0.699 

<0.001 

n.d. 

n.d. 

SD  5  vs  GM,  Diabetes  and  Other 

1.260 

<0.001 

1.274 

<0.001 

n.d. 

n.d. 

TI 5  vs  GM,  Diabetes  and  Other 

0.837 

0.032 

0.842 

0.040 

n.d. 

n.d. 

Diabetes  vs  GM,  CC  and  TI 

n.d. 

n.d. 

2.775 

<0.001 

2.787 

<0.001 

SDvsGM,  CCand  TI 

n.d. 

n.d. 

1.504 

<0.001 

1.500 

<0.001 

Other  vs  GM,  CC  and  TI 

n.d. 

n.d. 

1.304 

0.002 

1.317 

0.001 

Body  Mass  Index  29  vs  24  4 

1.097 

<0.001 

1.090 

<0.001 

0.937 

0.013 

0.925 

0.003 
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Long  Term  Characteristics 

Graft  ' 

Patient 1 

Model  1 2 

Model  II 2 

Model  1 2 

Model  II z 

Odds 
Ratio 

P- 
value  3 

Odds 
Ratio 

P- 
value  3 

Odds 
Ratio 

P- 
value  3 

Odds 
Ratio 

P- 
value  3 

Peak  PRA  26%  vs  16%  4 

1.019 

0.012 

1.014 

0.064 

1.049 

<0.001 

1.040 

<0.001 

Pre-transplant  Transfusions—Yes  vs  No 



n.d. 



n.d. 

n.d. 

— 

n.d. 

Medical  Condition  at  Transplant 

n.d. 

n.d. 

n.d. 

n.d. 

TX  Year  1989  vs  1988 

0.907 

0.087 

0.904 

0.078 

0.848 

0.016 

0.850 

0.018 

TX  Year  1990  vs  1988 

0.786 

<0.001 

0.787 

<0.001 

0.749 

<0.001 

0.735 

<0.001 

TX  Year  1991-  1992  vs  1988 

0.646 

<0.001 

0.659 

<0.001 

0.723 

<0.001 

0.741 

<0.001 

Dialysis  within  1st  Week  After  TX 

n.d. 

1.206 

<0.001 

n.d. 

1.427 

<0.001 

Rejection  within  6  months  After  TX 

n.d. 

1.488 

<0.001 

n.d. 

1.288 

<0.001 

Notes: 

'      In  the  long  term  survival  analysis,  if  a  patient  died  with  a  functioning  graft  (DWFG),  the  kidney  was  not  considered  to  have 
failed  at  the  time  of  death. 

2  Model  I  does  not  include  the  two  post-transplant  covariates  (the  last  two  items  in  the  table);  Model  II  does  include  them. 

3  n.d.  denotes  p-value  not  determined  due  to  either  (a)  using  a  different  reference  group,  or  (b)  results  not  statistically 
significant,  and  therefore  factor  is  not  included  in  the  analysis. 

4  Odds  ratio  for  continuous  covariates  (donor  age,  cold  ischemic  time,  recipient  age,  peak  PRA,  and  body  mass  index)  do  not 
have  a  linear  relationship.  The  odds  ratios  presented  in  this  table  correspond  to  5  or  10  unit  increases  from  the  mean  of  each 
covariate.  The  mean  donor  age  was  32.  The  means  cold  ischemic  time  for  living  and  cadaveric  donors  were  1  and  23  hours, 
respectively.  The  mean  recipient  age  was  40,  the  mean  peak  PRA  was  16%,  and  the  mean  body  mass  index  was  24. 

5  Glomerular  Diseases  (GM),  Tubulointerstitial  Diseases  (TI),  Cystic,  Congenital  Diseases  (CC),  Systemic  Diseases  (SD), 
Other  Disease  Diagnosis. 


Graft  Survival 

The  results  using  Models  I  and  II,  without  and  with 
the  two  post-transplant  covariates,  respectively,  were 
very  similar  (see  Table  11-10).  In  Model  I,  the  donor 
characteristics  with  the  strongest  impact  on  long  term 
graft  survival  were  donor  type  (living  or  cadaveric), 
donor  race,  and  HLA  mismatch  level.  Based  on  the 
conditional  3  year  analysis,  the  odds  of  graft  failure 
was  at  least  47%  lower  in  living  donor  transplants 
than  in  cadaveric  donor  transplants  ((.53 1-1) 
*100%=-47%);  and  18%  higher  in  Black  donor 
transplants  than  in  non-Black  donor  transplants. 
HLA  mismatch  level  still  played  an  important  role  in 


long  term  survival.  The  odds  of  graft  failure  for  6 
antigen  mismatch  transplants  was  nearly  twice  that  of 
zero  antigen  mismatch  transplants.  Donor  gender  and 
cold  ischemic  time  had  no  significant  effect  on  graft 
survival  and  were  not  included  in  the  analysis. 

The  recipient  characteristics  that  had  the  strongest 
impact  on  graft  survival  were  age,  race,  transplant 
procedure  type  (kidney-pancreas  or  kidney  alone), 
diagnosis  at  transplant,  and  year  of  transplant.  Black 
recipients  had  an  approximately  120%  greater  odds  of 
graft  failure  than  did  non-Black  and  non-Hispanic 
recipients.  Recipients  of  a  simultaneous  kidney- 
pancreas  had  a  24%  lower  odds  of  graft  failure  than 
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did  recipients  of  a  kidney  alone.  When  compared  to 
the  glomerular  (GM),  diabetes,  and  "other"  disease 
groups,  the  systemic  disease  (SD)  group  had  the 
highest  odds  of  graft  failure.  Patients  who  had  cystic, 
congenital  (CC),  or  tubulointerstitial  (TI)  diseases, 
however,  had  a  16%  to  30%  lower  odds  of  graft 
failure.  Finally,  in  Model  II,  the  results  demonstrated 
that  delayed  graft  function  (i.e.,  requiring  dialysis 
within  the  first  week  post-transplant)  and  rejection 
episodes  within  6  months  post-transplant  had  a 
significant  impact  on  long  term  survival  outcomes, 
with  the  odds  of  graft  failure  increased  by  20%  for 
recipients  requiring  dialysis,  and  49%  for  recipients 
having  rejection  episodes  after  transplant. 

Patient  Survival 

As  was  seen  with  graft  survival,  the  donor 
characteristics  with  the  strongest  impact  on  patient 
survival  were  donor  type  (living  or  cadaveric),  donor 
race,  and  HLA  mismatch  level.  Unlike  the  graft 
survival  analysis,  donor  gender  had  a  strong  impact 
on  patient  survival.  The  Model  I  analysis  shows  that 
living  donor  transplants  had  a  39%  lower  odds  of 
patient  mortality  than  did  cadaveric  transplants.  The 
odds  of  mortality  for  recipients  of  kidneys  from  Black 
donors  was  about  23%  greater  than  that  for  recipients 
of  kidneys  from  non-Black  donors.  Recipients  of 
poorly  matched  kidneys  (6  antigen  mismatch)  had  an 
approximately  80%  increased  odds  of  mortality 
relative  to  recipients  of  well  matched  kidneys  (zero 
antigen  mismatch).  Overall,  the  various  HLA  antigen 
mismatch  levels  had  less  impact  on  patient  survival 
than  on  graft  survival.  As  with  graft  survival,  cold 
ischemic  time  had  no  significant  effect  on  patient 
survival  and  was  not  included  in  the  analysis. 

Black  recipients  had  worse  long  term  graft  survival 
but  similar  patient  survival  as  compared  to  White  and 
Asian  recipients.  Although  Hispanic  recipients  had  a 
higher  chance  of  graft  failure  relative  to  White, 
Asian,  and  "Other"  races,  they  had  lower  patient 
mortality.  Recipient  gender  was  found  to  affect 
patient  mortality  —  the  odds  of  death  was  19%  lower 
for  women  than  for  men.  Though  transplant 
procedure  type  (simultaneous  kidney-pancreas  or 
pancreas  alone),  pre-transplant  transfusions,  and 
medical  condition  were  important  predictors  of  short 
term  patient  survival,  they  were  not  statistically 
significant  in  the  long  term  analysis.  Disease 
diagnosis  and  the  year  of  transplant  were  found  to  be 
important  predictors  of  long  term  patient  mortality. 
In  particular,  diabetes  had  a  nearly  180%  higher  odds 


of  patient  mortality  than  the  reference  group  of 
glomerular  (GM),  cystic/congenital  (CC),  and 
tubulointerstitial  (TI)  disease  groups.  The  systemic 
disease  (SD)  group  had  a  50%  increased  odds  of 
patient  mortality  compared  to  the  reference  group. 
The  "other"  disease  group  (i.e.,  non-diabetes,  non- 
SD,  non-GM,  non-CC,  and  non-TI )  also  showed  an 
increased  odds  of  mortality.  Diabetes,  SD,  and 
"other"  disease  groups  had  a  greater  negative  impact 
on  patient  survival  than  on  graft  survival.  In  general, 
recipients  of  transplants  in  more  recent  years  had  a 
decreased  odds  of  mortality. 


H.  COMPARISON  BETWEEN  SHORT  TERM 
AND  LONG  TERM  CHARACTERISTICS 

The  majority  of  the  donor  and  recipient 
characteristics  that  had  a  strong  impact  on  short  term 
graft  survival  appeared  to  have  a  strong  impact  on 
long  term  graft  survival  as  well.  Some  exceptions 
were  donor  and  recipient  gender,  recipient  age  less 
than  2  years,  cold  ischemic  time,  pre-transplant 
transfusions,  and  medical  condition  prior  to 
transplant.  Donor  cause  of  death  was  significant  for 
short  and  long  term  graft  survival  but  not  for  short  or 
long  term  patient  survival.  Donor  gender  did  not 
have  a  significant  impact  on  short  term  patient 
survival  but  was  significant  in  the  long  term.  The 
impact  of  some  characteristics  (e.g.,  cold  ischemic 
time,  pre-transplant  transfusions)  simply  diminished 
over  time. 

Medical  condition  at  the  time  of  transplant  was 
significant  for  short  term  graft  and  patient  survival 
but  was  not  significant  for  long  term  survival.  In 
addition,  the  effect  of  recipient  age  less  than  2  years 
was  highly  significant  in  the  short  term  analysis  but 
not  significant  in  the  long  term  analysis.  However, 
for  recipients  who  were  less  than  2  years  old  or  who 
were  in  critical  condition  prior  to  transplant,  the  risk 
of  graft  failure  or  mortality  was  usually  so  high  that 
the  patients  did  not  survive  long  enough  (i.e.,  at  least 
1  year),  to  be  included  in  the  conditional  3  year 
analysis.  This  might  explain  why  these  two  factors 
were  not  significant  in  the  long  term  analysis. 

For  some  characteristics,  their  negative  effect  on 
graft  survival  increased  over  time.  For  instance,  the 
odds  of  graft  failure  at  3  months  for  Black  recipients 
compared  to  White  recipients  was  0.97,  then 
increased  to  1.10  at  1  year,  and  was  2.23  in  the 
conditional  3  years  analysis.  Similarly,  the  odds  of 
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failure  at  3  months  for  Hispanic  recipients  compared 
to  White  recipients  was  0.70,  which  increased  to  0.76 
at  1  year,  and  1 .22  in  the  conditional  3  years  analysis. 
In  the  short  term,  patients  who  had  systemic  diseases 
(SD)  showed  a  marginal  difference  in  the  odds  of 
graft  failure  compared  to  patients  with  glomerular 
diseases  (GM).  In  the  long  term,  patients  with  SD 
had  a  50%  increased  odds  of  graft  failure  compared 
to  patients  with  GM,  CC,  or  TI  diseases. 

I.  STATISTICAL  METHODS  AND  MODELS 

This  section  provides  a  brief  summary  of  the 
statistical  methods  used  to  determine  survival  rates 
for  kidney  transplants,  both  nationally  and  at  each 
transplant  program.  It  is  not  necessary  to  read  this 
section  in  order  to  utilize  the  rest  of  the  report.  For 
additional  statistical  details,  please  see  the 


Technical  Methods  chapter  in  the  Executive 
Summary. 

Model  Significance  —  R2 

The  conclusion  that  there  is  a  "center  effect"  in 
kidney  transplantation  often  is  based  on  the 
observation  that  actual  survival  rates  vary 
considerably  among  kidney  transplant  programs. 
However,  in  reality,  only  part  of  the  variability  can 
be  attributed  to  the  quality  of  the  program  (the  so 
called  "center  effect");  the  rest  can  be  attributed  to 
the  differences  in  donor  and  recipient  characteristics 
among  transplant  programs.  The  degree  to  which  the 
variability  in  actual  survival  rates  can  be  attributed  to 
the  specific  donor  and  recipient  characteristics  in 
each  analysis  appears  in  Table  11-11. 


Table  11-11.  Kidney  Model  R2:  Comparison  of  the  1994  and  1997  Reports 


Outcome 

Time  Point 

Report  Year 

Number  of 

R2 

Covariates 

Graft  Model  R2 

3  Months 

1997 

37 

19.1 

1994 

31 

17.6 

1  Year 

1997 

37 

22.4 

1994 

31 

25.1 

Cond.  3  Years  * 

1997 

24 

29.1 

1994 

N.A. 

N.A. 

Patient  Model  R2 

3  Months 

1997 

34 

3.7 

1994 

29 

6.3 

1  Year 

1997 

34 

3.9 

1994 

29 

5.6 

Cond.  3  Years  * 

1997 

25 

23.9 

1994 

N.A. 

N.A. 

*  Conditional  3  year  analysis  was  not  performed  in  the  1994  report. 
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In  the  table,  the  values  in  the  column  labeled  R2 
estimate  the  percentage  of  variability  in  the  actual 
survival  rates  that  can  be  attributed  to  the  covariates 
in  each  analysis.  The  higher  the  percentage,  the 
better  the  analysis  explained  the  individual  program 
outcomes,  based  on  the  characteristics  examined. 
Theoretically,  if  an  analysis  contained  every 
covariate  that  affected  survival  outcomes,  and  there 
were  no  differences  in  quality  among  programs  (i.e., 
no  "center  effect"),  then  R2  would  equal  100%.  In 
practice,  we  can  never  capture  every  factor  that 
affects  outcomes,  and  it  is  likely  that  real  differences 
among  programs  do  exist.  This  means  that  any 
unexplained  variation  can  probably  be  attributed  to  a 
combination  of  true  center  effect  and  covariates  not 
considered  in  this  study.  (For  details  on  the  R2 
calculation,  refer  to  the  Model  Significance  section  in 
the  Technical  Methods  chapter  of  the  Executive 
Summary.  ) 

The  value  of  R2  estimated  from  analyses  in  the  1994 
Report  was  compared  to  the  value  of  the  R2  analyses 
in  the  1997  Report.  Note  that  these  analyses  are  not 
directly  comparable  since  each  was  used  with  a 
different  cohort  of  transplants.  Nevertheless,  the 
extensive  characteristics  considered  in  the  1 997 
Report  appear  to  explain  similar  amount  of  the 
variability  in  the  actual  survival  rates.  Despite  the 
refinements  in  the  1997  Report,  as  compared  to  the 
1994  Report,  much  of  the  variation  in  actual  survival 
rates  among  the  249  transplant  programs  in  the  study 
remains  unexplained  by  the  analyses.  This  suggests 
that  much  of  the  risk  involved  in  transplantation  is 
due  to  characteristics  not  described  in  this  report. 

Estimated  Coefficients  and  Standard  Errors  from 
the  Logistic  Regression  Models 

Tables  11-12  and  11-13  list  the  coefficients  and  the 
standard  errors  of  the  coefficients  at  each  time  point 


for  all  of  the  donor  and  recipient  characteristics  used 
in  the  logistic  regression  models.  Each  coefficient  is 
reported  on  the  logistic  scale  and  represents  the  loge 
odds  of  graft  failure  or  the  loge  odds  of  patient 
mortality  for  the  corresponding  characteristic  at  the 
specified  time  after  transplant.  The  adjusted  odds 
ratio  on  the  probability  scale  may  be  obtained  by 
applying  the  exponential  function  to  the  coefficient. 
For  further  details,  see  the  Odds  Ratios  section  in  the 
Technical  Methods  chapter  of  the  Executive 
Summary. 

Expected  Kidney  Transplant  Survival  Rates 

Table  11-14  shows  the  1  year  expected  graft  survival 
rates  for  kidney  transplants  and  kidney-pancreas 
transplants  for  a  given  set  of  donor  and  recipient 
characteristics;  Table  11-15  shows  the  1  year  expected 
patient  survival  rates.  These  rates  were  determined 
using  the  following  characteristics:  recipient  age, 
disease  diagnosis,  type  of  donor,  and  primary  or 
repeat  transplant.  For  these  analyses,  all  other 
characteristics  were  set  to  the  values  for  the  reference 
groups,  with  the  exception  of  the  year  of  transplant 
(1993-1994),  and  the  HLA  mismatch  level  (3).  The 
complete  list  of  reference  groups  is  shown  on  page 
20. 

For  example,  in  Table  11-14,  the  expected  1  year  graft 
survival  rate  for  a  65  year  old  diabetic  recipient  of  a 
primary  cadaveric  kidney  transplant  was  almost  the 
same  as  that  for  a  diabetic  kidney-pancreas  recipient 
of  the  same  age  (8 1 . 1  %  vs  8 1 .3%).  In  contrast,  the 
expected  1  year  patient  survival  rates  for  a  diabetic 
kidney  recipient  was  nearly  6%  higher  than  that  for  a 
diabetic  kidney-pancreas  recipient  (85.3%  vs  79.8%). 
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Table  11-12.  Model  Coefficients  and  Standard  Errors  for  Donor  and  Recipient  Characteristics  in  Short  Term 
Kidney  Transplant  Survival 


Short  Term  Characteristics 1 

Graft  Survival ' 

Patient  Survival  1 

3  Months 

1  Year 

3  Months 

1  Year 

Model 
Coeff. 

Std. 
Error 

Model 
Coeff. 

Std. 
Error 

Model 
Coeff. 

Std. 
Error 

Model 

Coeff. 

Std. 
Error 

Intercept 

-2 

485 

0 

077 

-2 

090 

0.065 

-3 

881 

0 

136 

-3.276 

0.098 

Living  vs  Cadaveric  Donor 

-0 

729 

0 

047 

-0 

743 

0.040 

-0 

677 

0 

090 

-0.565 

0.062 

Donor  Cause  of  Death  MVA  vs  CVA 

-0 

261 

0 

042 

-0 

219 

0.036 

... 

... 

... 

... 

Donor  Cause  of  Death  Other  vs  CVA 

-0 

186 

0 

037 

-0 

158 

0.032 

... 

... 

... 

... 

Donor  Age  -Linear  (per  10  years) 3,4 

0 

007 

0 

010 

0 

029 

0.008 

0 

048 

0 

016 

0.057 

0.012 

-Quadratic  (per  10  years) 3,4 

0 

057 

0 

004 

0 

063 

0.004 

0 

017 

0 

009 

0.029 

0.006 

Donor  Black  vs  White,  Asian,  Other 

0 

237 

0 

043 

0 

265 

0.037 

... 

... 

— 

... 

Donor  Hispanic  vs  White,  Asian,  and  Other 

0 

172 

0 

052 

0 

121 

0.045 

... 

... 

— 

— 

Donor  Black  vs  Non-Black 

— 

... 

— 

— 

0 

217 

0 

082 

0.293 

0.059 

Donor  Female  vs  Male 

0 

123 

0 

028 

0 

143 

0.024 

... 

... 

— 

... 

Cold  Ischemic  Time  (per  10  hours) 4 

0 

066 

0 

013 

0 

063 

0.011 

... 

... 

— 

... 

1  vs  0  HLA  Mismatch 

0 

470 

0 

082 

0 

447 

0.070 

0 

317 

0 

150 

0.234 

0.108 

2  vs  0  HLA  Mismatches 

0 

463 

0 

068 

0 

488 

0.057 

0 

192 

0 

125 

0.211 

0.088 

3  vs  0  HLA  Mismatches 

0 

618 

0 

064 

0 

580 

0.053 

0 

276 

0 

116 

0.221 

0.082 

4  vs  0  HLA  Mismatches 

0 

733 

0 

065 

0 

713 

0.055 

0 

295 

0 

118 

0.307 

0.084 

5  vs  0  HLA  Mismatches 

0 

830 

0 

067 

0 

791 

0.057 

0 

378 

0 

123 

0.354 

0.087 

6  vs  0  HLA  Mismatches 

0 

941 

0 

079 

0 

859 

0.068 

0 

351 

0 

149 

0.365 

0.106 

Previous  Transplant  --  Yes  vs  No 

0 

355 

0 

037 

0 

288 

0.033 

0 

262 

0 

081 

0.209 

0.060 

Recipient  Age  -  Linear  (per  10  years) 3,4 

-0 

019 

0 

010 

0 

006 

0.008 

0 

298 

0 

022 

0.318 

0.016 

-  Quadratic  (per  10  years) 3,4 

0 

043 

0 

005 

0 

050 

0.005 

0 

065 

0 

011 

0.057 

0.008 

Recipient  Age  <2  vs  Age  £  2 

0 

654 

0 

191 

0 

547 

0.176 

1 

687 

0 

372 

1.871 

0.254 

Recipient  Black  vs  White 

-0 

034 

0 

035 

0 

093 

0.030 

Recipient  Hispanic  vs  White 

-0 

355 

0 

053 

-0 

270 

0.045 

Recipient  Asian  vs  White 

-0 

342 

0 

089 

-0 

294 

0.075 

Recipient  Other  Race  vs  White 

-0 

297 

0 

099 

-0 

242 

0.086 

Recipient  Black  vs  White,  Asian,  &  Other 

-0 

100 

0 

068 

-0.133 

0.050 

Recipient  Hispanic  vs  White,  Asian  &  Other 

-0 

432 

0 

107 

-0.342 

0.075 

Recipient  Female  vs  Male 

-0 

134 

0 

053 

-0.125 

0.038 

Kidney-Pancreas  vs  Kidney  Alone 

-0 

210 

0 

074 

-0 

011 

0.060 

0 

362 

0 

114 

0.384 

0.081 
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Short  Tprm  Charactpristirs  ^ 

Graft  Survival 1 

Patient  Survival  1 

3  Months 

1  Year 

3  Months 

1  Year 

Model 
Coeff. 

otd. 
Error 

Model 
Coeff. 

Ma. 
Error 

r\  A         a  1 

ivioaei 
Coeff. 

Std. 
Error 

Model 
Coeff. 

Std. 
Error 

Diabetes  vs  GM  5,  CC 5,  &  Other 5 

0  10"? 
yj.  i  j  j 

V.UJ  J 

o  mo 

u.UJU 

SD 5  vs  GM,  CC,  &  Other 

0.049 

0.036 

0.064 

0.031 

TI s  vs  GM,  CC,  &  Other 

-0.128 

0.056 

-0.116 

0.048 

Diabetes  vs  GM  and  TI 

0.551 

0.070 

0.624 

0.051 

CC  vs  GM  and  TI 

-0.244 

0.095 

-0.124 

0.067 

SD  vs  GM  and  TI 

... 



... 

... 

0.113 

0.076 

0.157 

0.056 

Other  vs  GM  and  TI 









0.087 

0.088 

0.187 

0.063 

Body  Mass  Index  -  Linear  (per  5  kg/m2) 3,4 

0.096 

0.014 

0.092 

0.012 

0.047 

0.034 

-0.030 

0.024 

-Quadratic(per  5  kg/m2) 3'4 

0.022 

0.013 

0.042 

0.009 

Peak  PRA  -  Linear  (per  10%) 34 

A  A77 

A  flfK 
U.UUJ 

a  aaq 

a  r\r\A 

a  m< 

fl  (Ml 

A  ATA 
U.UZU 

A  A 1  £ 
U.UlO 

-  Quadratic  (per  10%) 3  4 

a  nr\A 

fl  AA/1 

A  AA/1 

U.UU4 

A  AAT 

Pre-transplant  Transfusions— Yes  vs  No 

-0.128 

0.027 

-0.101 

0.023 

Hospitalized  vs  Not  Hospitalized 

0.125 

0.068 

0.154 

0.059 

0.H5 

0.133 

0.209 

0.094 

In  ICU/on  Life  Support  vs  Not  Hospitalized 

0.771 

0.113 

0.830 

0.102 

l  .391 

0.158 

1.037 

0.137 

TX  Year  1989  vs  1988 

-0.150 

0.044 

-0.176 

0.038 

-0.134 

0.083 

-0.127 

0.062 

TX  Year  1990  vs  1988 

-0.212 

0.044 

-0.220 

0.038 

-0.177 

0.083 

-0.152 

0.062 

TX  Year  1991  vs  1988 

-0.464 

0.046 

-0.497 

0.040 

-0.591 

0.092 

-0.498 

0.066 

TX  Year  1992  vs  1988 

-0.493 

0.047 

-0.486 

0.040 

-0.400 

0.087 

-0.340 

0.064 

TX  Year  1993-1994  vs  1988 

-0.488 

0.044 

-0.485 

0.037 

-0.622 

0.084 

-0.472 

0.060 

Notes: 


In  the  short  term  survival  analysis,  if  a  patient  died  with  a  functioning  graft  (DWFG),  the  kidney  was  considered  to  have 
failed  at  the  time  of  death. 

Not  all  characteristics  were  included  in  the  graft  and  patient  analyses.  This  is  denoted  by  " — "  due  to  either  (a)  using  a 
different  reference  group,  or  (b)  results  not  statistically  significant. 

In  the  analysis,  the  continuous  covariates  (donor  age,  cold  ischemic  time,  recipient  age,  peak  PRA,  and  body  mass  index) 
were  centered  at  their  mean.  The  mean  donor  age  was  32.  The  mean  cold  ischemic  times  for  living  and  cadaveric  donors 
were  1  and  23  hours,  respectively.  The  mean  recipient  age  was  40,  the  mean  peak  PRA  was  16%,  and  the  mean  body  mass 
index  was  24. 

Modeling  the  continuous  covariates  with  a  linear  and  a  quadratic  term  (the  square  of  the  linear  term)  is  necessary  due  to  the 
relationship  between  the  covariate  and  the  odds  of  graft  failure  or  patient  death. 

Glomerular  Diseases  (GM),  Tubulointerstitial  Diseases  (TI),  Cystic,  Congenital  Diseases  (CC),  Systemic  Diseases  (SD), 
Other  Disease  Diagnosis. 
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Table  11-13.  Model  Coefficients  and  Standard  Errors  for  Donor  and  Recipient  Characteristics  in 
Long  Term  Kidney  Transplant  Survival 


Graft  1 

Patient 1 

Long  Term  Characteristics  3 

Model  1 2 

Model  II 2 

Model  1 2 

Model  II 2 

Model 

Std. 

Model 

Std. 

Model 

Std. 

Model 

Std. 

Loerr. 

Error 

Loerr. 

Error 

Loerr. 

Error 

Coerr. 

Error 

Intercept 

-2.888 

0.107 

-3.059 

0.108 

-3.612 

0.127 

-3.782 

0.129 

Living  vs  Cadaveric  Donor 

-0.633 

0.064 

-0.574 

0.065 

-0.491 

0.080 

-0.405 

0.081 

Donor  Cause  of  Death  MVA  vs  Other 

-0.109 

0.052 

-0.105 

0.052 

... 

... 

... 

Donor  Age  -  Linear  (per  10  years) 4,5 

0.092 

0.014 

0.083 

0.014 

0.048 

0.016 

0.035 

0.016 

-Quadratic  (per  10  years)  45 

0.054 

0.007 

0.051 

0.007 

0.031 

0.009 

0.027 

0.009 

Donor  Black  vs  Non-Black 

0.168 

0.065 

0.166 

0.065 

0.208 

0.080 

0.197 

0.080 

Donor  Female  vs  Male 

0.217 

0.049 

0.217 

0.049 

Cold  Ischemic  Time  (per  10  hours) 4 

1  vs  0  HLA  Mismatch 

0.443 

0.128 

0.422 

0.128 

0.383 

0.146 

0.364 

0.146 

2  vs  0  HLA  Mismatches 

0.531 

0.105 

0.480 

0.105 

0.360 

0.121 

0.322 

0.121 

3  vs  0  HLA  Mismatches 

0.556 

0.100 

0.499 

0.100 

0.370 

0.114 

0.318 

0.114 

4  vs  0  HLA  Mismatches 

0.617 

0.103 

0.559 

0.103 

0.387 

0.1 16 

0.331 

0.116 

5  vs  0  HLA  Mismatches 

0.550 

0.107 

0.467 

0.108 

0.419 

0.121 

0.355 

0.121 

6  vs  0  HLA  Mismatches 

0.688 

0.126 

0.602 

0.126 

0.587 

0.141 

0.515 

0.142 

Previous  Transplant  —  Yes  vs  No 

0.124 

0.060 

0.101 

0.060 

0.176 

0.077 

0.146 

0.078 

Recipient  Age  -  Linear  (per  10  years) 4'5 

-0.259 

0.016 

-0.247 

0.016 

0.335 

0.021 

0.346 

0.021 

-  Quadratic  (per  10  years)  4's 

— 

0.030 

0.011 

0.029 

0.011 

Recipient  Age  <2  vs  Age  ^2 

--- 

— 

— 

— 

— 

— 

— 

— 

Recipient  Black  vs  White,  Asian  &  Other 

0.803 

0.049 

0.793 

0.049 

... 

— 

— 

— 

Recipient  Hispanic  vs  White,  Asian  &  Other 

0.195 

0.071 

0.218 

0.071 

Rprinipnt  Hisnanir  vs  non-Hisnanir 

-0.273 

0.097 

-0.261 

0.097 

Recipient  Female  vs  Male 

-0.213 

0.051 

-0.206 

0.051 

Kidney-Pancreas  vs  Kidney  Alone 

-0.280 

0.121 

-0.335 

0.122 

CC  6  vs  GM  6,  Diabetes  and  Other 6 

-0.364 

0.074 

-0.358 

0.074 

SD  6  vs  GM,  Diabetes  and  Other 

0.231 

0.050 

0.242 

0.050 

TI  6  vs  GM,  Diabetes  and  Other 

-0.179 

0.083 

-0.172 

0.083 

Diabetes  vs  GM,  CC  and  TI 

1.021 

0.059 

1.025 

0.059 

SDvsGM,  CCandTI 

0.408 

0.067 

0.405 

0.067 
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Graft  1 

Patient 1 

Long  Term  Characteristics  3 

Model  1 2 

Model  II 2 

Model  1 2 

Model  II 2 

Model 

Std. 

Model 

Std. 

Model 

Std. 

Model 

Std. 

Coeff. 

Error 

Coeff. 

Error 

Coeff. 

Error 

Coeff. 

Error 

Other  vs  GM,  CC  and  TI 

— 

— 

... 

— 

0.265 

0.086 

0.275 

0.086 

Body  Mass  Index  -Linear  (per  5  kg/m2)  *^ 

0.093 

0.021 

0.086 

0.021 

-0.119 

0.031 

-0.134 

0.031 

-(Juadratic(per  5  kg/m  )  ^ 

— 

— 

... 

— 

0.054 

0.012 

0.057 

0.012 

Peak  PRA  -  Linear  (per  10%) 

0.019 

0.008 

0.014 

0.008 

0.048 

0.009 

0.039 

0.009 

Pre-transplant  Transfusions— Yes  vs  No 

Medical  Condition  at  Transplant 

TX  Year  1989  vs  1988 

-0.098 

0.057 

-0.101 

0.057 

-0.165 

0.069 

-0.162 

0.069 

TX  Year  1990  vs  1988 

-0.241 

0.058 

-0.240 

0.058 

-0.289 

0.069 

-0.283 

0.069 

TX  Year  1991-  1992  vs  1988 

-0.437 

0.055 

-0.417 

0.056 

-0.325 

0.065 

-0.300 

0.065 

Dialysis  within  1st  Week  After  TX 

0.187 

0.049 

0.356 

0.055 

Rejection  within  6  months  After  TX 

0.398 

0.041 

0.253 

0.049 

Notes: 

'      In  the  long  term  survival  analysis,  if  a  patient  died  with  a  functioning  graft  (DWFG),  the  kidney  was  considered  to  be  lost  to 
follow-up  at  the  time  of  death. 

2  Model  I  is  forced  not  to  include  the  post-transplant  covariates  (the  last  two  items  in  the  above  table).  Model  II  is  forced  to 
include  them. 

3  Not  all  characteristics  were  included  in  the  graft  and  patient  analyses.  This  is  denoted  by  " — "  due  to  either  (a)  using  a 
different  reference  group,  or  (b)  results  not  statistically  significant. 

4  In  the  analysis,  the  continuous  covariates  (donor  age,  cold  ischemic  time,  recipient  age,  peak  PRA,  and  body  mass  index) 
were  centered  at  their  mean.  The  mean  donor  age  was  32.  The  mean  cold  ischemic  times  for  living  and  cadaveric  donors 
were  1  and  23  hours,  respectively.  The  mean  recipient  age  was  40,  the  mean  peak  PRA  was  16%,  and  the  mean  body  mass 
index  was  24. 

5  Modeling  the  continuous  covariates  with  a  linear  and  a  quadratic  term  (the  square  of  the  linear  term)  is  necessary  due  to  the 
relationship  between  the  covariate  and  the  odds  graft  failure  or  patient  death. 

6  Glomerular  Diseases  (GM),  Tubulointerstitial  Diseases  (TI),  Cystic,  Congenital  Diseases  (CC),  Systemic  Diseases  (SD), 
Other  Disease  Diagnosis. 
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Table  11-14.  Expected  U.S.  1  Year  Graft  Survival  Rates  —  Kidney  and  Kidney-Pancreas  Transplants 
Stratified  by  Recipient  Age,  Disease  Diagnosis,  Type  of  Donor,  and  Primary  or  Repeat  Transplant 


Kidney  Alone 

Kidney-Pancreas 

Age 

Diagnosis 

Cadaveric 

Living 

Cadaveric 

Living 

Primary 

Repeat 

Primary 

Repeat 

Primary 

Repeat 

Primary  Repeat 

5 

Glomerular 

80.3 

75.3 

89.5 

86.5 

80.4 

75.5 

89.6 

86.6 

Diabetic 

76.8 

71.3 

87.4 

83.9 

77.0 

71.5 

87.5 

84.0 

Systemic 

79.2 

74.1 

88.9 

85.7 

79.4 

74.3 

89.0 

85.9 

Tubulointerstitial 

82.0 

77.4 

90.6 

87.8 

82.2 

77.6 

90.7 

87.9 

Cystic/Congenital 

80.3 

75.3 

89.5 

86.5 

80.4 

75.5 

89.6 

86.6 

Other 

80.3 

75.3 

89.5 

86.5 

80.4 

75.5 

89.6 

86.6 

25 

Glomerular 

86.9 

83.3 

93.3 

91.3 

87.0 

83.4 

93.4 

91.4 

Diabetic 

84.3 

80.2 

91.9 

89.5 

84.5 

80.3 

92.0 

89.6 

Systemic 

86.2 

82.4 

92.9 

90.7 

86.3 

82.5 

93.0 

90.8 

Tubulointerstitial 

88.2 

84.8 

94.0 

92.1 

88.3 

85.0 

94.1 

92.2 

Cystic/Congenital 

86.9 

83.3 

93.3 

91.3 

87.0 

83.4 

93.4 

91.4 

Other 

86.9 

83.3 

93.3 

91.3 

87.0 

83.4 

93.4 

91.4 

40 

Glomerular 

88.0 

84.7 

93.9 

92.1 

88.2 

84.8 

94.0 

92.1 

Diabetic 

85.7 

81.8 

92.6 

90.4 

85.8 

81.9 

92.7 

90.5 

Systemic 

87.3 

83.8 

93.5 

91.6 

87.5 

84.0 

93.6 

91.7 

Tubulointerstitial 

89.2 

86.1 

94.6 

92.9 

89.3 

86.2 

94.6 

92.9 

Cystic/Congenital 

88.0 

84.7 

93.9 

92.1 

88.2 

84.8 

94.0 

92.1 

Other 

88.0 

84.7 

93.9 

92.1 

88.2 

84.8 

94.0 

92.1 

50 

Glomerular 

87.4 

83.9 

93.6 

91.6 

87.6 

84.1 

93.7 

91.7 

Diabetic 

85.0 

80.9 

92.2 

89.9 

85.1 

81.1 

92.3 

90.0 

Systemic 

86.7 

83.0 

93.2 

91.1 

86.8 

83.2 

93.3 

91.2 

Tubulointerstitial 

88.6 

85.4 

94.3 

92.5 

88.8 

85.6 

94.3 

92.6 

Cystic/Congenital 

87.4 

83.9 

93.6 

91.6 

87.6 

84.1 

93.7 

91.7 

Other 

87.4 

83.9 

93.6 

91.6 

87.6 

84.1 

93.7 

91.7 

65 

Glomerular 

84.1 

79.9 

91.7 

89.3 

84.3 

80.1 

91.8 

89.4 

Diabetic 

81.1 

76.3 

90.0 

87.1 

81.3 

76.5 

90.1 

87.3 

Systemic 

83.2 

78.8 

91.3 

88.7 

83.4 

79.0 

91.3 

88.8 

Tubulointerstitial 

85.6 

81.7 

92.6 

90.4 

85.7 

81.8 

92.7 

90.4 

Cystic/Congenital 

84.1 

79.9 

91.7 

89.3 

84.3 

80.1 

91.8 

89.4 

Other 

84.1 

79.9 

91.7 

89.3 

84.3 

80.1 

91.8 

89.4 
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Table  11-15.  Expected  U.S.  1  Year  Patient  Survival  Rates  —  Kidney  and  Kidney-Pancreas  Transplants 
Stratified  by  Recipient  Age,  Disease  Diagnosis,  Type  of  Donor,  and  Primary  or  Repeat  Transplant 


Kidney  Alone 

Kidney-Pancreas 

Age 

Diagnosis 

Cadaveric 

Living 

Cadaveric 

Living 

Primary 

Repeat 

Primary 

Repeat 

Primary 

Repeat 

Primary  Repeat 

5 

Glomerular 

98.1 

97.7 

98.9 

98.7 

97.2 

96.6 

98.4 

98.1 

Diabetic 

96.5 

95.7 

98.0 

97.5 

95.0 

93.9 

97.1 

96.4 

Systemic 

97.8 

97.3 

98.7 

98.4 

96.8 

96.1 

98.1 

97.7 

Tubulointerstitial 

98.1 

97.7 

98.9 

98.7 

97.2 

96.6 

98.4 

98.1 

Cystic/Congenital 

98.3 

97.9 

99.0 

98.8 

97.6 

97.0 

98.6 

98.3 

Other 

97.7 

97.2 

98.7 

98.4 

96.7 

96.0 

98.1 

97.7 

25 

Glomerular 

98.0 

97.5 

98.8 

98.6 

97.0 

96.4 

98.3 

97.9 

Diabetic 

96.3 

95.5 

97.8 

97.4 

94.6 

93.5 

96.9 

96.2 

Systemic 

97.6 

97.1 

98.6 

98.3 

96.6 

95.8 

98.0 

97.6 

Tubulointerstitial 

98.0 

97.5 

98.8 

98.6 

97.0 

96.4 

98.3 

97.9 

Cystic/Congenital 

98.2 

97.8 

99.0 

98.7 

97.4 

96.8 

98.3 

98.2 

Other 

97.6 

97.0 

98.6 

98.3 

96.5 

95.7 

98.5 

97.5 

40 

Glomerular 

97.1 

96.5 

98.4 

98.0 

95.9 

95.0 

97.6 

97.1 

Diabetic 

94.8 

93.7 

97.0 

96.3 

92.5 

91.0 

95.6 

94.7 

Systemic 

96.7 

95.9 

98.1 

97.6 

95.2 

94.1 

97.2 

96.6 

Tubulointerstitial 

97.1 

96.5 

98.4 

98.0 

95.9 

95.0 

97.6 

97.1 

Cystic/Congenital 

97.5 

96.9 

98.5 

98.2 

96.3 

95.5 

97.9 

97.4 

Other 

96.6 

95.8 

98.0 

97.6 

95.1 

94.0 

97.1 

96.5 

50 

Glomerular 

95.9 

95.0 

97.6 

97.1 

94.1 

92.8 

96.6 

95.8 

Diabetic 

92.6 

91.1 

95.7 

94.7 

89.5 

87.4 

93.8 

92.4 

Systemic 

95.2 

94.2 

97.2 

96.6 

93.2 

91.7 

96.0 

95.1 

Tubulointerstitial 

95.9 

95.0 

97.6 

97.1 

94.1 

92.8 

96.6 

95.8 

Cystic/Congenital 

96.4 

95.6 

97.9 

97.4 

94.7 

93.6 

96.9 

96.3 

Other 

95.1 

94.0 

97.2 

96.5 

93.0 

91.5 

95.9 

95.0 

65 

Glomerular 

91.5 

89.8 

95.0 

93.9 

88.0 

85.7 

92.8 

91.3 

Diabetic 

85.3 

82.4 

91.1 

89.2 

79.8 

76.2 

87.4 

84.9 

Systemic 

90.2 

88.2 

94.2 

92.9 

86.3 

83.6 

91.7 

90.0 

Tubulointerstitial 

91.5 

89.8 

95.0 

93.9 

88.0 

85.7 

92.8 

91.3 

Cystic/Congenital 

92.4 

90.8 

95.6 

94.6 

89.3 

87.1 

93.6 

92.2 

Other 

90.0 

87.9 

94.0 

92.8 

85.9 

83.2 

91.5 

89.7 
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J.  SUMMARY 
Study  Period 

The  1997  Report  was  based  on  62,572  kidney 
transplants  performed  in  60,340  patients  between 
January  1,  1988,  and  April  30,  1994,  from  249 
transplant  programs  in  the  United  States.  In  order  to 
assess  changes  within  transplant  programs  over  time, 
the  data  were  divided  into  2  eras.  The  first  era 
included  transplants  performed  from  January  1,  1988, 
through  April  30,  1992;  the  second  era  covered  the 
two  year  time  period  from  May  1,  1992,  through 
April  30,  1994. 

Survival  Rates 

Survival  rates  were  computed  at  3  months,  1  year, 
and  3  years,  both  nationally  and  for  each  transplant 
program.  Three  year  survival  was  determined  in  two 
ways:  (1)  conditional  3  year  survival  (i.e.,  survival  at 
3  years  for  those  who  survived  at  least  1  year  post- 
transplant),  and  (2)  unconditional  3  year  survival. 
The  emphasis  on  long  term  survival  in  this  chapter  is 
on  the  conditional  3-year  survival  rates  because  the 
conditional  3-year  analysis  provides  an  assessment  of 
characteristics  independent  of  those  limited  to  the 
first  year  (e.g.,  surgical  complications  and  early  acute 


rejection  events). 

The  national  graft  and  patient  survival  rates  and 
completeness  of  follow-up  at  3  months,  1  year,  and 
conditional  3  years  are  shown  in  Tables  II- 1  and  II-2 
(page  12).  The  percent  of  programs  with  graft  and 
patient  follow-up  data  at  1  year  was  more  than  96%; 
at  conditional  3  years  the  percent  of  programs  with 
follow-up  data  was  92%. 

There  was  a  marked  increase  in  both  the  number  of 
kidney  transplants  and  in  the  actual  graft  and  patient 
survival  rates  from  Era  1  to  Era  2.  As  demonstrated 
in  Table  II- 16,  graft  survival  rates  increased  2.7%  at 
3  months  and  3.3%  at  1  year  in  Era  2  from  Era  1. 
Patient  survival  rates  increased  0.7%  at  3  months  and 
0.9%  at  1  year  during  the  study  period. 

For  the  majority  of  transplant  programs,  the 
difference  between  actual  and  expected  survival  rates 
was  not  statistically  significant  (See  Figures  II- 1  and 
II-3).  In  general,  large  differences  (either  higher  or 
lower)  were  nearly  always  found  among  programs 
that  reported  relatively  few  transplants  (see  Figure  II- 
2).  Therefore,  when  evaluating  survival  rates  for  a 
program,  it  is  also  important  to  consider  the  number 
of  transplants  performed  there. 


Table  11-16.  Comparison  of  3  Month  and  1  Year  Actual  Survival  Rates  Between  Eras 


3  Months 

1  Year 

Era  1 

Era  2 

Era  1 

Era  2 

Graft  Survival  (%) 

87.9% 

90.6% 

82.3% 

85.6% 

Average  No.  of  Transplants/Month 

791 

894 

791 

894 

Patient  Survival  (%) 

96.9% 

97.6% 

94.0% 

94.9% 

Average  No.  of  Patients/Month 

769 

887 

769 

887 

Differences  Between  Short  Term  and  Long  Term 
Characteristics 

The  1997  Report  includes  an  extensive  list  of 
characteristics  that  have  a  significant  impact  on  both 
short  and  long  term  graft  and  patient  survival. 


Characteristics  with  the  strongest  positive  impact  on 
short  term  survival  were: 

Recipient  received  a  living  donor  transplant 
•     Recipient  was  Asian  or  Hispanic 
Recipient  was  female 
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•  Year  of  transplant  was  1 993  or  1 994 

Characteristics  with  the  strongest  negative  impact  on 
short  term  sun'ival  were: 

Recipient  received  one  or  more  previous 
transplants 

Recipient's  HLA  was  poorly  matched  with 
donor 

Recipient  was  in  ICU  or  hospitalized  at  time  of 
transplant 

•  Recipient  was  less  than  2  years  old 

•  Recipient  had  diabetes 
Donor  was  Black  or  Hispanic 

Characteristics  with  the  strongest  positive  impact  on 
long  term  survival  were: 

Recipient  received  a  living  donor  transplant 

Recipient  was  female 

Year  of  Transplant  was  1992 

Characteristics  with  the  strongest  negative  impact  on 
long  term  survival  were: 

Recipient  received  one  or  more  previous 


transplants 

Recipient  HLA  was  poorly  matched  with  donor 
Recipient  was  Black 

Recipient  had  diabetes  or  a  systemic  disease 
Recipient  needed  dialysis  within  the  first  week 
post-transplant 

Recipient  had  rejection  episodes  within  the  first 
six  months  after  transplant 
Donor  was  Black 


K.  FINAL  WORDS 

The  purpose  of  this  report  is  to  provide  updated 
information  on  survival  outcomes  both  nationally  and 
at  specific  transplant  programs,  and  to  enhance  the 
awareness  of  program  performance  in  the  U.S. 
However,  the  assessment  of  a  transplant  program 
should  not  be  based  solely  on  the  survival  rates 
provided  in  this  report.  Some  of  the  other  important 
factors  to  consider  are  the  experience  of  the 
transplant  team,  support  personnel,  the  cost  of  the 
procedure,  and  the  quality  and  location  of  post- 
transplant  services. 
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ALUA  010033  University  of  Alabama  Hospital,  Birmingham,  AL   1-a 

ARBH  040114  *  Baptist  Medical  Center,  Little  Rock,  AR   2-a 

ARCH  040 1 1 7  *  Arkansas  Children's  Hospital,  Little  Rock,  AR  3-a 

ARUA  040016  The  University  Hospital  of  Arkansas,  Little  Rock,  AR   4-a 

AZGS  030002  Good  Samaritan  Regional  Medical  Center,  Phoenix,  AZ  5-a 

AZHH  030008  Columbia  Medical  Center,  Phoenix,  AZ   6-a 

AZSJ  030024  St.  Joseph's  Hospital  Medical  Center,  Phoenix,  AZ  7-a 

AZTV  03013F  VA  Medical  Center,  Tucson,  AZ   8-a 

AZUA  030064  University  Medical  Center,  Tucson,  AZ  9-a 

CABE  050129  St.  Bernardine  Medical  Center,  San  Bernardino,  CA  10-a 

CABH  050305  *  Alta  Bates  Medical  Center,  Berkeley,  CA   1 1-a 

CACL  053302  Children's  Hospital,  Los  Angeles,  CA   12-a 

CACS  050625  Cedars-Sinai  Medical  Center,  Los  Angeles,  CA  13-a 

CAGH  050424  Green  Hospital  of  Scripps  Clinic,  La  Jolla,  CA   14-a 

CAIM  050348  *  University  of  California  -  Irvine  Medical  Center,  Orange,  CA  15-a 

CALA  050376  Harbor-UCLA  Medical  Center,  Torrance,  C A  16-a 

CALB  050191  St.  Mary  Medical  Center,  Long  Beach,  CA   17-a 

CALL  050327  *  Loma  Linda  University  Medical  Center,  Loma  Linda,  CA   18-a 

CAMH  050174  Santa  Rosa  Memorial  Hospital,  Santa  Rosa,  CA   19-a 

CAPM  050047  *  California  Pacific  Medical  Center,  San  Francisco,  CA  20-a 

CASB  050245  *  San  Bernardino  Co.  Medical  Center,  San  Bernardino,  CA  2 1-a 

CASC  050373  USC  Medical  Center-L.A.  County,  Los  Angeles,  CA   22-a 

CASD  050025  UCSD  Medical  Center,  San  Diego,  CA   23-a 

CASF  050454  UCSF  Medical  Center,  San  Francisco,  CA  24-a 

CASG  050108  Sutter  Memorial  Hospital,  Sacramento,  CA  25-a 

CASH  050100  *  Sharp  Memorial  Hospital,  San  Diego,  CA  26-a 

CASJ  050069  *  St.  Joseph  Hospital,  Orange,  CA  27-a 

CASM  050599  University  of  California-Davis  Medical  Center,  Sacramento,  CA  28-a 

CASU  050441  *  Stanford  University  Medical  Center,  Palo  Alto,  CA  29-a 

CASV  050502  St.  Vincent  Medical  Center,  Los  Angeles,  CA  30-a 

CAUC  050262  *  UCLA  Medical  Center,  Los  Angeles,  CA  3 1  -a 

CAUH  050696  USC  -  University  Hospital,  Los  Angeles,  CA  32-a 

CAWM  050065  *  Western  Medical  Center,  Santa  Ana,  CA   33-a 

COCH  063301  The  Children's  Hospital,  Denver,  CO  34-a 

COPM  060064  *  Porter  Memorial  Hospital,  Denver,  CO   35-a 

COSL  060014  *  Columbia  Presbyterian /St.  Luke's  Medical  Center,  Denver,  CO  36-a 

COUC  060024  University  Hospital,  Denver,  CO   37-a 

CTHH  070025  Hartford  Hospital,  Hartford,  CT  3 8-a 

CTYN  070022  Yale  New  Haven  Hospital,  New  Haven,  CT  3  9-a 

DCCH  093300  *  Children's  National  Medical  Center,  Washington,  DC  40-a 

DCGU  090004  Georgetown  University  Medical  Center,  Washington,  DC  4 1-a 

DCGW  090001  George  Washington  University  Medical  Center,  Washington,  DC   42-a 

DCHU  090003  *  Howard  University  Hospital,  Washington,  DC  43-a 

DCWH  09001 1  *  Washington  Hospital  Center,  Washington,  DC  44-a 

DCWR  09003F  *  Walter  Reed  Army  Medical  Center,  Washington,  DC   45-a 

*  Transplant  program  submitted  a  narrative. 
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DEAI  083300  Alfred  I.  Dupont  Institute,  Wilmington,  DE   46-a 

FLAC  103300  *  All  Children's  Hospital,  St.  Petersburg,  FL  47-a 

FLFH  100007  *  Florida  Hospital  Medical  Center,  Orlando,  FL  48-a 

FLFR  100220  *  Columbia  Regional  Medical  Center,  Fort  Meyers,  FL  49-a 

FLJM  100022  Jackson  Memorial  Hospital,  Miami,  FL  50-a 

FLJT  100170  *  Methodist  Medical  Center,  Jacksonville,  FL   51 -a 

FLTG  100128  *  Tampa  General  Hospital,  Tampa,  FL  52-a 

FLUF  100113  Shands  Hospital,  Gainesville,  FL   53-a 

GAEH  1 10196  Egleston  Children's  Hospital,  Atlanta,  GA  54-a 

GAEM  110010  Emory  University  Hospital,  Atlanta,  GA   55-a 

GAMC  110034  Medical  College  of  Georgia  Hospital,  Augusta,  GA  56-a 

GAPH  110083  Piedmont  Hospital,  Atlanta,  GA  57-a 

GASJ  110082  St.  Joseph's  Hospital,  Atlanta,  GA   58-a 

HISF  120010  St.  Francis  Medical  Center,  Honolulu,  HI  59-a 

IAIM  160082  Iowa  Methodist  Medical  Center,  Des  Moines,  IA  60-a 

IAIV  160058  *  University  of  Iowa  Hospitals  &  Clinics,  Iowa  City,  IA   61-a 

IAMH  160083  Mercy  Hospital  Medical  Center,  Des  Moines,  IA  62-a 

IAVA  16004F  VA  Medical  Center,  Iowa  City,  IA  63-a 

ILCM  143300  Children's  Memorial  Hospital,  Chicago,  IL   64-a 

ILLU  140276  Loyola  University  Medical  Center,  Maywood,  IL   65-a 

ILMM  140148  *  Memorial  Medical  Center,  Springfield,  IL  66-a 

ILNM  140281  Northwestern  Memorial  Hospital,  Chicago,  IL  67-a 

ILPL  140119  Rush-Presbyterian-St.  Luke's  Medical  Center,  Chicago,  IL  68-a 

ILSF  140067  OSF  St.  Francis  Medical  Center,  Peoria,  IL   69-a 

ILUC  140088  University  of  Chicago  Medical  Center,  Chicago,  IL   70-a 

ILUI  140150  *  University  of  Illinois  Hospital,  Chicago,  IL  71 -a 

ILVA  14007F  Hines  VA  Hospital,  Hines,  IL  72-a 

INIM  150056  Methodist  Hospital  of  Indiana,  Indianapolis,  IN  73-a 

INIU  150032  Indiana  University  Medical  Center,  Indianapolis,  IN   74-a 

KSFW  170122  Via  Christi  Regional  Medical  Center,  Wichita,  KS   75-a 

KSUK  170040  University  of  Kansas  Medical  Center,  Kansas  City,  KS  76-a 

KYJH  180040  Jewish  Hospital,  Louisville,  KY  77-a 

KYKC  180088  Kosair  Children's  Hospital,  Louisville,  KY   78-a 

KYUK  180067  University  of  Kentucky  Medical  Center,  Lexington,  KY  79-a 

LANO  190035  University  Hospital,  New  Orleans,  LA  80-a 

LAOF  190036  Ochsner  Foundation  Hospital,  New  Orleans,  LA  81 -a 

LASB  190135  Memorial  Medical  Center,  New  Orleans,  LA  82-a 

LASM  190041  Schumpert  Medical  Center,  Shreveport,  LA  83-a 

LASU  190098  Louisiana  State  University  Medical  Center,  Shreveport,  LA   84-a 

LATU  190176  Tulane  University  Medical  Center,  New  Orleans,  LA   85-a 

LAWK  190111  Willis-Knighton  Medical  Center,  Shreveport,  LA   86-a 

MABI  220086  Beth  Israel  Hospital,  Boston,  MA  87-a 

MABS  220077  Baystate  Medical  Center,  Springfield,  MA  88-a 

MABU  22003 1  Boston  Medical  Center,  Boston,  MA   89-a 

MABV  2201  OF  Boston  VA  Medical  Center,  Boston,  MA  90-a 

*  Transplant  program  submitted  a  narrative. 
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MACH  223302  *  Children's  Hospital,  Boston,  MA   91 -a 

MAHS  220118  Beth  Israel  Deaconess  Medical  Center,  Boston,  MA   92-a 

MALC  220171  Lahey  Clinic  Medical  Center,  Burlington,  MA  93-a 

MAMG  220071  Massachusetts  General  Hospital,  Boston,  MA   94-a 

MANM  2201 16  New  England  Medical  Center,  Boston,  MA  95-a 

MAPB  2201 10  Brigham  &  Women's  Hospital,  Boston,  MA  96-a 

MAUM  220163  University  of  Massachusetts  Medical  Center,  Worcester,  MA  97-a 

MDBC  210029  *  Johns  Hopkins  Bay  view  Medical  Center,  Baltimore,  MD   98-a 

MDJH  210009  *  Johns  Hopkins  Hospital,  Baltimore,  MD   99-a 

MDSG  210057  Shady  Grove  Adventist  Hospital,  Rockville,  MD  100-a 

MDUM  210002  *  University  of  Maryland  Medical  System,  Baltimore,  MD   .  101-a 

MEMC  200009  Maine  Medical  Center,  Portland,  ME  102-a 

MIBH  230130  *  William  Beaumont  Hospital,  Royal  Oak,  MI   103-a 

MICH  233300  Children's  Hospital  of  Michigan,  Detroit,  MI  104-a 

MIHF  230053  *  Henry  Ford  Hospital,  Detroit,  MI  105-a 

MIHH  230104  *  Harper  Hospital  /  Detroit  Medical  Center,  Detroit,  MI  106-a 

MIHM  230132  Hurley  Medical  Center,  Flint,  MI  107-a 

MIKZ  230117  Borgess  Medical  Center,  Kalamazoo,  MI  108-a 

MIMC  230039  Grace  Hospital,  Detroit,  MI   109-a 

MISJ  230165  St.  John  Hospital  &  Medical  Center,  Detroit,  MI  110-a 

MISM  230059  St.  Mary's  Health  Services,  Grand  Rapids,  MI  111-a 

MIUM  230046  University  of  Michigan  Medical  Center,  Ann  Arbor,  MI  112-a 

MNHC  240004  Hennepin  County  Medical  Center,  Minneapolis,  MN   113-a 

MNMC  240061  Rochester  Methodist  Hospital,  Rochester,  MN  1 14-a 

MNMM  240196  Metropolitan  Medical  Center,  Minneapolis,  MN   115-a 

MNMV  2400 IF  VA  Medical  Center,  Minneapolis,  MN  116-a 

MNSM  240010  St.  Mary's  Hospital,  Rochester,  MN  117-a 

MNUM  240049  Fairview  University  Medical  Center,  Minneapolis,  MN   118-a 

MOBH  260014  *  Barnes- Jewish  Hospital,  St.  Louis,  MO   119-a 

MOCG  263300  Cardinal  Glennon  Children's  Hospital,  St.  Louis,  MO  120-a 

MOCH  263301  *  St.  Louis  Children's  Hospital,  St.  Louis,  MO   121-a 

MOCM  263302  *  Children's  Mercy  Hospital,  Kansas  City,  MO  122-a 

MOCV  26009F  John  Cochran  VA  Hospital,  St.  Louis,  MO  123-a 

MODU  260104  DePaul  Health  Center,  Bridgeton,  MO  124-a 

MOJM  260020  St.  John's  Mercy  Medical  Center,  St.  Louis,  MO   125-a 

MOLH  260138  St.  Luke's  Hospital,  Kansas  City,  MO  126-a 

MORH  260027  *  Research  Medical  Center,  Kansas  City,  MO  127-a 

MOSJ  260001  St.  John's  Regional  Medical  Center,  Joplin,  MO   128-a 

MOSL  260105  St.  Louis  University  Hospital,  St.  Louis,  MO  129-a 

MOUM  260141  University  of  Missouri  Hospital  &  Clinic,  Columbia,  MO  130-a 

MSUM  250001  University  of  Mississippi  Medical  Center,  Jackson,  MS   131-a 

NCBG  340047  North  Carolina  Baptist  Hospital,  Winston-Salem,  NC  132-a 

NCCM  340113  Carol inas  Medical  Center,  Charlotte,  NC  133-a 

NCDU  340030  Duke  University  Medical  Center,  Durham,  NC   134-a 

NCDV  34012F  Durham  VA  Medical  Center,  Durham,  NC  135-a 

*  Transplant  program  submitted  a  narrative. 
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NCEC  340040  *  Pitt  County  Memorial  Hospital,  Greenville,  NC   136-a 

NCMH  340061  University  of  North  Carolina  Hospitals,  Chapel  Hill,  NC   137-a 

NDDH  350004  Dakota  Heartland  Health  System,  Fargo,  ND   138-a 

NDMC  350015  *  Medcenter  One  Hospital,  Bismarck,  ND    139-a 

NDSL  35001 1  Meritcare  Hospital  -  Meritcare,  Fargo,  ND   140-a 

NECM  280088  Bishop  Clarkson  Memorial  Hospital,  Omaha,  NE    141-a 

NESJ  280030  St.  Joseph  Hospital,  Omaha,  NE   142-a 

NEUN  280013  University  of  Nebraska  Medical  Center,  Omaha,  NE   143-a 

NHDH  300003  *  Mary  Hitchcock  Memorial  Hospital,  Hanover,  NH    144-a 

NJBI  3 10002  *  Newark  Beth  Israel  Medical  Center,  Newark,  NJ   145-a 

NJLL  3 10029  *  Our  Lady  of  Lourdes  Medical  Center,  Camden,  NJ   146-a 

NJSB  310076  *  St.  Barnabas  Medical  Center,  Livingston,  NJ   147-a 

NMAQ  320001  University  Hospital-University  of  New  Mexico,  Albuquerque,  NM    148-a 

NMPH  320021  Presbyterian  Hospital,  Albuquerque,  NM   149-a 

NVHH  290003  Columbia  Sunrise  Hospital  &  Medical  Center,  Las  Vegas,  NV   150-a 

NVUM  290007  *  University  Medical  Center  of  Southern  Nevada,  Las  Vegas,  N V   1 5 1  -a 

NYAM  330013  Albany  Medical  Center  Hospital,  Albany,  NY   152-a 

NYBC  333300  *  Children's  Hospital,  Buffalo,  NY    153-a 

NYBU  330005  Buffalo  General  Hospital,  Buffalo,  NY    154-a 

NYCP  330012  Presbyterian  Hospital  in  NY  City,  New  York,  NY   155-a 

NYDS  330350  SUNY  Health  Science  Center,  Brooklyn,  NY    156-a 

NYEC  330219  Erie  County  Medical  Center,  Buffalo,  NY   157-a 

NYFL  330285  Strong  Memorial  Hospital,  Rochester,  NY   158-a 

NYMA  330059  *  Montefiore  Medical  Center,  Bronx,  NY   159-a 

NYMS  330024  *  Mount  Sinai  Medical  Center,  New  York,  NY   160-a 

NYNY  330101  New  York  Hospital,  New  York,  NY   161-a 

NYSB  330393  University  Hospital  of  SUNY,  Stony  Brook,  NY   162-a 

NYSL  330046  St.  Luke's  -  Roosevelt  Hospital  Center,  New  York,  NY   163-a 

NYUC  330214  New  York  University  Medical  Center,  New  York,  NY    164-a 

NYUM  330241  *  University  Hospital-SUNY  Health  Science  Center,  Syracuse,  NY   165-a 

NYWC  330234  Westchester  County  Medical  Center,  Valhalla,  NY   166-a 

OHAC  360020  Akron  City  Hospital,  Akron,  OH    167-a 

OHCA  363303  Children's  Hospital  Medical  Center,  Akron,  OH    168-a 

OHCC  360180  Cleveland  Clinic  Foundation,  Cleveland,  OH   169-a 

OHCH  363305  Children's  Hospital,  Columbus,  OH    170-a 

OHCM  363300  Children's  Hospital  Medical  Center,  Cincinnati,  OH    171-a 

'  OHCO  360048  Medical  College  Hospitals,  Toledo,  OH   172-a 

OHMV  360051  Miami  Valley  Hospital,  Dayton,  OH    173-a 

OHOU  360085  Ohio  State  University  Hospitals,  Columbus,  OH    174-a 

OHSE  360064  St.  Elizabeth  Hospital  Medical  Center,  Youngstown,  OH    175-a 

OHTC  360163  Christ  Hospital,  Cincinnati,  OH    176-a 

OHUC  360003  University  of  Cincinnati  Medical  Center,  Cincinnati,  OH    177-a 

OHUH  360137  University  Hospitals,  Cleveland,  OH    178-a 

OKBC  370028  Integris  Baptist  Medical  Center,  Oklahoma  City,  OK    179-a 

OKCM  370167  Children's  Hospital  of  Oklahoma,  Oklahoma  City,  OK    180-a 

*  Transplant  program  submitted  a  narrative. 
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OKHM  370001  Hillcrest  Medical  Center,  Tulsa,  OK  181-a 

OKMD  370035  University  Hospital,  Oklahoma  City,  OK  182-a 

OKSA  370037  St.  Anthony  Hospital,  Oklahoma  City,  OK  183-a 

ORUO  380009  *  Oregon  Health  Sciences  University  Hospital,  Portland,  OR  184-a 

PAAE  390142  *  Albert  Einstein  Medical  Center,  Philadelphia,  PA   185-a 

PA  AG  390050  *  Allegheny  General  Hospital,  Pittsburgh,  PA   186-a 

PACH  393302  *  Children's  Hospital,  Pittsburgh,  PA   187-a 

PACP  393303  *  Children's  Hospital,  Philadelphia,  PA    188-a 

PAGM  390006  Geisinger  Medical  Center,  Danville,  PA  189-a 

PAHE  390256  Milton  S.  Hershey  Medical  Center,  Hershey,  PA  190-a 

PAHM  390051  Allegheny  University  Hospital-Center  City,  Philadelphia,  PA  191-a 

PALH  390195  Lankenau  Hospital,  Wynnewood,  PA  192-a 

PALV  390133  *  Lehigh  Valley  Hospital,  Allentown,  PA  193-a 

PAPT  390164  *  University  of  Pittsburgh  Medical  Center,  Pittsburgh,  PA  194-a 

PASC  393301  St.  Christopher's  Hospital  for  Children,  Philadelphia,  PA   195-a 

PATJ  390174  Thomas  Jefferson  University  Hospital,  Philadelphia,  PA  196-a 

PATU  390027  Temple  University  Hospital,  Philadelphia,  PA  197-a 

PAUP  390111  Hospital  of  University  of  Pennsylvania,  Philadelphia,  PA  198-a 

PRSJ  400016  *  Auxilio  Mutuo  Hospital,  Hato  Rey,  PR   199-a 

SCMU  420004  *  Medical  University  of  South  Carolina,  Charleston,  SC    200-a 

SDMK  430016  McKennan  Hospital,  Sioux  Falls,  SD   201 -a 

TNEM  440104  Erlanger  Medical  Center,  Chattanooga,  TN    202-a 

TNJC  440063  Johnson  City  Medical  Center  Hospital,  Johnson  City,  TN   203-a 

TNLB  443301  *  Le  Bonheur  Children's  Medical  Center,  Memphis,  TN    204-a 

TNNV  44018F  Nashville  VA  Medical  Center,  Nashville,  TN    205-a 

TNPV  440161  Centennial  Medical  Center/Parkview,  Nashville,  TN   206-a 

TNST  440082  *  St.  Thomas  Hospital,  Nashville,  TN   207-a 

TNUK  440015  University  of  Tennessee  Medical  Center,  Knoxville,  TN   208-a 

TNUT  440166  *  University  of  Tennessee  Medical  Center,  Memphis,  TN    209-a 

TNVU  440039  Vanderbilt  University  Medical  Center,  Nashville,  TN  210-a 

TXAD  450 1 24  Brackenridge  Hospital,  Austin,  TX  2 1 1  -a 

TXBC  450213  University  Hospital ,  San  Antonio,  TX  212-a 

TXCF  453300  Cook  Ft.  Worth  Children's  Medical  Center,  Fort  Worth,  TX   213-a 

TXCM  453302  Children's  Medical  Center,  Dallas,  TX  214-a 

TXFW  450135  *  Harris  Methodist,  Fort  Worth,  TX   215-a 

TXHH  450068  *  Hermann  Hospital,  Houston,  TX   216-a 

TXHI  450193  *  St.  Luke's  Episcopal  Hospital,  Houston,  TX  217-a 

TXHS  45063 1  San  Antonio  Community  Hospital,  San  Antonio,  TX  2 1 8-a 

TXJS  4500 1 8  University  of  Texas-Medical  Branch,  Galveston,  TX  2 1 9-a 

TXLG  450686  University  Medical  Center,  Lubbock,  TX   220-a 

TXLM  450457  Methodist  Hospital,  Lubbock,  TX   221 -a 

TXMC  450051  Methodist  Medical  Center,  Dallas,  TX   222-a 

TXMH  450358  *  The  Methodist  Hospital,  Houston,  TX    223-a 

TXPM  450015  *  Parkland  Memorial  Hospital,  Dallas,  TX    224-a 

TXSM  450668  Sierra  Medical  Center,  El  Paso,  TX    225-a 

*  Transplant  program  submitted  a  narrative. 
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TXTC  453304  Texas  Children's  Hospital,  Houston,  TX   226-a 

TXTX  450021*  Baylor  University  Medical  Center,  Dallas,  TX   227-a 

TXTY  450083  East  Texas  Medical  Center,  Tyler,  TX    228-a 

TXWH  45081F  Wilford  Hall  Medical  Center,  Lackland  AFB,  TX    229-a 

UTLD  460010  Latter-Day  Saints  Hospital,  Salt  Lake  City,  LIT   230-a 

UTMC  460009  University  of  Utah  Medical  Center,  Salt  Lake  City,  UT   23 1-a 

UTVA  46002F  VA  Medical  Center,  Salt  Lake  City,  UT   232-a 

VAFH  490063  Inova  Fairfax  Hospital,  Falls  Church,  VA    233-a 

VAHD  490118  Columbia  Henrico  Doctors' Hospital,  Richmond  VA   234-a 

VAMC  490032  *  Medical  College  of  Virginia  Hospitals,  Richmond,  VA   235-a 

VANG  490007  *  Sentara  Norfolk  General  Hospital,  Norfolk,  VA   236-a 

VARM  490024  Carilion  Roanoke  Memorial  Hospital,  Roanoke,  VA    237-a 

VAUV  490009  University  of  Virginia  Health  Science  Center,  Charlottesville,  VA   238-a 

VTMC  470003  *  Fletcher  Allen  Health  Center,  Burlington,  VT    239-a 

WACH  503300  Children's  Hospital  &  Medical  Center,  Seattle,  WA   240-a 

WASH  500054  *  Sacred  Heart  Medical  Center,  Spokane,  WA    241-a 

WASM  500027  Swedish  Medical  Center,  Seattle,  WA    242-a 

WAUW  500008  *  University  of  Washington  Medical  Center,  Seattle,  WA    243-a 

WAVM  500005  Virginia  Mason  Medical  Center,  Seattle,  WA    244-a 

WICH  523300  *  Children's  Hospital  of  Wisconsin,  Milwaukee,  WI   245-a 

WISE  520177  *  Froedtert  Memorial  Lutheran  Hospital,  Milwaukee,  WI    246-a 

WIUW  520098  University  of  Wisconsin  Hospital  and  Clinics,  Madison,  WI   247-a 

WVCA  510022  Charleston  Area  Medical  Center,  Charleston,  WV   248-a 

WVWU  510001  West  Virginia  University  Hospital,  Morgantown,  WV   249-a 


*  Transplant  program  submitted  a  narrative. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1047     84.9  87.7 
1047     78.9  81.9 
826     89.8  88.4 

605     88.4  91.1 
605     83.1  86.1 

1652      1652       228     86.2     88.9     -2.7  <0.01* 
1652      1651       323     80.4     83.5     -3.0  <0.01* 
826       798         83     89.8     88.4      1.4  0.18 

3  Years  3 

70.8  72.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1025     97.4  97.4 
1025     94.0  94.9 
899     96.3  95.1 

600     97.7  98.0 
600     96.0  95.5 

1600    1590.2      40.0     97.5     97.6     -0.1  0.73 
1600    1527.7      81.5     94.8     95.1     -0.3  0.51 
899     830.0      32.0     96.3     95.1       1.2  0.11 

3  Years  3 

90.5  90.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Provider  Number  010033  (ALU A) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

1652 

100.0 

62572 

100.0 

Donor  Type 

Living 

461 

27.9 

14525 

23.2 

Cadaveric:  Stroke 

361 

21.9 

15624 

25.0 

Cadaveric:  MVA 

333 

20.2 

13317 

21.3 

Cadaveric:  Other 

495 

30.0 

19030 

30.4 

Not  Reported 

2 

0.1 

76 

0.1 

Donor  Age 

0-17 

289 

17.5 

10738 

17.2 

18-30 

534 

32.3 

19464 

31.1 

31-45 

440 

26.6 

18538 

29.6 

46-60 

318 

19.2 

11397 

18.2 

ol  + 

71 

4.3 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

1324 

80.1 

49654 

79.4 

Black 

291 

17.6 

6469 

10.3 

Hispanic 

20 

1  O 

1.2 

A  C\  A  *\ 

4943 

7.9 

Asian 

10 

0.6 

801 

1.3 

Other 

7 

0.4 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

692 

41.9 

25808 

41.2 

Male 

960 

58.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

6 
1 

0.4 
0.1 

10970 
640 

17.5 
1.0 

Living:  6+ 

34 

2.1 

551 

0.9 

Cadaveric:  0-11 

57 

3.5 

5889 

9.4 

Cadaveric:  12-21 

421 

25.5 

16112 

25.7 

Cadaveric:  22-31 

318 

19.2 

14287 

22.8 

Cadaveric:  32-41 

337 

20.4 

7669 

12.3 

Cadaveric:  42+ 

54 

3.3 

2519 

4.0 

Not  Reported 

424 

25.7 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  01 
Mismatch 

U 

i 
1 

loU 
lUz 

y.  / 

O.Z 

59Jj> 

A  O  A 

3484 

y.j 

5.6 

2 

291 

17.6 

9648 

15.4 

3 

480 

29.1 

16005 

25.6 

4 

354 

21.4 

14003 

22.4 

5 

204 

12.3 

8963 

14.3 

6 

57 

3.5 

3009 

4.8 

Not  Reported 

4 

0.2 

1525 

2.4 

Recipient  Age 

0-17 

94 

5.7 

3951 

6.3 

18-35 

587 

35.5 

20414 

32.6 

36-45 

454 

27.5 

16397 

26.2 

46-60 

462 

28.0 

17170 

27.4 

61  + 

55 

3.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

939 

56.8 

41213 

65.9 

Black 

703 

42.6 

12675 

20.3 

Hispanic 

2 

0.1 

5632 

9.0 

Asian 

3 

0.2 

1740 

2.8 

Other 

5 

0.3 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

675 

40.9 

25078 

40.1 

Male 

977 

59.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1609 

97.4 

59783 

95.5 

Kidney  and  Pancreas 

43 

2.6 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

1440 
211 

87.2 
12.8 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.1 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

814 
166 

49.3 
10.0 

19677 
23207 

31.4 
37.1 

6-10 

44 

2.7 

5736 

9.2 

11  + 

35 

2.1 

5280 

8.4 

T*Jot  RpnorfpH 

593 

35.9 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

1034 

377 

62.6 
22.8 

20469 
26645 

32.7 
42.6 

20-  79 

160 

9.7 

9976 

15.9 

80-100 

79 

4.8 

4277 

6.8 

Not  Reported 

2 

0.1 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

185 

11.2 

11726 

18.7 

21-25 

465 

28.1 

23821 

38.1 

26-30 

264 

16.0 

12454 

19.9 

31  + 

103 

6.2 

5762 

9.2 

Not  Reported 

635 

38.4 

8809 

14.1 

Primary 
Kidney 

Glomerular 
Cystic/Congenital 

399 
167 

24.2 
10.1 

16923 
7349 

27.0 
11.7 

Systemic 

435 

26.3 

11759 

18.8 

Tubulointerstitial 

61 

3.7 

4233 

6.8 

Diabetes 

336 

20.3 

14059 

22.5 

Other  Diagnosis 

127 

7.7 

5271 

8.4 

Not  Reported 

127 

7.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

1643 
1 

99.5 
0.1 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

8 

0.5 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

218 
245 

13.2 
14.8 

9021 
8951 

14.4 
14.3 

1990 

268 

16.2 

9819 

15.7 

1991 

251 

15.2 

10077 

16.1 

1992 

247 

15.0 

10157 

16.2 

1993-1994 

423 

25.6 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

92 
718 

5.6 
43.5 

5716 
26528 

9.1 
42.4 

Not  Reported 

16 

1.0 

949 

1.5 

N/A*:  Yes 

119 

7.2 

7249 

11.6 

N/A*:  No 

701 

42.4 

21509 

34.4 

N/A*:  Not  Reported 

6 

0.4 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

338 
488 

20.5 
29.5 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

420 

25.4 

12277 

19.6 

N/A*:  No 

406 

24.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Survival  Report  for  Baptist  Medical  Center  -  Little  Rock  AR 
Provider  Number  040114  (ARBH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

81  91.4  89.6 
81  85.2  84.7 
69     83.8  92.7 

50     96.0  91.4 
50     94.0  86.4 

131        131          9     93.1     90.3      2.8  0.26 
131        131         15     88.5     85.4      3.2  0.28 
69        67         11     83.8     92.7     -8.9  <0.01* 

3  Years  3 

71.4  78.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts."     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

79  96.2  97.5 
79  91.1  94.5 
72     98.6  95.9 

50     98.0  96.9 
50     98.0  94.0 

129     128.0        4.0     96.9     97.3     -0.4  0.79 
129     128.0        8.0     93.8     94.3     -0.6  0.77 
72      68.5        1.0     98.6     95.9      2.7  0.26 

3  Years  3 

89.8  90.7 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Baptist  Medical  Center  -  Little  Rock  AR 
Provider  Number  040114  (ARBH) 


Number 

% 

 lirillUlldl 

Number 

% 

Total  Transplants  and  Percentages 

131 

100.0 

62572 

100.0 

Donor  Type 

Living 

52 

39.7 

14525 

23.2 

Cadaveric:  Stroke 

24 

18.3 

15624 

25.0 

Cadaveric:  MVA 

23 

17.6 

13317 

21.3 

Cadaveric:  Other 

32 

24.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

19 

14.5 

10738 

17.2 

18-30 

41 

31.3 

19464 

31.1 

31-45 

42 

32.1 

18538 

29.6 

46-60 

24 

18.3 

11397 

18.2 

61  + 

5 

3.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

wnite 

114 

87.0 

49654 

79.4 

DiaCK 

15 

11.5 

6469 

10.3 

Hispanic 

2 

1.5 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

winer 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

j3 

4U.J 

4 1 .1 

Male 

/o 

jy.D 

JO  /oz 

CO  o 
JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

13 
0 

9.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.8 

551 

0.9 

Cadaveric:  0-11 

19 

14.5 

5889 

9.4 

Cadaveric:  12-21 

35 

26.7 

16112 

25.7 

Cadaveric:  22-31 

15 

11.5 

14287 

22.8 

Cadaveric:  32-41 

5 

3.8 

7669 

12.3 

Cadaveric:  42+ 

1 

0.8 

2519 

4.0 

Not  Reported 

42 

32.1 

3935 

6.3 

2- 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

o 

1 

15 
4 

1 1  5 

J/JJ 

3484 

9  5 
5  6 

7 

Z 

zo 

1  Q  8 

1  y.o 

1  ^  A 
1  J.t 

3 

44 

33.6 

16005 

25.6 

4 

34 

26.0 

14003 

22.4 

5 

7 

5.3 

8963 

14.3 

6 

1 

0.8 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Kctipieni  /\ge 

n  1 7 
u- 1  / 

i 
i 

yj.o 

1 

jyj  1 

O.J 

18-35 

37 

28.2 

20414 

32.6 

36-45 

41 

31.3 

16397 

26.2 

46-60 

48 

36.6 

17170 

27.4 

61  + 

4 

3.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wniie 

1  uz 

77  Q 

A  1  7  1  T. 

0  j.y 

Black 

29 

22.1 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

a  n 

0.0 

O  1 

81 

A  1 

0.1 

Recipient 
Gender 

Female 

48 

36.6 

25078 

40.1 

Male 

83 

63.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

131 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

A  A 

0.0 

2789 

4.5 

Previous  Kidney 
i  rdnspidni 

No 
Yes 

113 
18 

86.3 
13.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

29 
58 

22.1 
44.3 

19677 
23207 

31.4 
37.1 

6-10 

13 

9.9 

5736 

9.2 

11  + 

7 

5.3 

5280 

8.4 

Not  Reported 

24 

18.3 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

53 
55 

40.5 
42.0 

20469 
26645 

32.7 
42.6 

20-  79 

15 

11.5 

9976 

15.9 

80-100 

4 

3.1 

4277 

6.8 

Not  Reported 

4 

3.1 

1205 

1.9 
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Body  Mass  Index  0-20 
21-25 
26-30 

31  + 

Not  Reported 

Primary  Glomerular 

Kidney  _  . 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


Program   —  National  — 


Number 

% 

Number 

% 

35 

26.7 

11726 

18.7 

jj 

49  ft 

9^89  1 

19  1 

JO.  1 

9S 

10  1 

17.  1 

1 94^4 

1  Q  Q 

1  y.y 

1  4 

1  ft  7 
1  U.  / 

^769 

Q  9 

9 
z. 

1  ? 

1  .J 

RRftQ 
00U7 

1 4  1 

42 

32.1 

16923 

27.0 

14 

10.7 

7349 

11.7 

29 

22.1 

11759 

18.8 

9 

6.9 

4233 

6.8 

17 

13.0 

14059 

22.5 

17 

13.0 

5271 

8.4 

3 

2.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

35 

26.7 

59280 

94.7 

Hospitalized 

88 

67.2 

1917 

3.1 

ICU/Life  Support 

8 

6.1 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

22 

16.8 

8951 

14.3 

1990 

24 

18.3 

9819 

15.7 

1991 

19 

14.5 

10077 

16.1 

1992 

32 

24.4 

10157 

16.2 

1993-1994 

34 

26.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

4 

3.1 

5716 

9.1 

No 

63 

48.1 

26528 

42.4 

Not  Reported 

2 

1.5 

949 

1.5 

N/A*:  Yes 

7 

5.3 

7249 

11.6 

N/A*:  No 

54 

41.2 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.8 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


11 

8.4 

13559 

21.7 

58 

44.3 

19634 

31.4 

8 

6.1 

12277 

19.6 

54 

41.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Baptist  Medical  Center 
9601 1-630,  Exit  7,  Little  Rock,  AR  72205 
Provider  Number  040114  (ARBH) 


June  18,  1997 

These  statistics  validate  our  own  observations  that  patient  and  graft  survival  at  this  program  have  been 
excellent.  As  shown  by  era  2,  our  statistics  have  improved,  both  in  relationship  to  era  1  and  superior  to 
national  averages. 

Scott  M.  Young,  M.D.  .  . 

Director  of  Transplantation  ^^L^^r  L^^>t 


Baptist  Medical  Center 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 

Survival  Report  for  Arkansas  Children's  Hospital  -  Little  Rock  AR 
Provider  Number  040117  (ARCH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

34  91.2  86.0 
34  84.9  80.3 
27     96.2  82.1 

13    53.8  84.9 
13     38.5  79.7 

47        47          9     80.9     85.7     -4.8  0.33 
47        45         13     71.8     80.1     -8.3  0.14 
27         26          1     96.2     82.1     14.1  0.05* 

3  Years  3 

81.7  65.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

30  100.0  98.4 
30  93.1  96.7 
26     96.2  97.6 

12     91.7  98.0 
12     83.2  95.2 

42      42.0        1.0     97.6     98.3     -0.6  0.75 
42       39.0        4.0     90.2     96.3     -6.1  0.04* 
26      26.0        1.0     96.2     97.6     -1.5  0.62 

3  Years  3 

89.5  94.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientiflc  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Arkansas  Children's  Hospital  -  Little  Rock  AR 
Provider  Number  040117  (ARCH) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

47 

100.0 

62572 

100.0 

Donor  Type 

Living 

13 

27.7 

14525 

23.2 

Cadaveric:  Stroke 

8 

17.0 

15624 

25.0 

Cadaveric:  MVA 

8 

17.0 

13317 

21.3 

Cadaveric:  Other 

18 

38.3 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

14 

29.8 

10738 

17.2 

18-30 

8 

17.0 

19464 

31.1 

31-45 

23 

48.9 

18538 

29.6 

46-60 

2 

4.3 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0  0 

\J,\J 

41 

0  1 

Donor  Race 

White 

38 

80.9 

49654 

79.4 

Black 

8 

17.0 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

1 

2.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

16 

34.0 

25808 

41.2 

Male 

31 

66.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

13 
0 

27.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

10 

21.3 

5889 

9.4 

Cadaveric:  12-21 

14 

29.8 

16112 

25.7 

Cadaveric:  22-31 

8 

17.0 

14287 

22.8 

Cadaveric:  32-41 

2 

4.3 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program-- 

—  National  -- 

nuniDer 

0/ 

/o 

Plumper 

0/ 

/o 

Level  of 

1V1  IS  ill  dlC  11 

0 

1 

2 
1 

4.3 
2.1 

5935 
3484 

9.5 
5.6 

2 

3 

6.4 

9648 

15.4 

3 

13 

27.7 

16005 

25.6 

4 

9 

19.1 

14003 

22.4 

5 

12 

25  5 

8963 

14  3 

f. 

7 

14  0 

^ooq 

4  8 

iNUl  IVCpUl  LCU 

n 
u 

o  n 

u.u 

1 

1  JZ  J 

9  4 

Z.H 

Recipient  Age 

0-17 

38 

80.9 

3951 

6.3 

18-35 

9 

19.1 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

o 

a  o 

U.U 

I  /  1  /  u 

77  4 

Z  /  .H 

A  1  4- 
0  1  i 

u 

u.u 

4A77 

7  4 

inoi  ixcpuricu 

u 

u.u 

1  1 

0  0 
U.U 

Recipient  Race 

White 

30 

63.8 

41213 

65.9 

Black 

16 

34.0 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

u 

o  n 

U.U 

1  740 
1  /HU 

7  8 
Z.o 

OtVi<»r 

winer 

i 
i 

7  1 
Z.  1 

1  77  1 
1 Z  J  1 

7  n 
z.u 

Not  Reported 

0 

0.0 

81 

0.1 

ixct  ipieni 
Gender 

r  t  ii  iu  it 

1  0 

40  4 

LD\)  1  o 

AO  1 

Male 

28 

59.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

rroceuure  type 

rviuney  /\ionc 

47 

i  no  n 
1  uu.u 

J7  /  OJ 

7J.J 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 

T  ci> 

40 

7 

85.1 

1  4  Q 

54138 

8747 
oZt  / 

86.5 

1  7  7 
1  J.Z 

iNui  ixcpuricu 

u 

o  n 
u.u 

1  87 
1  o  / 

0  ~k 
U.J 

Pretransplant 
Transfusions 

0 

1-5 

5 
21 

10.6 
44.7 

19677 
23207 

31.4 
37.1 

6-10 

14 

29.8 

5736 

9.2 

1 1  + 

6 

12.8 

5280 

8.4 

Not  Reported 

1 

2.1 

8672 

13.9 

PpqI/  PDA  Prinr 

toTransplant 

u 

1-  19 

76 
ZD 

10 

j  j.j 
21.3 

7046Q 

26645 

77  7 
JZ.  / 

42.6 

20-  79 

9 

19.1 

9976 

15.9 

80-100 

2 

4.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Nii  m  hpr 

% 

M  ii  m  hpt* 

M  U  III  UCI 

% 

/o 

tjoay  iviass  inaex 

u-zu 

JK) 

OJ.O 

i  1  n^c 
1  1  /ZD 

1  O  "7 
I  0.  / 

21-2S 

_  1  — 

1  0 

JO.  1 

26-30 

1 

2.1 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

6 

12.8 

8809 

14.1 

Primary 

Glomerular 

17 

36.2 

16923 

27.0 

K  idnev 
Disease 

Cystic/Congenital 

11 

23.4 

7349 

11.7 

Systemic 

9 

19.1 

1 1759 

18.8 

Tubulointerstitial 

6 

12.8 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

4 

8.5 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipjent 

Not  Hospitalized 

46 

97.9 

59280 

94.7 

uescripuon  ai 
Transplant 

Hospitalized 

1 

2.1 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

11 

23.4 

9021 

14.4 

Transplant 

1989 

9 

19.1 

8951 

14.3 

1990 

9 

19.1 

9819 

15.7 

1991 
i  y  y  i 

5 

1U.U 

1  U.  1 

1992 

6 

12.8 

10157 

16.2 

1993-1994 

7 

14.9 

14547 

23.2 

Dialysis  in  First 

Yes 

7 

14.9 

5716 

9.1 

Week  After 

20 

Transplant* 

No 

42.6 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

10 

21.3 

7249 

1 1.6 

XT  /  A  *  .  XT„ 

N/A  .  NO 

1  n. 
1 U 

z  1 .5 

O  1  CAQ 

1A  A 

XT/A  *.              O   ,^  A 

N/A*:  Not  Reported 

0 

u.u 

62 1 

1  A 

1.0 

Rejection  in 

Yes 

11 

23.4 

13559 

21.7 

First  6  Months 

16 

After  Transplant* 

No 

34.0 

19634 

31.4 

N/A*:  Yes 

11 

23.4 

12277 

19.6 

N/A*:  No 

9 

19.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Arkansas  Children's  Hospital 
800  Marshall,  Little  Rock,  AR  72205 
Provider  Number  040117  (ARCH) 


May  8,  1997 


Arkansas  Children's  Hospital  is  a  280  bed  hospital  non-for-profit  children's  hospital  serving  the  general  and 
tertiary  medical  care  needs  of  all  children  of  Arkansas  from  birth  through  age  21  years  regardless  of  ethnic 
group  or  socioeconomic  status.  Arkansas  Children's  Hospital  (with  University  of  Arkansas  College  of 
Medicine  faculty)  is  the  only  tertiary  pediatric  facility  in  Arkansas  and  cares  for  all  children  with  end  stage 
renal  disease  from  Arkansas  and  surrounding  areas.  Our  renal  transplant  program  began  in  September  1986 
and  remains  active  with  82  pediatric  renal  transplants  performed  to  date;  data  on  47  of  these  are  reported  in  the 
current  UNOS  statistics  (34  from  1988  to  April  1992  and  13  from  May  1992  to  April  1994). 

The  current  UNOS  statistics  indicate  an  81 .7%  3  year  graft  survival  compared  to  a  3  year  expected  graft 
survival  rate  of  65.9%  during  Era  1 ;  we  remain  very  satisfied  with  these  results.  However,  current  UNOS 
statistics  from  Era  2  indicate  only  a  38.5%  1  year  graft  survival  rate  compared  to  an  expected  1  year  graft 
survival  rate  of  79.7%.  During  Era  2,  34%  of  renal  transplant  recipients  were  3  years  of  age  or  less,  a  group 
known  to  have  significantly  poorer  graft  survival.  Nevertheless,  we  were  and  remain  quite  concerned  about 
these  Era  2  results.  When  it  was  clear  that  graft  survival  had  deteriorated  during  late  1992  and  early  1993, 
external  renal  transplant  experts  were  asked  to  review  the  entire  program.  This  review  was  completed  in  late 
1993  and  all  of  the  suggestions  by  these  external  consultants  were  implemented  in  early  1994.  Since  May 
1994,  we  have  performed  19  renal  transplants  in  children  with  a  raw  1  year  graft  survival  rate  of  84%  and 
100%  1  year  patient  survival  rate.  We  believe  the  program  has  returned  to  the  excellent  status  of  Era  1  and 
before. 

Statistics  alone  do  not  convey  the  commitment  of  the  pediatric,  surgical,  and  hospital  staff  of  Arkansas 
Children's  Hospital  to  quality  care  for  all  of  our  pediatric  patients  with  end  stage  renal  disease  through 
continuous  quality  improvement  processes.  Our  dialysis  and  renal  transplant  team  endeavors  to  provide  the 
best  pediatric  care  available  to  all  patients  in  Arkansas  and  surrounding  areas  with  end  stage  renal  disease. 


Eileen  N.  Ellis,  M.D. 

Director  of  Renal  Transplantation 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

164  87.8  90.5 
164  81.1  85.5 
133     84.8  90.2 

120     94.2  91.9 
120     90.0  87.5 

284       284         27     90.5     91.1      -0.6  0.72 
284       284        43     84.9     86.3     -1.5  0.46 
133       129        20     84.8     90.2     -5.4  0.03* 

3  Years  3 

68.8  77.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

161     98.1  97.6 
161     95.2  95.3 
154     90.6  95.1 

120   100.0  97.9 
120     96.6  95.3 

278     275.0        3.0     98.9     97.7      1.2  0.19 
278     274.0       11.5     95.8     95.3      0.5  0.68 
154     143.5       14.0     90.6     95.1     -4.5  <0.01* 

3  Years  3 

86.3  90.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

The  University  Hospital  of  Arkansas-  Little  Rock  AR 
Provider  Number  040016  (ARUA) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

284 

100.0 

62572 

100.0 

Donor  Type 

Living 

91 

32.0 

14525 

23.2 

Cadaveric:  Stroke 

UU 

Z  1  .  1 

?s  fi 

Z  J.U 

Cadaveric:  MVA 

48 

16.9 

13317 

21.3 

Cadaveric:  Other 

85 

29.9 

19030 

30.4 

INUl  IN.CLHJI  ICU 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

40 

14.1 

10738 

17.2 

18-30 

96 

33.8 

19464 

31.1 

31-45 

CO 

7i 

1  o  J  J  o 

46-60 

49 

17.3 

11397 

18.2 

61  + 

7 

2.5 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

242 

85.2 

49654 

79.4 

Black 

34 

12.0 

6469 

10.3 

Hispanic 

5 

1.8 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

3 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

125 

44.0 

25808 

41.2 

Male 

159 

56.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

73 
18 

25.7 
6.3 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

85 

29.9 

5889 

9.4 

Cadaveric:  12-21 

65 

22.9 

16112 

25.7 

Cadaveric:  22-31 

32 

11.3 

14287 

22.8 

Cadaveric:  32-41 

10 

3.5 

7669 

12.3 

Cadaveric:  42+ 

1 

0.4 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


—  National  — 

Number 

% 

Number 

% 

0 

34 

12.0 

5935 

9.5 

1 

10 

3.5 

3484 

5.6 

2 

34 

12.0 

9648 

15.4 

3 

81 

28.5 

16005 

25.6 

4 

57 

20.1 

14003 

22.4 

5 

48 

16.9 

8963 

14.3 

6 

19 

6.7 

3009 

4.8 

Not  Reported 

1 

0.4 

1525 

2.4 

0-17 

1 

0.4 

3951 

6.3 

18-35 

102 

35.9 

20414 

32.6 

36-45 

86 

30.3 

16397 

26.2 

46-60 

77 

27.1 

17170 

27.4 

61  + 

18 

6.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

195 

68.7 

41213 

65.9 

Black 

84 

29.6 

12675 

20.3 

Hispanic 

3 

1.1 

5632 

9.0 

Asian 

1 

0.4 

1740 

2.8 

Other 

1 

0.4 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Female 

97 

34.2 

25078 

40.1 

Male 

187 

65.8 

37493 

59.9 

Not  Reported 

0 

U.U 

i 
1 

A  A 
(J. 1) 

Kidney  Alone 

261 

91.9 

59783 

95.5 

Kidney  and  Pancreas 

23 

8.1 

2789 

4.5 

No 

260 

91.5 

54138 

86.5 

Yes 

24 

8.5 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

0 

113 

39.8 

19677 

31.4 

1-5 

122 

43.0 

23207 

37.1 

6-10 

27 

9.5 

5736 

9.2 

1 1  + 

21 

7.4 

5280 

8.4 

inch  ixcporicu 

i 
i 

ft  4 

ou  /  ^ 

1  7,  Q 

0 

133 

46.8 

20469 

32.7 

1-  19 

93 

32.7 

26645 

42.6 

20-  79 

49 

17.3 

9976 

15.9 

80-100 

9 

3.2 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

37 

13.0 

1 1726 

18.7 

21-25 

100 

35.2 

23821 

38.1 

26-30 

51 

18.0 

12454 

19.9 

31  + 

17 

6.0 

5762 

9.2 

Not  Reported 

79 

27.8 

8809 

14.1 

1  I  I  Hid  I  V 

Kidney 
Disease 

C\  r*mpn 1 1  c\v 

VI  KM  I  1  L  1  U  1  a  I 

vcti  c     c\y\  opn  it  a  1 
v.,  y  mic/  v_.  ui  i&cniitii 

79  7 

—  7  — 

9  9 

y  .y 

7149 

77  0 
1  1  7 

11./ 

Systemic 

89 

31.3 

11759 

18.8 

Tubulointerstitial 

8 

2.8 

4233 

6.8 

Diabetes 

65 

22.9 

14059 

22.5 

Other  Diagnosis 

11 

3.9 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

282 
2 

99.3 
0.7 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

I  cd i  OI 

Transplant 

1  7UO 

1989 

30 

o .  o 

10.6 

8951 

14  4 

14.3 

1990 

30 

10.6 

9819 

15.7 

1991 

51 

18.0 

10077 

16.1 

1992 

56 

19.7 

10157 

16.2 

1993-1994 

92 

32.4 

14547 

23.2 

iiiai\sis  in  rirsi 
Week  After 
Transplant* 

I  Co 

No 

118 

5  3 
41.5 

26528 

Q  1 

y.  l 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

24 

8.5 

7249 

11.6 

N/A*:  No 

127 

44.7 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

52 
81 

18.3 
28.5 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

73 

25.7 

12277 

19.6 

N/A*:  No 

78 

27.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Survival  Report  for  Good  Samaritan  Regional  Medical  Center  -  Phoenix  AZ 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

380  86.8  89.8 
380  78.2  85.1 
296     87.8  92.7 

148     93.2  92.8 
148     88.5  89.3 

528       528         60     88.6     90.6     -2.0  0.11 
528       527        100     81.0     86.3     -5.3  <0.01* 
296       278         35     87.8     92.7     -4.9  <0.01* 

3  Years  3 

68.6  78.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

366     96.0  97.1 
366     92.4  94.4 
338     94.1  94.8 

147    97.2  98.2 
147     95.1  96.2 

507     504.5       18.5     96.3     97.4     -1.1  0.11 
507     503.5       34.5     93.2     94.9     -1.7  0.07 
338     321.0       19.5     94.1     94.8     -0.7  0.57 

3  Years  3 

86.9  89.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Good  Samaritan  Regional  Medical  Center  -  Phoenix  AZ 
Provider  Number  030002  (AZGS) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

528 

100.0 

62572 

100.0 

Donor  Type 

Living 

112 

21.2 

14525 

23.2 

Cadaveric:  Stroke 

70 

13.3 

15624 

25.0 

Cadaveric:  MVA 

154 

29.2 

13317 

21.3 

Cadaveric:  Other 

192 

36.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

107 

20.3 

10738 

17.2 

18-30 

215 

40.7 

19464 

31.1 

31-45 

146 

27.7 

18538 

29.6 

46-60 

56 

10.6 

11397 

18.2 

0  1  + 

4 

0.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

403 

76.3 

49654 

79.4 

Black 

15 

2.8 

6469 

1  A  ") 

10.3 

Hispanic 

92 

17.4 

4943 

7.9 

Asian 

-7 

7 

l  .3 

801 

1.3 

Other 

1 1 

2.1 

620 

1.0 

Not  Reported 

0 

A  A 

0.0 

85 

A  1 

0.1 

Donor  Gender 

Female 

174 

33.0 

25808 

41.2 

Male 

354 

67.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

75 
36 

14.2 
6.8 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.2 

551 

0.9 

Cadaveric:  0-11 

43 

8.1 

5889 

9.4 

Cadaveric:  12-21 

212 

40.2 

16112 

25.7 

Cadaveric:  22-31 

145 

27.5 

14287 

22.8 

Cadaveric:  32-41 

11 

2.1 

7669 

12.3 

Cadaveric:  42+ 

5 

0.9 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

71 
27 

13.4 
5.1 

5935 
3484 

9.5 
5.6 

2 

89 

16.9 

9648 

15.4 

3 

154 

29.2 

16005 

25.6 

4 

109 

20.6 

14003 

22.4 

5 

56 

10.6 

8963 

14.3 

6 

17 

3.2 

3009 

4.8 

Not  Reported 

5 

0.9 

1525 

2.4 

Recipient  Age 

0-17 

45 

8.5 

3951 

6.3 

18-35 

176 

33.3 

20414 

32.6 

36-45 

123 

23.3 

16397 

26.2 

46-60 

153 

29.0 

17170 

27.4 

61  + 

31 

5.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

350 

66.3 

41213 

65.9 

Black 

24 

4.5 

12675 

20.3 

Hispanic 

92 

17.4 

5632 

9.0 

Asian 

9 

1.7 

1740 

2.8 

Other 

53 

10.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

212 

40.2 

25078 

40.1 

Male 

316 

59.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

526 

99.6 

59783 

95.5 

Kidney  and  Pancreas 

2 

0.4 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

464 
64 

87.9 
12.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
i  ransiusions 

0 

1-5 

247 
149 

46.8 
28.2 

19677 
23207 

31.4 
37.1 

6-10 

42 

8.0 

5736 

9.2 

11  + 

56 

10.6 

5280 

8.4 

Not  Reported 

34 

6.4 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

206 
261 

39.0 
49.4 

20469 
26645 

32.7 
42.6 

20-  79 

48 

9.1 

9976 

15.9 

80-100 

13 

2.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

64 

12.1 

1 1726 

18.7 

21-25 

120 

22.7 

23821 

38.1 

26-30 

48 

9.1 

12454 

19.9 

31  + 

34 

6.4 

5762 

9.2 

Not  Reported 

262 

49.6 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

171 
85 

32.4 
16.1 

16923 
7349 

27.0 
1 1.7 

Systemic 

77 

14.6 

11759 

18.8 

Tubulointerstitial 

35 

6.6 

4233 

6.8 

Diabetes 

134 

25.4 

14059 

22.5 

Other  Diagnosis 

21 

4.0 

5271 

8.4 

Not  Reported 

5 

0.9 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

526 
2 

99.6 
0.4 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

102 
100 

19.3 
18.9 

9021 
8951 

14.4 
14.3 

1990 

83 

15.7 

9819 

15.7 

1991 

70 

13.3 

10077 

16.1 

1992 

73 

13.8 

10157 

16.2 

1993-1994 

100 

18.9 

14547 

23.2 

Dialv^K  in  First 

Week  After 
Transplant* 

Yes 
No 

33 
262 

6.3 
49.6 

5716 
26528 

9.1 
42.4 

Not  Reported 

1 

0.2 

949 

1.5 

N/A*:  Yes 

34 

6.4 

7249 

11.6 

N/A*:  No 

198 

37.5 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

98 
198 

18.6 
37.5 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

102 

19.3 

12277 

19.6 

N/A*:  No 

130 

24.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Columbia  Medical  Center  -  Phoenix  AZ 
Provider  Number  030008  (AZHH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond.3 
3  Years 

10     70.0  92.3 
10     60.0  88.6 
6     79.6  95.1 

20     94.9  93.5 
20     84.0  89.8 

30         29          4     86.6     93.1      -6.5  0.16 
30         28          7     75.6     89.4   -13.8  0.02* 
6          4          1     79.6     95.1    -15.5  0.22 

3  Years  3 

47.8  84.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

10     70.0  97.9 
10     70.0  95.4 
7   100.0  94.8 

20     94.9  98.2 
20     84.0  95.7 

30      29.0        4.0     86.6     98.1    -11.5  <0.01* 
30       28.0        6.0     79.1     95.6    -16.4  <0.01* 
7        4.0        0.0   100.0     94.8      5.2  1.00 

3  Years  3 

70.0  90.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Columbia  Medical  Center  -  Phoenix  AZ 
Provider  Number  030008  (AZHH) 


 Program- 
Number 

—  National 
Number 

n/ 

% 

Total  Transplants  and  Percentages 

inn  n 

inn  n 

1  uu.u 

Donor  Type 

Living 

11 

36.7 

14525 

23.2 

Cadaveric:  Stroke 

5 

16.7 

15624 

25.0 

Cadaveric:  MVA 

7 

9"? 

Zl.j 

Cadaveric:  Other 

7 

93  1 

i  on^n 

1  y\jj\j 

Not  Reported 

o 

0  0 

Id 

0  1 

V/.  1 

Donor  Age 

0-17 

1 

3.3 

10738 

17.2 

18-30 

17 

56.7 

19464 

31.1 

31-45 

8 

26.7 

18538 

29.6 

46-60 

-i 
j 

i  n  n 

1  1  3Q7 

1  8  9 
Io._ 

61  + 

3  3 

J  .o 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

21 

70.0 

49654 

79.4 

Black 

1 

3.3 

6469 

10.3 

Hispanic 

4 

13.3 

4943 

7.9 

Asian 

1 

3.3 

801 

1.3 

Other 

3 

10.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

14 

46.7 

25808 

41.2 

Male 

16 

53.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

8 
0 

26.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

6.7 

551 

0.9 

Cadaveric:  0-11 

5 

16.7 

5889 

9.4 

Cadaveric:  12-21 

7 

23.3 

16112 

25.7 

Cadaveric:  22-31 

5 

16.7 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

3 

10.0 

3935 

6.3 

6-b 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

5 
2 

16.7 
6.7 

5935 
3484 

9.5 
5.6 

2 

8 

26.7 

9648 

15.4 

3 

6 

20.0 

16005 

25.6 

4 

6 

20.0 

14003 

22.4 

5 

2 

6.7 

8963 

14.3 

6 

1 

3.3 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

i  to 

0-17 

0 

0.0 

3951 

6.3 

18-35 

8 

26.7 

20414 

32.6 

36-45 

9 

30.0 

16397 

26.2 

46-60 

10 

33.3 

17170 

27.4 

61  + 

3 

10.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

20 

66.7 

41213 

65.9 

Black 

1 

3.3 

12675 

20.3 

Hispanic 

5 

16.7 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

4 

13.3 

1231 

2.0 

Not  Reported 

o 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

12 

40.0 

25078 

40.1 

1  vx  die 

1 8 

1  O 

60  0 

37493 

S9  9 

J/./ 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

30 

100.0 

59783 

95.5 

Kidnev  and  Pancreas 

IVIUIIVJ     U1IU    1    Ullvl  WUJ 

o 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

26 
4 

86.7 
13.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

22 
0 

73.3 
0.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

8 

26.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

10 
17 

33.3 
56.7 

20469 
26645 

32.7 
42.6 

20-  79 

3 

10.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

5 

16.7 

11726 

18.7 

21-25 

13 

43.3 

23821 

38.1 

26-30 

5 

16.7 

12454 

19.9 

31  + 

6 

20.0 

5762 

9.2 

Not  Reported 

1 

3.3 

8809 

14.1 

Primary 

Glomerular 

10 

33.3 

16923 

27.0 

Kidney 

Cystic/Congenital 

2 

6.7 

7349 

11.7 

Systemic 

2 

6.7 

11759 

18.8 

Tubulointerstitial 

2 

6.7 

4233 

6.8 

Diabetes 

8 

26.7 

14059 

22.5 

Other  Diagnosis 

6 

20.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 

Not  Hospitalized 

29 

96.7 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

1 

3.3 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

0 

0.0 

9021 

14.4 

Transplant 

1989 

0 

0.0 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

5 

16.7 

10077 

16.1 

1992 

7 

23.3 

10157 

16.2 

1993-1994 

18 

60.0 

14547 

23.2 

Dialysis  in  First 

Yes 

1 

3.3 

5716 

9.1 

Wee"k  After 

16.7 

26528 

42.4 

Transplant* 

No 

5 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

2 

6.7 

7249 

11.6 

N/A*:  No 

22 

73.3 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

1 

3.3 

13559 

21.7 

First  6  Months 

16.7 

19634 

After  Transplant* 

No 

5 

31.4 

N/A*:  Yes 

4 

13.3 

12277 

19.6 

N/A*:  No 

20 

66.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Joseph's  Hospital  Medical  Center  -  Phoenix  AZ 
Provider  Number  030024  (AZSJ) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

83  91.6  90.7 
83  90.3  86.5 
74     91.3  92.3 

43     95.3  93.0 
43     90.6  89.5 

126       126          9     92.9     91.5       1.4  0.58 
126       124         12     90.4     87.5      2.9  0.32 
74        65          6     91.3     92.3     -1.1  0.74 

3  Years  3 

82.4  79.9 

Patient  Surv  ival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No.  -     Rate    Rate    Diff.      p- : 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

81  96.2  97.7 
81  96.2  95.3 
77     94.4  95.8 

43     95.2  98.5 
43     92.7  96.7 

122     121.0        5.0     95.9     98.0     -2.1  0.10 
122     119.0        6.0     95.0     95.8     -0.8  0.66 
77      67.0        4.0     94.4     95.8     -1.4  0.57 

3  Years  3 

90.8  91.3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Joseph's  Hospital  Medical  Center  -  Phoenix  AZ 
Provider  Number  030024  (AZSJ) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

126 

100.0 

62572 

100.0 

Donor  Type 

Living 

26 

20.6 

14525 

23.2 

Cadaveric:  Stroke 

19 

15.1 

15624 

25.0 

Cadaveric:  MVA 

33 

26.2 

13317 

21.3 

Cadaveric:  Other 

48 

38.1 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

29 

23  0 

10738 

1U  /  JO 

17  2 

18-30 

53 

42.1 

19464 

31.1 

31-45 

27 

21.4 

18538 

29.6 

46-60 

16 

12.7 

11397 

18.2 

61  + 

1 

0.8 

2394 

3.8 

Not  Reported 

U 

u.u 

A  1 

O  1 
U.  1 

Donor  Race 

White 

97 

77.0 

49654 

79.4 

Black 

4 

3.2 

6469 

10.3 

Hispanic 

21 

16.7 

4943 

7.9 

Asian 

2 

1.6 

801 

1.3 

Other 

2 

1.6 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

36 

28.6 

25808 

41.2 

Male 

90 

71.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

23 
0 

18.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.8 

551 

0.9 

Cadaveric:  0-11 

7 

5.6 

5889 

9.4 

Cadaveric:  12-21 

63 

50.0 

16112 

25.7 

Cadaveric:  22-31 

22 

17.5 

14287 

22.8 

Cadaveric:  32-41 

2 

1.6 

7669 

12.3 

Cadaveric:  42+ 

2 

1.6 

2519 

4.0 

Not  Reported 

6 

4.8 

3935 

6.3 

7-b 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

1   >  •  i  ill  /if 

L/KVKl  OI 

Mismatch 

u 

i 
i 

i  n 
1U 

1  £  1 
10.  1 

l.y 

coo  c 

"5  A  QA 

i4o4 

y.j 

J.O 

2 

22 

17.5 

9648 

15.4 

3 

38 

30.2 

16005 

25.6 

4 

24 

19.0 

14003 

22.4 

5 

9 

7.1 

8963 

14.3 

6 

1 

0.8 

3009 

4.8 

Not  Reported 

1 

0.8 

1525 

2.4 

Recipient  Age 

0-17 

10 

7.9 

3951 

6.3 

18-35 

46 

36.5 

20414 

32.6 

36-45 

34 

27.0 

16397 

26.2 

46-60 

27 

21.4 

17170 

27.4 

61  + 

9 

7.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

85 

67.5 

41213 

65.9 

Black 

8 

6.3 

12675 

20.3 

Hispanic 

23 

18.3 

5632 

9.0 

Asian 

5 

4.0 

1740 

2.8 

Other 

5 

4.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

62 

49.2 

25078 

40.1 

Male 

64 

50.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

126 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

115 
11 

91.3 
8.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

46 
52 

36.5 
41.3 

19677 
23207 

31.4 
37.1 

6-10 

3 

2.4 

5736 

9.2 

11  + 

2 

1.6 

5280 

8.4 

Not  Renorted 

23 

18.3 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

60 
53 

47.6 
42.1 

20469 
26645 

32.7 
42.6 

20-  79 

9 

7.1 

9976 

15.9 

80-100 

4 

3.2 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 

7-c 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

29 

23.0 

11726 

18.7 

21-25 

57 

45.2 

23821 

38.1 

26-30 

26 

20.6 

12454 

19.9 

Q 

y 

7  1 

J  /  uz 

0  9 

y  .jL 

fnoi  i\epuneu 

j 

d  0 

H.U 

00U7 

1 A  1 
1 1. 1 

Primary 

Glomerular 

42 

33.3 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

19 

15.1 

7349 

11.7 

Systemic 

20 

15.9 

11759 

18.8 

1  UDL!  KHilLLI  SLILIdl 

0 

o 

49"?^ 
tZJj 

0.0 

Diabetes 

27 

21.4 

14059 

22.5 

Other  Diagnosis 

7 

5.6 

5271 

8.4 

Not  Reported 

3 

2.4 

2978 

4.8 

ixccipieni 

1NUL  nUSpilallZcU 

1  9S 

1  ZJ 

77.Z 

J7Z0V/ 

04  7 

Description  at 
Transplant 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.8 

906 

1.4 

Year  of 

1988 

17 

13.5 

9021 

14.4 

Transplant 

1989 

17 

13.5 

8951 

14.3 

1  yy\) 

ZJ 

1  8  1 
I  O.J 

Oft  1  Q 

70  1  y 

1991 

22 

17.5 

10077 

16.1 

1992 

1 1 

8.7 

10157 

16.2 

1993-1994 

36 

28.6 

14547 

23.2 

Dialysis  in  First 

Yes 

13 

10.3 

5716 

9.1 

Week  After 

46.8 

26528 

42.4 

Transplant* 

No 

59 

inul  rvcpui  ICU 

7 

l  fi> 

Q4Q 

7H7 

N/A*:  Yes 

13 

10.3 

7249 

11.6 

N/A*:  No 

39 

31.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

34 

27.0 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

40 

31.7 

31.4 

N/A*:  Yes 

29 

23.0 

12277 

19.6 

N/A*:  No 

23 

18.3 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

82  84.1  86.8 
82  78.0  81.1 
63     87.6  92.1 

16     87.4  90.7 
16     86.9  85.4 

98         97         15     84.7     87.5     -2.8  0.39 
98         97         20     79.4     81.8     -2.4  0.53 
63         49          7     87.6     92.1      -4.5  0.20 

3  Years  3 

68.4  74.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

81  92.5  96.2 
81  88.7  92.4 
71     86.4  94.0 

16   100.0  97.0 
16   100.0  93.1 

95       93.5        6.0     93.6     96.3      -2.7  0.16 
95       93.5        9.0     90.4     92.5     -2.1  0.44 
71       61.0        9.0     86.4     94.0     -7.6  <0.01* 

3  Years  3 

76.7  86.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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 Program   —  National  — 

Number  %      Number  % 


Total  Transplants  and  Percentages 

OS 

i  nn  n 

OZz>  1 L 

i  ftft  ft 

Donor  Type 

Living 

17 

17.3 

14525 

23.2 

Cadaveric:  Stroke 

15 

15.3 

15624 

25.0 

Cadaveric:  MVA 

30 

30.6 

13317 

21.3 

Cadaveric:  Other 

36 

36.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

19 

19.4 

10738 

17.2 

18-30 

38 

38.8 

19464 

31.1 

31-45 

24 

24.5 

18538 

29.6 

46-60 

10 

1  O.J 

1  1  "JQ7 

1  1  jy  1 

1  8  "> 
1  O.Z 

£.  1  _i 

61  + 

1 

1.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

75 

76.5 

49654 

79.4 

Black 

5 

5.1 

6469 

10.3 

Hispanic 

16 

16.3 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

2 

2.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

44 

44.9 

25808 

41.2 

Male 

54 

55.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

17 
0 

17.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

7 

7.1 

5889 

9.4 

Cadaveric:  12-21 

30 

30.6 

161 12 

25.7 

Cadaveric:  22-31 

26 

26.5 

14287 

22.8 

Cadaveric:  32-41 

11 

11.2 

7669 

12.3 

Cadaveric:  42+ 

5 

5.1 

2519 

4.0 

Not  Reported 

2 

2.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

6 
6 

6.1 
6.1 

5935 
3484 

9.5 
5.6 

2 

9 

9.2 

9648 

15.4 

3 

21 

21.4 

16005 

25.6 

4 

21 

21.4 

14003 

22.4 

5 

16 

16.3 

8963 

14.3 

6 

8 

8.2 

3009 

4.8 

Not  Reported 

11 

11.2 

1525 

2.4 

Recipient  Age 

0-17 

2 

2.0 

3951 

6.3 

18-35 

29 

29.6 

20414 

32.6 

36-45 

21 

21.4 

16397 

26.2 

46-60 

31 

31.6 

17170 

27.4 

61  + 

15 

15.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

58 

59.2 

41213 

65.9 

Black 

3 

3.1 

12675 

20.3 

Hispanic 

27 

27.6 

5632 

9.0 

Asian 

1 

1.0 

1740 

2.8 

Other 

9 

9.2 

1231 

2.0 

1NUI  l\C|JUI  LCU 

n 

u 

0  0 

81 

O  1 

0  1 

Recipient 
Gender 

Female 

26 

26.5 

25078 

40.1 

Male 

77 

1  J.J 

"374CH 

J  /  47J 

jy.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

98 

100.0 

59783 

95.5 

n 

\j 

0  0 

2789 

4  5 

Previous  Kidney 
Transplant 

No 
Yes 

83 
15 

84.7 
15.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

73 
5 

74.5 
5.1 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

20 

20.4 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

64 
11 

65.3 
11.2 

20469 
26645 

32.7 
42.6 

20-  79 

15 

15.3 

9976 

15.9 

80-100 

6 

6.1 

4277 

6.8 

Not  Reported 

2 

2.0 

1205 

1.9 

1997  Center  Specific  Report 


Kidney  Volume 


 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

31 

31.6 

11726 

18.7 

21-25 

44 

44.9 

23821 

38.1 

26-30 

19 

19.4 

12454 

19.9 

31  + 

i  i 
3 . 1 

J  /oz 

y.Z 

Not  Reported 

1 

1 .0 

8809 

14.1 

Primary 

Glomerular 

47 

48.0 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

4 

4.1 

7349 

11.7 

Systemic 

17 

17.3 

11759 

18.8 

Tubulointerstitial 

4 

A  1 

4.1 

4233 

£  o 

6.8 

Diabetes 

17 

17.3 

14059 

22.5 

Other  Diagnosis 

6 

6.1 

5271 

8.4 

Not  Reported 

3 

3.1 

2978 

4.8 

Recipient 

Not  Hospitalized 

A  C\ 

49 

50.0 

59280 

94.7 

Description  at 

Tfiin^nliiiit 

Hospitalized 

48 

49.0 

1917 

3.1 

ICU/Life  Support 

1 

l.O 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

21 

21.4 

9021 

14.4 

Transplant 

1989 

30 

30.6 

8951 

14.3 

1990 

14 

14.3 

9819 

15.7 

1991 

14 

14.3 

10077 

16.1 

1992 

11 

1 1.2 

10157 

16.2 

1993-1994 

8 

8.2 

14547 

23.2 

Dialysis  in  First 

Yes 

12 

12.2 

5716 

9.1 

Week  After 

45 

26528 

42.4 

Transplant* 

No 

45.9 

Not  Reported 

o 

O.  1 

949 

1  c 

1 .5 

N/A*:  Yes 

10 

10.2 

7249 

1 1.6 

N/A*:  No 

21 

21.4 

21509 

34.4 

N/A*:  Not  Reported 

4 

4.1 

621 

1.0 

Rejection  in 

Yes 

16 

16.3 

13559 

21.7 

First  6  Months 

47 

After  Transplant* 

No 

48.0 

19634 

31.4 

N/A*:  Yes 

11 

1 1.2 

12277 

19.6 

N/A*:  No 

24 

24.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  Medical  Center  -  Tucson  AZ 
Provider  Number  030064  (AZUA) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

7     57.1  92.0 
7     57.1  88.3 
4   100.0  92.7 

39     89.7  91.7 
39     84.3  87.4 

46         46          7     84.8     91.7     -6.9  0.08 
46         44          9     80.0     87.5     -7.5  0.12 
4          4          0   100.0     92.7      7.3  1.00 

3  Years  3 

57.1  81.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

7   100.0  98.4 
7     84.6  96.7 
6   100.0  97.6 

36   100.0  97.6 
36     97.1  94.7 

43       42.0        0.0   100.0     97.7      2.3  0.31 
43      38.5        2.0     95.1     95.1      0.0  0.98 
6        4.5        0.0   100.0     97.6      2.4  1.00 

3  Years 3 

84.6  94.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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University  Medical  Center  -  Tucson  AZ 
Provider  Number  030064  (AZUA) 


 *.i  t  i  r»  ?  i  *i  1 

 1 1  <1 1 IU  11  a  1 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

46 

100.0 

62572 

100.0 

Donor  Type 

Living 

13 

28.3 

14525 

23.2 

/"I  _  J  _  •  o  i  I  

Cadaveric:  Stroke 

9 

19.6 

15624 

25.0 

Cadaveric:  MVA 

9 

19.6 

13317 

21.3 

Cadaveric:  Other 

15 

32.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

11 

23.9 

10738 

17.2 

18-30 

17 

37.0 

19464 

31.1 

31-45 

16 

34.8 

18538 

29.6 

46-60 

2 

4.3 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

wnite 

32 

69.6 

49654 

79.4 

Dior*  l' 

tsiacK 

2 

4.3 

6469 

10.3 

Hispanic 

12 

26.1 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

vjtner 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

1  A 

14 

^  A  A 

50 .4 

■~)  C  O  AO 

25oUo 

4 1 .1 

Male 

32 

69.6 

36762 

coo 
JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

13 
0 

28.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

3 

6.5 

5889 

9.4 

Cadaveric:  12-21 

17 

37.0 

16112 

25.7 

Cadaveric:  22-31 

10 

21.7 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

3 

6.5 

3935 

6.3 

9-b 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 

Nil  m  hpt* 

11  U  III  UCI 

/o 

—  National  - 

ll  U  III  UCI 

/o 

Level  of 

0 
1 

6 
4 

13.0 
8.7 

5935 
3484 

9.5 
5.6 

2 

9 

19.6 

9648 

15.4 

3 

11 

23.9 

16005 

25.6 

4 

6 

13.0 

14003 

22.4 

■x 
j 

6  S 

U.J 

0~U  J 

14  1 

1  H.J 

0 

fi  ft 

4  8 

H.O 

r\Jnt  RpnnrtpH 

7 

1  5  7 

1 S7S 

7  4 

Recipient  Age 

0-17 

5 

10.9 

3951 

6.3 

18-35 

12 

26.1 

20414 

32.6 

36-45 

Jut  J 

161Q7 

76  7 

4fi-fifi 

1  S 

17  6 

1  71  7n 

1  /  1  /u 

77  4 
z  /  .h 

61  + 

\)  1  ' 

a 

o 

1 7  4 

4677 

7  4 

/  .H 

iNUL  ivcpuricu 

n 

u.u 

1  J 

n  n 
u.u 

Recipient  Race 

White 

27 

58.7 

41213 

65.9 

Black 

1 

2.2 

12675 

20.3 

n  lbjJal  1 1C 

l  s 

i  j 

^£17 

JUjZ 

Asicin 

z 

4  1 

1  /tu 

7  8 
Z.o 

Other 

1 

2.2 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

20 

43.5 

25078 

40.1 

Male 

26 

56.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

46 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

rrevious  iviuncy 
Transplant 

1NO 
I  CD 

4fi 

f. 

87  n 

0  /  .v 

1  J.u 

S41 18 

JH  1  JO 

8747 

86  S 
1 1  7 

IVCUUI  LCU 

0 

0  ft 

1  87 

fi  1 

U.J 

Pretransplant 
Transfusions 

0 

1-5 

41 
4 

89.1 
8.7 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

1 

2.2 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

34 
3 

73.9 
6.5 

20469 
26645 

32.7 
42.6 

20-  79 

6 

13.0 

9976 

15.9 

80-100 

3 

6.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

3 

6.5 

11726 

18.7 

21-25 

4 

8.7 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

2 

4.3 

5762 

9.2 

Not  Reported 

37 

80.4 

8809 

14.1 

Primary 

Glomerular 

1 

1  J.Z 

loyzj 

I  /.U 

Kidney 
Disease 

Cystic/Congenital 

O 

1 J  .u 

71/10 

1  1  7 
11./ 

Systemic 

14 

30.4 

11759 

18.8 

Tubulointerstitial 

1 

2.2 

4233 

6.8 

Diabetes 

o 
8 

}  H  A 

1  1 A 

1  A  ftCft 

I4Uj9 

22. i> 

Other  Diagnosis 

7 

15.2 

5271 

8.4 

Not  RpnnrtpH 

3 

6.5 

2978 

4.8 

Recipient 

Not  Hospitalized 

41 

89.1 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

4 

8.7 

1917 

3.1 

1 

4U7 

o  7 

inch  ixcporicu 

n 

u 

1  4 

1  .*-r 

Year  of 

1988 

2 

4.3 

9U2 1 

1  A  A 

14.4 

Transplant 

1989 

0 

0.0 

8951 

14.3 

1990 

1 

2.2 

9819 

15.7 

1991 

2 

4.3 

10077 

16.1 

1992 

7 

15.2 

10157 

16.2 

1993-1994 

34 

73.9 

14547 

23.2 

Dialysis  in  First 

Yes 

0 

U.U 

b  1  lo 

y.  l 

Week  After 

26528 

42.4 

Transplant* 

No 

4 

8.7 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

1 1 

23.9 

7249 

1  1  £L 

1 1 .6 

N/A*:  No 

31 

67.4 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

1 

2.2 

13559 

21.7 

First  6  Months 

31.4 

After  Transplant* 

No 

3 

6.5 

19634 

N/A*:  Yes 

23 

50.0 

12277 

19.6 

N/A*:  No 

19 

41.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Bernardine  Medical  Center  -  San  Bernardino  CA 
Provider  Number  050129  (CABE) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

116  93.1  90.8 
116  86.2  86.2 
100     95.9  93.1 

70     82.9  92.1 
70     78.6  87.5 

186        186         20     89.2     91.3     -2.0  0.32 
186        186         31     83.3     86.7     -3.4  0.16 
100         91           4     95.9     93.1       2.8  0.27 

3  Years  3 

82.6  80.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

115     96.5  97.5 
115     94.7  94.8 
109     89.7  94.6 

70     92.8  97.8 
70     87.0  95.1 

184     183.5        9.0     95.1     97.6     -2.5  0.03* 
184     182.5       15.0     91.8     94.9     -3.1  0.05 
109     104.5       11.0     89.7     94.6     -4.9  0.02* 

3  Years  3 

85.0  89.7 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


10-a 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Bernardine  Medical  Center  -  San  Bernardino  CA 
Provider  Number  050129  (CABE) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

186 

100.0 

62572 

100.0 

Donor  Type 

Living 

56 

30.1 

14525 

23.2 

Cadaveric:  Stroke 

48 

25.8 

15624 

25.0 

Cadaveric:  MVA 

33 

17.7 

13317 

21.3 

Cadaveric:  Other 

49 

26.3 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

27 

14.5 

10738 

17.2 

18-30 

52 

28.0 

19464 

31.1 

31-45 

67 

36.0 

18538 

29.6 

46-60 

33 

17.7 

11397 

18.2 

r  i 

61  + 

7 

3.8 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

128 

68.8 

49654 

79.4 

Black 

14 

7.5 

6469 

10.3 

Hispanic 

39 

21.0 

A  C\  A  "> 

4943 

7.9 

Asian 

3 

1.6 

801 

1.3 

Other 

2 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

72 

38.7 

25808 

41.2 

Male 

114 

61.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

56 
0 

30.1 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

6 

3.2 

5889 

9.4 

Cadaveric:  12-21 

69 

37.1 

16112 

25.7 

Cadaveric:  22-31 

36 

19.4 

14287 

22.8 

Cadaveric:  32-41 

13 

7.0 

7669 

12.3 

Cadaveric:  42+ 

6 

3.2 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  ~ 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

23 
15 

12.4 
8.1 

5935 
3484 

9.5 
5.6 

2 

26 

14.0 

9648 

15.4 

3 

60 

32.3 

16005 

25.6 

4 

31 

16.7 

14003 

22.4 

5 

20 

10.8 

8963 

14.3 

6 

8 

4.3 

3009 

4.8 

Not  Reported 

3 

1.6 

1525 

2.4 

Recipient  Age 

0-17 

2 

1.1 

3951 

6.3 

18-35 

52 

28.0 

20414 

32.6 

36-45 

51 

27.4 

16397 

26.2 

46-60 

62 

33.3 

17170 

27.4 

61  + 

19 

10.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

94 

50.5 

41213 

65.9 

Black 

26 

14.0 

12675 

20.3 

Hispanic 

62 

33.3 

5632 

9.0 

Asian 

3 

1.6 

1740 

2.8 

Other 

1 

0.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

63 

33.9 

25078 

40.1 

Male 

123 

66.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

186 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

169 
17 

90.9 
9.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

77 
71 

41.4 
38.2 

19677 
23207 

31.4 
37.1 

6-10 

22 

1 1.8 

5736 

9.2 

11  + 

16 

8.6 

5280 

8.4 

inoi  rvtpuricu 

0  0 

867? 

1  3  9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

83 
79 

44.6 
42.5 

20469 
26645 

32.7 
42.6 

20-  79 

15 

8.1 

9976 

15.9 

80-100 

9 

4.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

2 

1.1 

11726 

18.7 

21-25 

12 

6.5 

23821 

38.1 

26-30 

3 

1.6 

1  '"i  A  C  A 

12454 

19.9 

31  + 

1 

0.5 

5762 

9.2 

Not  Reported 

168 

90.3 

8809 

14.1 

Glomerular 

55 

29.6 

16923 

27.0 

Cystic/Congenital 

15 

8.1 

7349 

11.7 

Systemic 

41 

22.0 

11759 

18.8 

Tubulointerstitial 

9 

4.8 

4233 

6.8 

Diabetes 

53 

28.5 

14059 

22.5 

Other  Diagnosis 

7 

3.8 

5271 

8.4 

Not  Reported 

6 

3.2 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

186 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

10 

5.4 

9021 

14.4 

1989 

23 

12.4 

8951 

14.3 

1990 

34 

18.3 

9819 

15.7 

1991 

40 

21.5 

10077 

16.1 

1992 

32 

17.2 

10157 

16.2 

1993-1994 

47 

25.3 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 
N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


18 

9.7 

5716 

9.1 

82 

44.1 

26528 

42.4 

0 

0.0 

949 

1.5 

27 

14.5 

7249 

11.6 

59 

31.7 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


22 

11.8 

13559 

21.7 

78 

41.9 

19634 

31.4 

16 

8.6 

12277 

19.6 

70 

37.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Alta  Bates  Medical  Center  -  Berkeley  CA 
Provider  Number  050305  (CABH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No. 

of 
TX 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

No. 

of 
TX 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

No. 

of 
TX 

No.  1 
w/CFU 

No. 
Failed 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

Diff. 
(%) 

P-2 
value 

3  Months 

173 

89.0 

85.9 

71 

91.5 

90.4 

244 

244 

25 

89.8 

87.2 

2.6 

0.22 

1  Year 

173 

81.4 

79.2 

71 

88.7 

84.9 

244 

242 

40 

83.5 

80.8 

2.7 

0.28 

Cond. 3 
3  Years 

139 

89.0 

87.6 

139 

134 

15 

89.0 

87.6 

1.4 

0.61 

3  Years  3 

72.4 

69.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  '-s     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

171     97.0  96.3 
171     94.5  92.9 
148     96.4  92.6 

70     98.5  97.7 
70     97.0  95.0 

240     235.5        6.0     97.5     96.7      0.7  0.51 
240     226.0       11.0     95.2     93.5       1.7  0.27 
148     136.5        5.0    96.4     92.6      3.8  0.08 

3  Years  3 

91.1  86.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Alta  Bates  Medical  Center  -  Berkeley  CA 
Provider  Number  050305  (CABH) 


 Program-- 

^1  1 1  all  r\  a  ** 

/o 

—  National 

0/ 

/o 

Total  Transplants  and  Percentages 

244 

100.0 

62572 

100.0 

Donor  Type 

Living 

22 

9.0 

14525 

23.2 

Cadaveric:  Stroke 

no 

98 

40.2 

15624 

25.0 

Cadaveric:  MVA 

46 

18.9 

13317 

21.3 

Cadaveric:  Other 

78 

32.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

27 

11.1 

10738 

17.2 

18-30 

67 

27.5 

19464 

31.1 

11   A  ^ 
j  1  -4  J 

72 

29.5 

18538 

29.6 

46-60 

71 

29.1 

1 1397 

18.2 

61  + 

7 

2.9 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

177 

72.5 

49654 

79.4 

Black 

20 

8.2 

6469 

10.3 

Hispanic 

36 

14.8 

4943 

7.9 

Asian 

9 

3.7 

801 

1.3 

Other 

2 

0.8 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

99 

40.6 

25808 

41.2 

Male 

145 

59.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

10 
12 

4.1 

4.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

11 

4.5 

5889 

9.4 

Cadaveric:  12-21 

73 

29.9 

16112 

25.7 

Cadaveric:  22-31 

80 

32.8 

14287 

22.8 

Cadaveric:  32-41 

58 

23.8 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 

11  -b 


1997  Center  Specific  Report 
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Program- 


—  National  — 


Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


Number 

% 

Number 

% 

0 

8 

3.3 

5935 

9.5 

1 

1 

0.4 

3484 

5.6 

2 

9 

3.7 

9648 

15.4 

3 

34 

13.9 

16005 

25.6 

4 

/■A 

69 

28.3 

14003 

22.4 

5 

74 

30.3 

8963 

14.3 

6 

35 

14.3 

3009 

4.8 

Not  Reported 

1  A 

14 

5.7 

1525 

2.4 

0-17 

0 

0.0 

3951 

6.3 

18-35 

64 

26.2 

20414 

32.6 

36-45 

76 

31.1 

16397 

26.2 

46-60 

83 

34.0 

17170 

27.4 

61  + 

21 

8.6 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

86 

35.2 

41213 

65.9 

Black 

108 

44.3 

12675 

20.3 

Hispanic 

20 

8.2 

5632 

9.0 

Asian 

23 

9.4 

1740 

2.8 

Other 

7 

2.9 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Female 

108 

44.3 

25078 

40.1 

Male 

136 

55.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Kidney  Alone 

244 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

No 

214 

87.7 

54138 

86.5 

Yes 

30 

12.3 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

0 

94 

38.5 

19677 

31.4 

1-5 

116 

47.5 

23207 

37.1 

6-10 

21 

8.6 

5736 

9.2 

11  + 

13 

5.3 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

0 

49 

20.1 

20469 

32.7 

1-  19 

148 

60.7 

26645 

42.6 

20-  79 

36 

14.8 

9976 

15.9 

80-100 

11 

4.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

44 

18.0 

11726 

18.7 

21-25 

98 

40.2 

23821 

38.1 

26-30 

38 

15.6 

12454 

19.9 

j  i  + 

1  7 
1  / 

7  n 
/  .u 

^7A7 
J  /OZ 

Q  7 

y.Z 

Not  Reported 

A  H 
4  / 

19. J 

14. 1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

65 
15 

26.6 
6.1 

16923 
7349 

27.0 
11.7 

Systemic 

78 

32.0 

11759 

18.8 

Tubulointerstitial 

1  7 

A  O 

ATI  1 

a  o 
0.0 

Diabetes 

55 

22.5 

14059 

22.5 

Other  Diagnosis 

15 

6.1 

5271 

8.4 

Not  Reported 

4 

1.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

z4  3 

on  c 
yy.O 

COO  OA 

CiA  1 

94.  / 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.4 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

30 
43 

12.3 
17.6 

9021 
8951 

14.4 
14.3 

1990 

45 

18.4 

9819 

15.7 

1991 

43 

17.6 

10077 

16.1 

1992 

32 

13.1 

10157 

16.2 

1993-1994 

51 

20.9 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

17 

122 

7.0 
50.0 

5716 
26528 

9.1 
42.4 

Not  Reported 

U 

U.U 

Q/IQ 

1  c 

1 .  J 

N/A*:  Yes 

28 

11.5 

7249 

11.6 

N/A*:  No 

77 

31.6 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

79 
60 

32.4 
24.6 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

51 

20.9 

12277 

19.6 

N/A*:  No 

54 

22.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Alta  Bates  Medical  Center 
2320  Woolsey  Street,  Berkeley,  CA  94705 
Provider  Number  050305  (CABH) 


May  8,  1997 

The  Alta  Bates  Kidney  Transplant  program  has  been  providing  high  quality  renal  transplant  care  to  the  culturally 
rich  and  diverse  Berkeley,  California  and  East  San  Francisco  Bay  communities  for  the  past  ten  years. 

Affiliated  with  the  Transplant  Programs  at  the  California  Pacific  Medical  Center  (San  Francisco,  CA)  and  staffed  by 
the  same  physicians,  our  one  year  transplant  (88.2%)  and  patient  (95%)  survival  rates  are  once  again  above  the 
national  risk-adjusted  rates  as  determined  by  U.N.O.S. 

These  data  are  notable  in  view  of  the  large  percentage  of  transplants  to  minorities  and  elderly,  and  accurately  reflect 
the  excellence,  experience,  and  ethnic  sensitivity  of  our  staff.  We  are  committed  to  improvement  as  evidenced  by  a 
comparison  of  Era  1  and  Era  2  results  and  shall  continue  to  strive  to  provide  the  best  patient  care  possible  in  the 
future. 

William  Bry,  M.D. 
Surgical  Director 

Alta  Bates  Kidney  Transplant  Center 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Children's  Hospital  -  Los  Angeles  CA 
Provider  Number  053302  (CACL) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No. 1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

83  79.5  86.1 
83  69.6  80.1 
53     81.8  85.8 

38    92.1  91.1 
38    81.4  86.9 

121        121         20     83.5     87.7     -4.2  0.15 
121       119        32    73.3    82.2     -8.9  <0.01* 
53         44          9     81.8     85.8     -4.0  0.41 

3  Years  3 

56.9  68.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No. 15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

78  97.4  98.4 
78  97.3  96.8 
70   100.0  97.6 

38   100.0  99.1 
38    97.2  98.0 

112     112.0        2.0     98.2     98.6     -0.4  0.71 
112     107.0        3.0    97.3     97.2      0.1  0.95 
70      52.0        0.0   100.0    97.6      2.4  0.21 

3  Years  3 

97.3  94.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Children's  Hospital  -  Los  Angeles  CA 
Provider  Number  053302  (CACL) 


 Propram-- 

Number 

% 

 National 

Number 

% 

Total  Transplants  and  Percentages 

121 

100.0 

62572 

100.0 

Donor  Type 

Living 

1 1 

9.1 

14525 

23.2 

Cadaveric:  Stroke 

17 

14.0 

15624 

25.0 

cadaveric:  MVA 

34 

28.1 

13317 

21.3 

Cadaveric:  Other 

58 

47.9 

19030 

30.4 

Not  Reported 

1 

0.8 

76 

0.1 

Donor  Age 

0-17 

51 

42.1 

10738 

17.2 

18-30 

28 

23.1 

19464 

31.1 

31-45 

31 

25.6 

18538 

29.6 

46-60 

11 

9.1 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

lsumui  rvttct 

W  1 1 11C 

71 

58.7 

49654 

79.4 

UluvlV 

5 

4.1 

6469 

10.3 

M  Knan  ic 

1  1  1  J  I  '  cl  1  II  v_ 

38 

31.4 

4943 

7.9 

Asian 

4 

3.3 

801 

1.3 

Other 

Will  1 1 

2 

1.7 

620 

1.0 

Not  Reported 

1 

0.8 

85 

0.1 

Donor  Gender 

Female 

48 

"}Q  7 

41  7 

Male 

/  J 

UU.J 

J  o .  o 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

11 

0 

9.1 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

8 

6.6 

5889 

9.4 

Cadaveric:  12-21 

69 

57.0 

16112 

25.7 

Cadaveric:  22-31 

19 

15.7 

14287 

22.8 

Cadaveric:  32-41 

14 

11.6 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

2 

1.7 

5935 

9.5 

Mismatch 

1 

15 

12.4 

3484 

5.6 

2 

28 

23.1 

9648 

15.4 

3 

29 

24.0 

16005 

25.6 

4 

1  / 

11.5 

1  a  r\f\i 
14(JUi 

A 

ZZA 

5 

14 

11.6 

8963 

14.3 

6 

2 

1.7 

3009 

4.8 

Not  Reported 

4 

3.3 

1525 

2.4 

Recipient  Age 

0-17 

99 

81.8 

3951 

6.3 

18-35 

22 

18.2 

20414 

32.6 

"5  £.  AC 

36-45 

U 

u.u 

1639/ 

lo.l 

46-60 

0 

0.0 

17170 

21.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

25 

20.7 

41213 

65.9 

Black 

9 

7.4 

12675 

20.3 

Hispanic 

78 

64.5 

5632 

9.0 

Asian 

7 

5.8 

1740 

2.8 

Other 

2 

1.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

50 

41.3 

25078 

40.1 

Male 

71 

58.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

121 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

rrevious  iviuney 

1NO 

87 

0  / 

7  1  Q 

1  38 

8fi  S 
00.  J 

Transplant 

Yes 

34 

28.1 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

28 

23.1 

19677 

31.4 

Transfusions 

36 

29.8 

23207 

37.1 

1-5 

6- 11) 

1  n 
19 

15.  / 

5  Ho 

y.l 

1  1  4- 
1  1  r 

"38 

JO 

1 1  A 

^")8fi 

JZOU 

8  A 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

22 

18.2 

20469 

32.7 

toTransplant 

1-  19 

62 

51.2 

26645 

42.6 

20-  79 

31 

25.6 

9976 

15.9 

80-100 

6 

5.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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—  National  — 

Number 

% 

Number 

% 

RnHv  IVIacc  IiiHpy 

0-20 

93 

If,  Q 

1  1  79  f\ 

1  8  7 

l  o.  / 

21-25 

15 

12.4 

23821 

38  1 

26-30 

7 

5.8 

12454 

19.9 

31  + 

1 

0.8 

5762 

9.2 

Not  Reported 

5 

4.1 

8809 

14.1 

Primary 

j 

Glomerular 

26 

21.5 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

38 

31.4 

7349 

11.7 

Systemic 

12 

9.9 

1 1759 

18.8 

Tubulointerstitial 

16 

13.2 

4233 

6.8 

Diabetes 

o 

0.0 

14059 

22.5 

Other  Diagnosis 

1  o 

14.9 

5271 

O  A 

8.4 

Not  Reported 

1 1 

9.1 

2978 

4.8 

Recipient 

Not  Hospitalized 

112 

92.6 

59280 

94.7 

Dp^rrintinn  at 

full  iuiiuii  al 

Transplant 

Hospitalized 

2 

1.7 

1917 

3.1 

ICU/Lire  Support 

7 

5.8 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

23 

19.0 

9021 

14.4 

Transplant 

1989 

15 

12.4 

8951 

14.3 

1990 

22 

18.2 

9819 

15.7 

1991 

18 

14.9 

10077 

16.1 

i  on-) 

Zo 

15. 1 

I  u  I  i>  / 

lo.z 

1993-1994 

15 

12.4 

14547 

23.2 

Dialysis  in  First 

Yes 

4 

3.3 

5716 

9.1 

Week  After 

49 

40.5 

Transplant* 

No 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

17 

14.0 

7249 

1 1.6 

M/A  *  •  Kin 
IN  /  r\    .  IN  O 

<  i 

D  1 

4?  1 
HZ.  1 

rN/A  .  inoi  Keponea 

A 

u 

u.u 

A9  1 
OZ  1 

1  fi 

1  .u 

Rejection  in 

Yes 

45 

37.2 

13559 

21.7 

First  6  Months 

8 

After  Transplant* 

No 

6.6 

19634 

31.4 

N/A*:  Yes 

58 

47.9 

12277 

19.6 

N/A*:  No 

10 

8.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Cedars-Sinai  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050625  (CACS) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX      (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

177  85.9  88.4 
177  82.2  82.8 
142     94.8  91.2 

88     94.1  89.4 
88     87.8  84.5 

265       259         30     88.5     88.7     -0.1  0.94 
265        252         41     84.0     83.3      0.7  0.77 
142        122           7     94.8     91.2      3.6  0.13 

3  Years  3 

78.0  75.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

175     98.8  96.8 
175     95.9  93.7 
162     94.7  93.9 

88     97.5  97.3 
88     92.3  94.3 

258     250.5        4.0     98.4     97.0       1.4  0.18 
258     242.0       13.0     94.7     93.9      0.9  0.55 
162     142.5        8.0     94.7     93.9      0.8  0.67 

3  Years  3 

90.8  88.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Cedars-Sinai  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050625  (CACS) 


 Program — 

~ 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

265 

100.0 

62572 

100.0 

Donor  Type 

Living 

62 

23.4 

14525 

23.2 

Cadaveric:  Stroke 

73 

27.5 

15624 

25.0 

Cadaveric:  MVA 

50 

18.9 

13317 

21.3 

Cadaveric:  Other 

80 

30.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

33 

12.5 

10738 

17.2 

18-30 

95 

35.8 

19464 

31.1 

31-45 

69 

26.0 

18538 

29.6 

46-60 

53 

20.0 

11397 

18.2 

61  + 

15 

5.7 

2394 

3.8 

0 

0.0 

41 

0.1 

Donor  Race 

White 

163 

61.5 

49654 

79.4 

Black 

j  i 

1  1  7 
11./ 

D407 

1  U.J 

Hispanic 

^7 

1  7.0 

AQA1 

7  Q 

Asian 

1  c 
I J 

^  7 

J.  1 

801 
oU  1 

1  1 

1  .j 

Other 

A 
H 

1  .  J 

1  .V 

Not  Reported 

n  n 

w.u 

O  1 

U.  1 

Donor  Gender 

Female 

104 

39.2 

25808 

41.2 

Male 

161 

60.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

55 
0 

20.8 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.4 

551 

0.9 

Cadaveric:  0-11 

36 

13.6 

5889 

9.4 

Cadaveric:  12-21 

73 

27.5 

16112 

25.7 

Cadaveric:  22-31 

52 

19.6 

14287 

22.8 

Cadaveric:  32-41 

22 

8.3 

7669 

12.3 

Cadaveric:  42+ 

2 

0.8 

2519 

4.0 

Not  Reported 

24 

9.1 

3935 

6.3 
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 \|  o  t  i  n  n  q  1  

Number 

% 

Number 

% 

Level  of 

0 

27 

10.2 

5935 

9.5 

Mismatch 

1 

13 

4.9 

3484 

5.6 

2 

49 

18.5 

9648 

15.4 

3 

78 

29.4 

16005 

25.6 

4 

52 

19.6 

14003 

22.4 

5 

23 

8.7 

8963 

14.3 

6 

6 

2.3 

3009 

4.8 

Not  Reported 

17 

6.4 

1525 

2.4 

Recipient  Age 

0-17 

10 

3.8 

3951 

6.3 

18-35 

63 

23.8 

20414 

32.6 

74 

27  9 

16397 

2(\  2 

46-60 

93 

35.1 

17170 

21 A 

61  + 

25 

9.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

141 

53.2 

41213 

65.9 

Black 

45 

17.0 

12675 

20.3 

O  loUdl  1IC 

59 

j  y 

22  3 

5632 

9  0 

Asian 

16 

6.0 

1740 

2.8 

Other 

4 

1.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

121 

45.7 

25078 

40.1 

Male 

144 

54.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

265 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

226 

85.3 

54138 

86.5 

Transplant 

Yes 

39 

14.7 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

69 

26.0 

19677 

31.4 

Transfusions 

80 
ou 

30  2 

23207 

 '  —  w  / 

37  1 

1-5 

6-10 

33 

12  5 

5736 

9.2 

1 1  + 

25 

9.4 

5280 

8.4 

1NLH  IVCpUl  ICU 

JO 

OD  / Z 

1 "}  0 

Peak  PRA  Prior 

0 

56 

21.1 

20469 

32.7 

toTransplant 

1-  19 

83 

31.3 

26645 

42.6 

20-  79 

60 

22.6 

9976 

15.9 

80-100 

44 

16.6 

4277 

6.8 

Not  Reported 

22 

8.3 

1205 

1.9 
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Kidney  Volume 


 Program   —  National  — 

Number  %       Number  % 


Body  Mass  Index 

0-20 

45 

17.0 

1 1726 

18.7 

21-25 

126 

1  _  v ) 

47  S 

—     o  _  1 

_?o.  1 

26-30 

\J\) 

1  94S4 

1  0  Q 

3 1  + 

■J  1 

J  1 

1  1  7 

Tslnt  RpnortpH 

3 

1  1 

1  .  1 

8809 

14  1 

1  *~r.  1 

Prima  rv 

■    1   1  I  1 1  £1  I  » 

Kidney 
Disease 

C\  lomeru  lar 

VI  1       1 1 V 1  U  1  Cll 

Cystic/Congenital 

51 

35 

19.2 
13.2 

1 6923 
7349 

27  0 
11.7 

Systemic 

70 

26.4 

11759 

18.8 

Tubulointerstitial 

17 

6.4 

4233 

6.8 

Diabetes 

54 

20.4 

14059 

22.5 

Other  Diagnosis 

24 

9.1 

5271 

8.4 

Not  Reported 

14 

5.3 

2978 

4.8 

Recipient 

1  lot r  f  i  ii 1 1 1 1 n  at 
i/isu  I |J I  iu it  ai 

Transplant 

Not  Hospitalized 
Hospitalized 

262 
1 

98.9 
0.4 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

1 

0.4 

469 

0.7 

Not  Reported 

1 

0.4 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

46 

37 

17.4 
14.0 

9021 
8951 

14.4 
14.3 

1990 

32 

12.1 

9819 

15.7 

1991 

48 

18.1 

10077 

16.1 

1992 

37 

14.0 

10157 

16.2 

1993-1994 

65 

24.5 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

34 
104 

12.8 
39.2 

5716 
26528 

9.1 
42.4 

Not  Reported 

4 

1.5 

949 

1.5 

N/A*:  Yes 

42 

15.8 

7249 

11.6 

N/A*:  No 

79 

29.8 

21509 

34.4 

N/A*:  Not  Reported 

2 

0.8 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

52 
90 

19.6 
34.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

52 

19.6 

12277 

19.6 

N/A*:  No 

71 

26.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Green  Hospital  of  Scripps  Clinic  -  La  Jolla  CA 
Provider  Number  050424  (CAGH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

2  100.0  95.6 
2  100.0  93.5 

2          2          0  100.0    95.6      4.4  1.00 
2          2          0  100.0    93.5      6.5  1.00 

3  Years  3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

2   100.0  99.4 
2   100.0  98.5 

2        2.0        0.0   100.0     99.4      0.6  1.00 
2        2.0        0.0   100.0     98.5      1.5  1.00 

3  Years  3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Green  Hospital  of  Scripps  Clinic  -  La  Jolla  CA 
Provider  Number  050424  (CAGH) 

 Program   —  National  — 


Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

2 

100.0 

62572 

100.0 

Donor  Type 

Living 

2 

100.0 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

0 

0.0 

13317 

21.3 

Cadaveric:  Other 

0 

0.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-  1  / 

0 

0.0 

10738 

17.2 

18-30 

2 

100.0 

19464 

31.1 

31-45 

0 

0.0 

18538 

29.6 

46-60 

0 

0.0 

1 1397 

18.2 

61  + 

u 

u.u 

Not  Reported 

0 

0.0 

41 

0.1 

Dnnnr  Rjipp 

White 

0 

0.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hisnanic 

1 

50.0 

4943 

7.9 

Asian 

1 

50.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

1 

50.0 

25808 

41.2 

Male 

1 

50.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

1 

0 

50.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

0 

0.0 

16112 

25.7 

Cadaveric:  22-31 

0 

0.0 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

1 

50.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

0 

0.0 

5935 

9.5 

Mismatch 

1 

0 

0.0 

3484 

5.6 

2 

0 

0.0 

9648 

15.4 

3 

0 

0.0 

16005 

25.6 

4 

1 

50.0 

14003 

22.4 

1 

1 

jU.U 

QQC1 

1  A  1 

14. J 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1 525 

2.4 

Recipient  Age 

0-17 

1 

50.0 

3951 

6.3 

18-35 

1 

50.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

AC  Cf\ 

46-60 

A 

0 

A  A 

0.0 

T71  *7A 

1/1/0 

2  /.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

A  A 

0.0 

13 

A  A 

0.0 

Recipient  Race 

White 

0 

0.0 

41213 

65.9 

Black 

0 

0.0 

12675 

20.3 

Hispanic 

1 

50.0 

5632 

9.0 

Asian 

1 

50.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

1 

1 

50.0 

25078 

A  A  1 

40. 1 

Male 

1 

50.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

2 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

2 

100.0 

54138 

86.5 

Transplant 

Yes 

0 

0.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

1 

50.0 

19677 

31.4 

Transfusions 

1 

23207 

37.1 

1-5 

50.0 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

2 

100.0 

20469 

32.7 

toTransplant 

1-  19 

0 

0.0 

26645 

42.6 

20-  79 

0 

0.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Kidney  Volume 


Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Number 

% 

Number 

% 

0-20 

1 

50.0 

11726 

18.7 

21-25 

1 

50.0 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Glomerular 

1 

50.0 

16923 

27.0 

Cystic/Congenital 

0 

0.0 

7349 

11.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

u 

O.U 

4233 

6.8 

Diabetes 

1 

1 

DV.U 

1  A  ACfl 

14109 

22.5 

Other  Diagnosis 

0 

0.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Not  Hospitalized 

2 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

2 

100.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

0 

0.0 

5716 

9.1 

No 

0 

0.0 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

0 

0.0 

7249 

11.6 

N/A*:  No 

2 

100.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


0 

0.0 

13559 

21.7 

0 

0.0 

19634 

31.4 

1 

50.0 

12277 

19.6 

1 

50.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  California-Irvine  Medical  Center  -  Orange  CA 
Provider  Number  050348  (CAIM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

108     84.3  90.6 
108     81.5  85.8 
88     90.8  91.6 

42   100.0  93.7 
42     95.1  90.1 

150        150         17     88.7     91.4     -2.8  0.22 
150        148         22     85.3     87.0     -1.7  0.52 
88         85          8     90.8     91.6     -0.8  0.78 

3  Years  3 

74.0  78.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

106     96.2  97.4 
106     94.3  94.7 
99     95.8  95.2 

42    100.0  98.5 
42   100.0  96.5 

148     146.5        4.0     97.3     97.7     -0.4  0.72 
148     144.5        6.0     95.9     95.2      0.7  0.70 
99      93.5        4.0     95.8     95.2      0.6  0.77 

3  Years  3 

90.4  90.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  California-Irvine  Medical  Center  -  Orange  CA 
Provider  Number  050348  (CAIM) 


 Program- 

—  National 

M ii  m  hpr 

11  U  111  UCI 

% 

/o 

Mil  m  hpr 
11  U  111  UCI 

/o 

Total  Transplants  and  Percentages 

150 

100.0 

62572 

100.0 

Donor  Type 

Living 

ZD 

1  7  1 

1  1 .5 

1  A  <7  5 

71  7 

15.1 

Cadaveric:  Stroke 

40 

26.7 

15624 

25.0 

Cadaveric:  MVA 

39 

26.0 

13317 

21.3 

cadaveric,  uiner 

44 

29.3 

19030 

30.4 

Not  Reported 

1 

0.7 

76 

0.1 

Donor  Age 

0-17 

27 

18.0 

10738 

17.2 

OJ 

J  J.J 

1  OA  C  A 

31. 1 

31-45 

40 

26.7 

18538 

29.6 

46-60 

28 

18.7 

11397 

18.2 

61  + 

2 

1.3 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

98 

65.3 

49654 

79.4 

Black 

5 

3.3 

6469 

10.3 

Hispanic 

38 

25.3 

4943 

7.9 

Asian 

6 

4.0 

801 

1.3 

Other 

3 

2.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

54 

36.0 

25808 

41.2 

Male 

96 

64.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

26 
0 

17.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

7 

4.7 

5889 

9.4 

Cadaveric:  12-21 

42 

28.0 

16112 

25.7 

Cadaveric:  22-31 

45 

30.0 

14287 

22.8 

Cadaveric:  32-41 

22 

14.7 

7669 

12.3 

Cadaveric:  42+ 

4 

2.7 

2519 

4.0 

Not  Reported 

4 

2.7 

3935 

6.3 
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Kidney  Volume 


 Program- 
Number 

0/ 

/o 

—  National  — 
Number 

0/ 

/o 

Level  of 
Mismatch 

0 
1 

24 
7 

16.0 
4.7 

5935 
3484 

9.5 
5.6 

2 

33 

22.0 

9648 

15.4 

3 

31 

20.7 

16005 

25.6 

4 

35 

23.3 

14003 

22.4 

<; 

14 

9  1 

8963 

14  3 

o 

A 

9  7 
z.  / 

IftftQ 

JUU7 

4  8 

INOI  Rcponcu 

7 

Z 

1  1 
1  .j 

1  J/J 

7  4 
Z.H 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

58 

38.7 

20414 

32.6 

36-45 

38 

25.3 

16397 

26.2 

46-fift 

47 

78  0 

1  71  7ft 

77  4 

0  1  T 

1  7 
1  Z 

8  ft 

o.u 

4A77 

7  4 

inch  rvcpuricu 

ft 
U 

ft  ft 
u.u 

1  "I 
1  J 

ft  ft 

Recipient  Race 

White 

56 

37.3 

41213 

65.9 

Black 

4 

2.7 

12675 

20.3 

Hispanic 

57 

38.0 

5632 

9.0 

Asian 

Z't 

1  o.u 

1  7/lft 
1  / 

7  8 

Z.o 

wtner 

Q 

c  ft 
o.u 

1711 

7  ft 

Z.U 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Worn  'i  i* 

r  emdic 

JO 

7SCI78 
Z  JU  /  o 

4ft  1 
HU.  1 

Male 

94 

62.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Money  /\ione 

1  JU 

i  ftft  ft 
i  uu.u 

^Q781 

J7  /OJ 

CK  ^ 

7J.J 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
i  es 

133 

1  7 
1  / 

88.7 
1 1  i 

54138 

8747 

86.5 

1  "?  7 
1  J.Z 

inoi  Keponeu 

ft 
U 

ft  ft 
u.u 

1  87 
1  o  / 

ft  1 

U.J 

Pretransplant 
Transfusions 

0 

1-5 

46 
80 

30.7 
53.3 

19677 
23207 

31.4 
37.1 

6-10 

16 

10.7 

5736 

9.2 

1 1  + 

7 

4.7 

5280 

8.4 

Not  Reported 

1 

0.7 

8672 

13.9 

reak  rKA  rnor 
toTransplant 

u 

1-  19 

/Z 

57 

A  8  ft 
45. U 

38.0 

7ft/|£Q 

26645 

11  7 

42.6 

20-  79 

17 

11.3 

9976 

15.9 

80-100 

4 

2.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National 

— 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

37 

24.7 

11726 

18.7 

21-25 

56 

37.3 

23821 

38.1 

26-30 

27 

18.0 

12454 

19.9 

31  + 

J  1  1 

8 
o 

5  3 

S76? 

9  2 

inch  i\tporLcu 

zz 

\A  1 

1  H.  1 

OOU7 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

68 
8 

45.3 
5.3 

16923 
7349 

27.0 
1 1.7 

jy  o  it  1 1 1  it 

28 

1  8  7 

1  1  759 

1  1  /  J7 

1  8  8 

1  O.O 

Tubulointerstitial 

9 

6.0 

4233 

6.8 

Diabetes 

21 

14.0 

14059 

22.5 

Other  Diagnosis 

8 

5.3 

5271 

8.4 

Not  Reported 

8 

5.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

148 

98.7 

59280 

94.7 

Hospitalized 

2 

1.3 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 

1  QSQ 

1  707 

31 

OA 

20.7 
1  o.u 

9021 

07J  1 

14.4 

1990 

23 

15.3 

9819 

15.7 

1991 

23 

15.3 

10077 

16.1 

1992 

15 

10.0 

10157 

16.2 

1993-1994 

34 

22.7 

14547 

23.2 

Dialysis  in  First 
VVeelt  After 
Transplant* 

Yes 
No 

33 
55 

22.0 
36.7 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

18 

12.0 

7249 

11.6 

N/A*:No 

44 

29.3 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

19 
69 

12.7 
46.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

21 

14.0 

12277 

19.6 

N/A*:  No 

41 

27.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  University  of  California  Irvine  Medical  Center 
101  The  City  Drive,  Rt.  81,  Orange,  CA  92868 
Provider  Number  050348  (CAIM) 


May  8,  1997 


The  University  of  California,  Irvine  Medical  Center's  Renal  Transplant  Program  is  proud  of  our  excellent  results 
during  our  most  recent  period  of  review.  The  UNOS  survival  statistics  for  our  kidney  transplant  program  reflect  our 
long-standing  commitment  to  high-quality  patient  care,  especially  among  complex,  high-risk  patients. 

We  believe  our  excellent  statistics  are  a  reflection  of  our  multi-disciplinary  approach,  with  careful  pre-transplant, 
peri-operative,  and  post-transplant  follow-up.  We  will  continue  to  strive  to  give  the  best  possible  service  and  care  to 
an  ever  increasing  heterogeneous  and  complex  patient  population. 

Ervin  P.  Ruzics,  MD 

Director,  Renal  Transplant  Program  ..  
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Harbor-UCLA  Medical  Center  -  Torrance  CA 
Provider  Number  050376  (CALA) 


Graft  Survival 


Era  I: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

160  83.0  86.6 
160  74.5  79.7 
113     86.6  86.9 

41     87.8  89.4 
41     82.2  83.8 

201        199         32     84.0     87.2     -3.1  0.17 
201        191         47     76.0     80.5     -4.5  0.10 
113         83         13     86.6     86.9     -0.3  0.92 

3  Years  3 

64.5  69.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- : 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

155     96.7  96.5 
155     91.2  93.1 
129     92.7  93.6 

39     94.8  97.6 
39     94.4  94.7 

194     189.0        7.0     96.3     96.7     -0.4  0.77 
194     174.7       15.0     91.8     93.4     -1.6  0.37 
129      93.0        8.0     92.7     93.6     -0.9  0.69 

3  Years  3 

84.5  87.2 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Harbor-UCLA  Medical  Center  -  Torrance  CA 
Provider  Number  050376  (CALA) 


 Program- 
Number 

—  National 
Number 

n/ 

% 

Total  Transplants  and  Percentages 

to  111 

inn  o 

inn  n 

Donor  Type 

Living 

18 

9.0 

14525 

23.2 

Cadaveric:  Stroke 

54 

26.9 

15624 

25.0 

Cadaveric:  MVA 

JO 

1  8  0 

1  j  j  l  / 

Z  I .  J 

Cadaveric:  Other 

dd  8 

i  ornn 

1  y\Jj\) 

^n  d 

Not  Reported 

1 

1 

0  5 

1ft 

0  1 

VS.  1 

Donor  Age 

0-17 

68 

33.8 

10738 

17.2 

18-30 

56 

27.9 

19464 

31.1 

31-45 

36 

17.9 

18538 

29.6 

46-60 

ij.y 

llj7/ 

1  8  9 
1  o.Z 

61  + 

y 

d  S 

H.J 

73Q4 

1  8 

J.O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

109 

54.2 

49654 

79.4 

Black 

36 

17.9 

6469 

10.3 

Hispanic 

49 

24.4 

4943 

7.9 

Asian 

6 

3.0 

801 

1.3 

Other 

1 

0.5 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

69 

34.3 

25808 

41.2 

Male 

132 

65.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

18 

0 

9.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

12 

6.0 

5889 

9.4 

Cadaveric:  12-21 

83 

41.3 

16112 

25.7 

Cadaveric:  22-31 

62 

30.8 

14287 

22.8 

Cadaveric:  32-41 

17 

8.5 

7669 

12.3 

Cadaveric:  42+ 

8 

4.0 

2519 

4.0 

Not  Reported 

1 

0.5 

3935 

6.3 
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Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


 llallUIlal 

Number 

% 

Number 

% 

0 

7 

3.5 

5935 

9.5 

1 

16 

8.0 

3484 

5.6 

2 

34 

16.9 

9648 

15.4 

j 

Aft 

1  Q  Q 

1  7.7 

i  Aftft^ 

ZJ.O 

4 

53 

26.4 

14003 

22.4 

5 

34 

16.9 

8963 

14.3 

6 

16 

8.0 

3009 

4.8 

Not  Reported 

1 

0.5 

1525 

2.4 

0-17 

2 

1.0 

3951 

6.3 

1  O  J  J 

oz 

1ft  s 

ir\A  i  a 

JZ.O 

36-45 

56 

27.9 

16397 

26.2 

46-60 

61 

30.3 

17170 

27.4 

61  + 

20 

10.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

45 

22.4 

41213 

65.9 

DlaCK 

7  1 

j  j.j 

1  9A7< 
1 ZO  /  J 

7ft  T. 
ZU.  J 

Hispanic 

56 

27.9 

5632 

9.0 

Asian 

24 

11.9 

1740 

2.8 

Other 

5 

2.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Female 

95 

47.3 

25078 

40.1 

Male 

106 

52.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Kidney  Alone 

200 

99.5 

59783 

95.5 

Kidney  and  Pancreas 

1 

0.5 

2789 

4.5 

No 

172 

85.6 

54138 

86.5 

Yes 

29 

14.4 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

V 

4J 

7?  A 

1  Q677 

1 1  A 

1-5 

120 

59.7 

23207 

37.1 

6-10 

18 

9.0 

5736 

9.2 

1  1  -4- 
1  1  + 

1  o 

Q  ft 

jzou 

8  A 

Not  Reported 

0 

0.0 

8672 

13.9 

0 

68 

33.8 

20469 

32.7 

1-  19 

81 

40.3 

26645 

42.6 

20-  79 

36 

17.9 

9976 

15.9 

80-100 

16 

8.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


Number 

% 

Number 

% 

0-20 

33 

16.4 

11726 

18.7 

21-25 

82 

40.8 

23821 

38.1 

ZO-3U 

A  1 

43 

O  1  A 
Z 1 .4 

1  fA  ^A 

1  o  o 

3  1  + 

1  C 
10 

y.u 

j  /oZ 

y.Z 

Not  Reported 

25 

12.4 

OOAH 

8809 

14.1 

Glomerular 

43 

21.4 

16923 

27.0 

Cystic/Congenital 

9 

4.5 

7349 

11.7 

Systemic 

on 
oU 

39.6 

1  1  /jy 

1  0  o 
1  5.0 

Tubulointerstitial 

6 

3.0 

4233 

6.8 

Diabetes 

29 

14.4 

14059 

22.5 

Other  Diagnosis 

17 

8.5 

5271 

8.4 

Not  Reported 

17 

8.5 

2978 

4.8 

Not  Hospitalized 

169 

84.1 

59280 

94.7 

Hospitalized 

32 

15.9 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

43 

21.4 

9021 

14.4 

1989 

39 

19.4 

8951 

14.3 

1990 

41 

20.4 

9819 

15.7 

1991 

32 

15.9 

10077 

16.1 

1992 

23 

11.4 

10157 

16.2 

1993-1994 

23 

11.4 

14547 

23.2 

Yes 

53 

26.4 

5716 

9.1 

XT/-. 
I\0 

oU 

TO  O 

Zy.y 

ZOJZO 

/IT  A 
4Z.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

45 

22.4 

7249 

11.6 

N/A*:  No 

43 

21.4 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Yes 

20 

10.0 

13559 

21.7 

No 

93 

46.3 

19634 

31.4 

N/A*:  Yes 

34 

16.9 

12277 

19.6 

N/A*:  No 

54 

26.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  LTNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Mary  Medical  Center  -  Long  Beach  CA 
Provider  Number  050191  (CALB) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

66  84.8  86.3 
66  81.8  80.2 
53    92.0  91.2 

20   100.0  91.2 
20     95.0  86.5 

86         86         10     88.4     87.4      0.9  0.79 
86         85         13     84.9     81.7      3.2  0.43 
53         48          4    92.0    91.2      0.8  0.84 

3  Years  3 

75.3  73.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

63  98.4  96.3 
63  96.8  92.7 
60     87.5  93.3 

20   100.0  97.7 
20   100.0  95.0 

82      82.0        1.0     98.8     96.6      2.2  0.27 
82      81.0        2.0     97.6    93.2      4.3  0.11 
60      57.0        7.3     87.5     93.3     -5.8  0.07 

3  Years  3 

84.7  86.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Mary  Medical  Center  -  Long  Beach  CA 
Provider  Number  050191  (CALB) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

86 

100.0 

62572 

100.0 

Donor  Type 

Living 

4 

4.7 

14525 

23.2 

Cadaveric:  Stroke 

14 

16.3 

15624 

25.0 

Cadaveric:  MVA 

23 

26.7 

13317 

21.3 

Cadaveric:  Other 

45 

52.3 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

27 

31.4 

10738 

17.2 

18-30 

29 

33.7 

19464 

31.1 

31-45 

17 

19.8 

18538 

29.6 

46-60 

13 

15.1 

1 1397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  RpnnrtpH 

0 

0.0 

41 

0.1 

Donor  Race 

White 

54 

62.8 

49654 

79.4 

Black 

0 

o 

Q  t. 

y.j 

D407 

i  ft  ^ 

I  O.J 

Hispanic 

1 1 

94  4 

7  Q 

Asian 

•3 
J 

J.J 

8ft  1 

1  .j 

Other 

n 
u 

ft  ft 
U.U 

fS>(\ 

1  ft 

Not  Reported 

u 

ft  ft 

OJ 

ft  1 
U.  1 

Donor  Gender 

Female 

34 

39.5 

25808 

41.2 

Male 

52 

60.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

4 
0 

4.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

9 

10.5 

5889 

9.4 

Cadaveric:  12-21 

26 

30.2 

16112 

25.7 

Cadaveric:  22-31 

28 

32.6 

14287 

22.8 

Cadaveric:  32-41 

10 

11.6 

7669 

12.3 

Cadaveric:  42+ 

9 

10.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 r  rogram-- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

5 
2 

5.8 
2.3 

5935 
3484 

9.5 
5.6 

2 

16 

18.6 

9648 

15.4 

•x 

1  Q 

1  y 

i 

ZZ.  1 

I  oUUj 

Zj.O 

4 

18 

20.9 

14003 

22.4 

5 

17 

19.8 

8963 

14.3 

6 

8 

9.3 

3009 

4.8 

Not  Reported 

1 

1.2 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

1  8  "J^ 

Z  1 

1A  A 

OH/1  1  A 

jZ.O 

36-45 

24 

27.9 

16397 

26.2 

46-60 

28 

32.6 

17170 

27.4 

61  + 

13 

15.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

41 

47.7 

41213 

65.9 

tsiacK 

i  ^  i 
i  j.  i 

1  ZD  IS) 

ZU.  j 

Hispanic 

21 

24.4 

5632 

9.0 

Asian 

9 

10.5 

1740 

2.8 

Other 

2 

2.3 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

39 

45.3 

25078 

40.1 

Male 

47 

54.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

86 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

73 
13 

84.9 
15.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

U 

1-5 

1  8 
1  o 

50 

?n  q 

A\).y 

58.1 

1  7U  /  / 

23207 

37.1 

6-10 

5.8 

5736 

9.2 

1  1  -i- 

1  1  + 

1  1 
1  J 

i  j.  i 

JZoU 

fi  A 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

22 
46 

25.6 
53.5 

20469 
26645 

32.7 
42.6 

20-  79 

11 

12.8 

9976 

15.9 

80-100 

7 

8.1 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


Number 

% 

Number 

% 

0-20 

12 

14.0 

11726 

18.7 

21-25 

33 

38.4 

23821 

38.1 

26-30 

19 

22.1 

12454 

19.9 

31  + 

9 

10.5 

5762 

9.2 

Not  Reported 

13 

15.1 

8809 

14.1 

Glomerular 

28 

32.6 

16923 

27.0 

Cystic/Congenital 

11 

12.8 

7349 

11.7 

Systemic 

20 

23.3 

11759 

18.8 

1  UUUIUnllcrSllUdl 

i 
i 

i  9 

1  .Z 

49 

O.o 

i  j 

1  5  1 

1 4ACQ 

ZZ.  J 

uxner  uiagnosis 

1  9 
1Z 

1 4  n 

3Z  / 1 

Not  Reported 

1 

1.2 

2978 

4.8 

Not  Hospitalized 

00 

i  aa  a 
1UU.U 

j9ZoU 

A/1  *7 

94.  / 

Hospitalized 

a 
U 

A  A 
U.U 

i  fin 
191  / 

1  1 

J.  1 

ILU/Lite  bupport 

A 

U 

A  A 
U.U 

4o9 

A  1 

u.  / 

Not  Reported 

a 
U 

A  A 
U.U 

9U6 

1  A 

1 .4 

1988 

14 

16.3 

9021 

14.4 

1989 

20 

23.3 

8951 

14.3 

i  aaa 
199U 

1  J 

1  1 A 

AO  1  A 

9o  19 

1  f  T 

1  J.  / 

1  AA  1 

1991 

13 

1  C  1 

1  J.  1 

1  AAT7 
1UU  /  / 

1  £  1 
10.  I 

1  T. 
1  J 

1  J.  1 

1 U 1 J  / 

10. Z 

1993-1994 

1  i 
1  1 

lZ.o 

1454  / 

ZJ.Z 

Yes 

27 

31.4 

5716 

9.1 

No 

26 

30.2 

26528 

42.4 

inoi  Kcportcu 

U 

n  n 

U.U 

yHy 

i  < 

i  .j 

XT/A*-  Vpe 

1 1 

19  8 

7940 

1 1  f> 

N/A*-  No 

22 

25  6 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

£0  1 

621 

1  A 

1.0 

Yes 

15 

17.4 

13559 

21.7 

No 

38 

44.2 

19634 

31.4 

N/A*:  Yes 

10 

11.6 

12277 

19.6 

N/A*:  No 

23 

26.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Loma  Linda  University  Medical  Center  -  Loma  Linda  CA 
Provider  Number  050327  (CALL) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

181  90.0  88.8 
181  84.3  83.4 
146     88.8  90.7 

129     96.0  91.9 
129     87.7  87.3 

310       304        23     92.5     90.1      2.4  0.15 
310       292        43     85.7     85.0      0.7  0.73 
146       121         15     88.8     90.7     -1.9  0.44 

3  Years  3 

74.8  75.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

177     98.3  97.3 
177    95.9  94.6 
163     92.0  95.2 

129     98.4  97.8 
129     94.2  94.9 

304     296.5        5.0     98.3     97.5      0.9  0.34 
304     280.0       14.0     95.2     94.7      0.5  0.69 
163     140.0      12.0     92.0     95.2     -3.2  0.07 

3  Years  3 

88.3  90.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Loma  Linda  University  Medical  Center  -  Lorn  a  Linda  CA 
Provider  Number  050327  (CALL) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

*in 

J  l  u 

i  no  n 
1  uu.u 

£7^77 

inn  n 
1  uu.u 

Donor  Type 

Living 

86 

27.7 

14525 

23.2 

Cadaveric:  Stroke 

72 

23.2 

15624 

25.0 

Cadaveric:  MVA 

O  / 

7  i  « 
Z  1  .o 

1  'X 1 1  7 
1  J  J>  1  / 

7  1  1 
Z  1 .  j 

Cadaveric:  Other 

81 

OJ 

7A  8 
ZO.o 

1  Qft"?ft 

1ft  A 

Not  Reported 

7 

ft  (\ 
U.O 

7A 

ft  1 
U.  1 

Donor  Age 

0-17 

52 

16.8 

10738 

17.2 

18-30 

91 

29.4 

19464 

31.1 

31-45 

96 

31.0 

18538 

29.6 

46-60 

J  J 

1  7  7 
11./ 

1  1  1Q1 

1  1  jy  / 

1  Q  7 
1  O.Z 

61  + 

10 

1  7 

J.Z 

1  O 
J.O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

222 

71.6 

49654 

79.4 

Black 

19 

6.1 

6469 

10.3 

Hispanic 

60 

19.4 

4943 

7.9 

Asian 

8 

2.6 

801 

1.3 

Other 

] 

0.3 

620 

1.0 

Not  Reported 

o 

0.0 

85 

0.1 

Donor  Gender 

Female 

133 

42.9 

25808 

41.2 

Male 

177 

57.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

83 
3 

26.8 
1.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

22 

7.1 

5889 

9.4 

Cadaveric:  12-21 

93 

30.0 

16112 

25.7 

Cadaveric:  22-31 

71 

22.9 

14287 

22.8 

Cadaveric:  32-41 

33 

10.6 

7669 

12.3 

Cadaveric:  42+ 

4 

1.3 

2519 

4.0 

Not  Reported 

1 

0.3 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

o 

1 

32 
22 

10  3 
7.1 

5915 
3484 

9  5 
5  6 

7 

OH 

7f)  f\ 
zu.o 

1  ^  A 
1  J  .H 

3 

90 

29.0 

16005 

25.6 

4 

58 

18.7 

14003 

22.4 

5 

29 

9.4 

8963 

14.3 

6 

9 

2.9 

3009 

4.8 

Not  Reported 

6 

1.9 

1525 

2.4 

U  A/11  r\  1       t~\  t      A  rw  n 

txccipieni  Age 

1  A  'n 

1 

j/j  1 

O.J 

18-35 

93 

30.0 

20414 

32.6 

36-45 

58 

18.7 

16397 

26.2 

46-60 

76 

24.5 

17170 

27.4 

61  + 

38 

12.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

w  nue 

1  88 
1  So 

ou.o 

4  1  7  1  "J 
H  1  Z  I  J 

AC  Q 

OJ.7 

Black 

32 

10.3 

12675 

20.3 

Hispanic 

74 

23.9 

5632 

9.0 

Asian 

12 

3.9 

1740 

2.8 

Other 

4 

1.3 

1231 

2.0 

Not  Reported 

0 

0.0 

O  1 

81 

0.1 

Recipient 
Gender 

Female 

119 

38.4 

25078 

40.1 

Male 

191 

61.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

298 

96.1 

59783 

95.5 

Kidney  and  Pancreas 

12 

3.9 

2789 

4.5 

Previous  Kidney 
i  ranspidni 

No 
Yes 

273 
36 

88.1 
11.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.3 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

50 
129 

16.1 
41.6 

19677 
23207 

31.4 
37.1 

6-10 

29 

9.4 

5736 

9.2 

11  + 

30 

9.7 

5280 

8.4 

Not  Reported 

72 

23.2 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

144 
116 

46.5 
37.4 

20469 
26645 

32.7 
42.6 

20-  79 

37 

11.9 

9976 

15.9 

80-100 

12 

3.9 

4277 

6.8 

Not  Reported 

1 

0.3 

1205 

1.9 

18-c 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 

—  National  — 

Number 

0/ 

/o 

Number 

0/ 

/o 

Body  Mass  Index 

0-20 

66 

21.3 

1 1726 

18.7 

21-25 

127 

41.0 

23821 

*>  O  1 

38.1 

io-JU 

C  A 

1  1  A 

1  1 A 

M  A  ZA 

1  Q  Q 

1  y.y 

31  + 

36 

1 1.6 

5762 

9.2 

Not  Reported 

27 

8.7 

8809 

14.1 

Primary 

Glomerular 

92 

29.7 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

45 

14.5 

7349 

11.7 

Systemic 

58 

18.7 

11759 

18.8 

Tubulointerstitial 

23 

7.4 

4233 

6.8 

Diabetes 

63 

20.3 

14059 

22.5 

Other  Diagnosis 

25 

8.1 

5271 

8.4 

Not  Reported 

4 

1.3 

2978 

4.8 

Recinient 

Not  Hospitalized 

304 

98.1 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

2 

0.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

4 

1.3 

906 

1.4 

Year  of 

1988 

41 

13.2 

9021 

14.4 

Transplant 

1989 

47 

15.2 

8951 

14.3 

1990 

44 

14.2 

9819 

15.7 

1991 

39 

12.6 

10077 

16.1 

1992 

49 

ICO 
1  3.0 

10157 

16.2 

1993-1994 

90 

29.0 

14547 

23.2 

Dialysis  in  First 

Yes 

27 

8.7 

5716 

9.1 

Week  Atter 

97 

26528 

42.4 

Transplant* 

No 

31.3 

Not  Reported 

22 

7.1 

949 

1.5 

N/A*:  Yes 

41 

13.2 

7249 

11.6 

XT  /  A  *  ■  \U 
IN/A    .  INO 

1 1  a 

1  1  o 

11  A 
J  1 A 

i  ^no 

Z  l  DUy 

N/A*:  Not  Reported 

7 

2.3 

621 

1.0 

Rejection  in 

Yes 

55 

17.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

91 

29.4 

19634 

31.4 

N/A*:  Yes 

78 

25.2 

12277 

19.6 

N/A*:  No 

86 

27.7 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Loma  Linda  University  Medical  Center 
11234  Anderson  Street,  Loma  Linda,  CA  92354 
Provider  Number  050327  (CALL) 


May  21,  1997 


Loma  Linda  University  Medical  Center's  kidney  transplant  program  began  in  1967  and  has  always  maintained  a 
high  quality  of  care  for  the  patients.  This  is  reflected  in  the  survival  statistics  when  comparing  Loma  Linda's 
statistics  to  UNOS'  overall  statistics.  From  January  1,  1988  to  April  30,  1994,  Loma  Linda  University  Medical 
Center  performed  310  kidney  transplants  with  an  overall  3  month  and  1  year  graft  survival  rate  of  92.5%  and  85.7% 
respectively.  The  patient  survival  rate  for  3  months  and  1  year  are  98.3%  and  95.2%.  These  results  are  above  the 
national  expectations  as  indicted  by  UNOS'  overall  statistics  of  90.1%  and  85%  for  graft  survival  and  97.5%  and 
94.7%  for  patient  survival  at  3  months  and  1  year. 

Loma  Linda  University  Medical  Center  has  actively  promoted  living  donation  of  kidneys  with  27.7%  of  the  kidneys 
transplanted  during  the  reported  period  coming  from  living  donors.  The  national  average  is  23.2%.  Additionally, 
Loma  Linda  University  Medical  Center  performs  considerably  more  kidney  transplants  in  children  (14.5%) 
compared  to  the  national  average  of  6.3%. 

The  number  of  kidney  transplants  performed  on  minority  patients  (39.4%)  is  reflective  of  the  diverse  population 
served  by  Loma  Linda  University  Medical  Center.  The  largest  minority  of  transplanted  patients  were  Hispanic  at 
23.9%,  Blacks  at  10.3%  and  Asian  at  3.9%. 

Loma  Linda  Unversity  Medical  Center  has  met  the  stringent  membership  criteria  in  order  to  become  a  member  of 
UNOS.  The  fully  integrated  multi-disciplinary  team  has  markedly  improved  pre  and  post-operative  care  in  the 
kidney  transplant  patients  and  has  contributed  to  the  excellent  care  patients  receive  at  Loma  Linda  University 
Medical  Center. 


Okechukwu  Ojogho,  M.D. 
Director,Transplant  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Santa  Rosa  Memorial  Hospital  -  Santa  Rosa  CA 
Provider  Number  050174  (CAMH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

97  88.7  88.6 
97  82.5  83.3 
80     90.9  92.0 

45     88.9  88.5 
45     82.0  82.9 

142       142         16     88.7     88.5      0.2  0.94 
142       141         25     82.3     83.2     -0.8  0.79 
80         72          7    90.9     92.0     -1.0  0.74 

3  Years  3 

75.0  76.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

95  98.9  96.8 
95  93.7  93.7 
89     97.6  94.3 

45   100.0  97.3 
45     97.7  94.3 

140     139.0        1.0    99.3     97.0      2.3  0.11 
140     137.0        7.0     94.9     93.9       1.1  0.60 
89      78.0        2.0     97.6     94.3      3.3  0.18 

3  Years  3 

91.5  88.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 


A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Santa  Rosa  Memorial  Hospital  -  Santa  Rosa  CA 
Provider  Number  050174  (CAMH) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

142 

100.0 

62572 

100.0 

Donor  Type 

Living 

15 

10.6 

14525 

23.2 

Cadaveric:  Stroke 

44 

31.0 

15624 

25.0 

Cadaveric:  MVA 

40 

28.2 

13317 

21.3 

Cadaveric:  Other 

43 

30.3 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

17 

12.0 

10738 

17.2 

18-30 

50 

35.2 

19464 

31.1 

31-45 

38 

26.8 

18538 

29.6 

46-60 

31 

21.8 

11397 

18.2 

Ol  + 

6 

4.2 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

114 

80.3 

49654 

79.4 

Black 

8 

5.6 

6469 

1  A  ^ 

10.3 

Hispanic 

1 1 

1 .  1 

494J 

n  ft 

Asian 

8 

5.6 

801 

1.3 

Other 

1 

0.7 

620 

l.O 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

57 

40.1 

25808 

41.2 

Male 

85 

59.9 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

9 
1 

6.3 
0.7 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

1.4 

551 

0.9 

Cadaveric:  0-11 

28 

19.7 

5889 

9.4 

Cadaveric:  12-21 

50 

35.2 

16112 

25.7 

Cadaveric:  22-31 

39 

27.5 

14287 

22.8 

Cadaveric:  32-41 

7 

4.9 

7669 

12.3 

Cadaveric:  42+ 

2 

1.4 

2519 

4.0 

Not  Reported 

4 

2.8 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

o 

1 

3 
5 

2.1 
3.5 

5935 
3484 

9.5 
5.6 

9 

z. 

u 

h.z 

Q648 

1  s  4 

94 

ZH 

1U.7 

1  fiftftS 

9S  f, 

4 

35 

24.6 

14003 

22.4 

5 

39 

27.5 

8963 

14.3 

6 

24 

16.9 

3009 

4.8 

Not  Reported 

6 

4.2 

1525 

2.4 

uflpiniiint   A  (ID 

ixctipieni  /vgc 

ft  1  7 

ft  ft 

"*QS  1 

V.J 

1  O-JJ 

"*8 

JO 

9fi  8 
ZO.O 

9ft4 1 4 

^9  (\ 

36-45 

44 

31.0 

16397 

26.2 

46-60 

47 

33.1 

17170 

27.4 

61  + 

13 

9.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

w  niic 

i  fti 

1  U  1 

7  1  1 

/  1 . 1 

41  9  1 

OJ.7 

DiacK 

1  7 
1  / 

1  9  ft 
i  z.u 

1  9£7S 
1 ZO  /  J 

9ft  ~\ 

Hispanic 

9 

6.3 

5632 

9.0 

Asian 

11 

7.7 

1740 

2.8 

Other 

4 

2.8 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

VicllUtl 

Female 

53 

37.3 

25078 

40.1 

Male 

89 

62.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

142 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

135 
7 

95.1 
4.9 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

I )  rut  r*  «i  n  t'  n  o  tt  t 

r  rt  i  id us  pi  d ii  i 

Transfusions 

n 

1-5 

7"? 
/  j 

27 

SI  4 

19.0 

1  Q677 

23207 

~K  1  4 
J  1  .H 

37.1 

6-10 

3 

2.1 

5736 

9.2 

11  + 

2 

1.4 

5280 

8.4 

Not  Reported 

37 

26.1 

8672 

13.9 

Peak  PRA  Prior 

♦  rkT rck  ntnl'i  n f 

lu  1  rdiispidiii 

0 

1-  19 

30 
94 

21.1 
66.2 

20469 
26645 

32.7 
42.6 

20-  79 

15 

10.6 

9976 

15.9 

80-100 

1 

0.7 

4277 

6.8 

Not  Reported 

2 

1.4 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

DUU>   lTld33  1IIUCA 

1  7 

i  z.u 

1 1 1~>(\ 

1  1  /zo 

1  fi  7 
1  o.  / 

21-25 

55 

38.7 

23821 

38.1 

26-30 

51 

35.9 

12454 

19.9 

31  + 

16 

11.3 

5762 

9.2 

Not  Reported 

3 

2.1 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

45 
22 

31.7 
15.5 

16923 
7349 

27.0 
11.7 

Systemic 

20 

14.1 

11759 

18.8 

Tubulointerstitial 

12 

8.5 

4233 

6.8 

Diabetes 

30 

21.1 

14059 

22.5 

Other  Diagnosis 

12 

8.5 

5271 

O  A 

8.4 

Not  Reported 

1 

0.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

134 

3 

94.4 
2.1 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

5 

3.5 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

14 
18 

9.9 
12.7 

9021 
8951 

14.4 
14.3 

1990 

26 

18.3 

9819 

15.7 

1991 

28 

19.7 

10077 

16.1 

1992 

28 

19.7 

10157 

16.2 

1993-1994 

28 

19.7 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

20 
55 

14.1 
38.7 

5716 
26528 

9.1 
42.4 

Not  Reported 

5 

3.5 

949 

1.5 

N/A*:  Yes 

16 

11.3 

7249 

11.6 

IN /A    .  fNO 

AT. 

Z  1  JU7 

in/a  .  Not  Reported 

1 
J 

z.  1 

A7  1 
OZ  1 

1  O 

1  .U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

43 
37 

30.3 
26.1 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

23 

16.2 

12277 

19.6 

N/A*:  No 

39 

27.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  California  Pacific  Medical  Center  -  San  Francisco  CA 
Provider  Number  050047  (CAPM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

715  86.2  86.3 
715  80.5  80.3 
547     90.5  91.2 

300     92.0  91.5 
300     89.2  87.3 

1015      1004        122     87.9     87.8      0.1  0.92 
1015        978        168     83.1     82.4      0.7  0.54 
547       509         50     90.5     91.2     -0.7  0.55 

3  Years  3 

72.8  73.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

704     95.5  96.3 
704     92.0  92.8 
613     94.0  93.1 

300     97.9  98.0 
300     96.5  95.6 

1002     974.5       37.0     96.2     96.8     -0.6  0.32 
1002     945.5      64.0     93.4     93.6     -0.3  0.73 
613     565.5      35.5     94.0     93.1      0.8  0.42 

3  Years  3 

86.5  86.4 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

California  Pacific  Medical  Center  -  San  Francisco  CA 
Provider  Number  050047  (CAPM) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

1015 

100.0 

62572 

100.0 

Donor  Type 

Living 

206 

20.3 

14525 

23.2 

Cadaveric:  Stroke 

292 

28.8 

15624 

25.0 

Cadaveric:  MVA 

^  A  *7 

247 

24.3 

1  1  *">  1  "7 

13317 

21.3 

Cadaveric:  Other 

268 

^  £  A 

19030 

1  A  A 

30.4 

Not  Reported 

L 

u.z 

/o 

U.  1 

Donor  Age 

0-17 

140 

13.8 

10738 

17.2 

18-30 

311 

30.6 

19464 

31.1 

31-45 

306 

30.1 

18538 

29.6 

46-60 

215 

21.2 

1 1397 

1  O  ^ 

18.2 

61  + 

38 

3.7 

2394 

3.8 

Not  Reported 

5 

0.5 

41 

0.1 

Donor  Race 

White 

785 

77.3 

49654 

79.4 

Black 

3  3 

6469 

10.3 

Hispanic 

145 

14.3 

4943 

7.9 

Asian 

34 

3  3 

0\J  1 

1  3 

Other 

1  3 

1  3 

1  .J 

1  0 

Not  Reported 

0  5 

85 

0  1 

yj*  i 

Donor  Gender 

Female 

411 

40.5 

25808 

41.2 

Male 

604 

59.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

70 
102 

6.9 
10.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

24 

2.4 

551 

0.9 

Cadaveric:  0-11 

22 

2.2 

5889 

9.4 

Cadaveric:  12-21 

130 

12.8 

16112 

25.7 

Cadaveric:  22-31 

256 

25.2 

14287 

22.8 

Cadaveric:  32-41 

320 

31.5 

7669 

12.3 

Cadaveric:  42+ 

66 

6.5 

2519 

4.0 

Not  Reported 

25 

2.5 

3935 

6.3 
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M  o  tin  rs  o  1 

Number 

% 

Number 

% 

Level  of 

0 

61 

6.0 

5935 

9.5 

Mismatch 

1 

33 

3.3 

3484 

5.6 

2 

85 

8.4 

9648 

15.4 

3 

143 

14.1 

16005 

25.6 

4 

9ftO 

?n  6 

zu.u 

1  4UUJ 

99  4 

 H- 

5 

237 

23.3 

8963 

14.3 

6 

141 

13.9 

3009 

4.8 

Not  Reported 

106 

10.4 

1525 

2.4 

Recipient  Age 

0-17 

63 

6.2 

3951 

6.3 

18-35 

292 

28.8 

20414 

32.6 

~\(\  4S 

964 
ZOH 

zo.u 

i  /;"2Q7 

1  DJ7  / 

9fi  9 
zo.z 

46-60 

303 

29.9 

17170 

27.4 

61  + 

92 

9.1 

4627 

7.4 

Not  Reported 

1 

0.1 

13 

0.0 

Recipient  Race 

White 

573 

56.5 

41213 

65.9 

Black 

100 

9.9 

12675 

20.3 

riispaniL 

1  <+o 

1  H.O 

JOJZ 

q  n 

y.\J 

Asian 

131 

12.9 

1740 

2.8 

Other 

56 

5.5 

1231 

2.0 

Not  Reported 

7 

0.7 

81 

0.1 

Recipient 
Gender 

Female 

428 

42.2 

25078 

40.1 

Male 

587 

57.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

988 

97.3 

59783 

95.5 

Kidney  and  Pancreas 

27 

2.7 

2789 

4.5 

Previous  Kidney 

No 

852 

83.9 

54138 

86.5 

Transplant 

Yes 

163 

16.1 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

236 

23.3 

19677 

31.4 

Transfusions 

41  1 

919H7 

17  1 
j  / .  1 

1  -S 

i  j 

yy 

0  8 

S71fi 

J  /  JU 

Q  9 

y  .L 

1 1+ 

59 

5.8 

5280 

8.4 

iNui  rvcpuricu 

1  8 1 
10  1 

1  7  8 

1  /  .o 

8A79 
ou  /Z 

1 1  Q 

Peak  PRA  Prior 

0 

205 

20.2 

20469 

32.7 

toTransplant 

1-  19 

502 

49.5 

26645 

42.6 

20-  79 

203 

20.0 

9976 

15.9 

80-100 

56 

5.5 

4277 

6.8 

Not  Reported 

49 

4.8 

1205 

1.9 
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Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


 Program- 

—  National 

Number 

% 

Number 

% 

0-20 

232 

22.9 

11726 

18.7 

21-25 

446 

43.9 

23821 

38.1 

26-30 

205 

20.2 

12454 

19.9 

31  + 

78 

7.7 

5762 

9.2 

Not  Reported 

54 

5.3 

8809 

14.1 

Cilomemlar 

V_J  IV7111V1  141(11 

317 

Jit 

Cystic/Congenital 

105 

10  3 

7140 

1  1  7 

11./ 

Systemic 

169 

16.7 

1 1759 

18.8 

Tubulointerstitial 

68 

6.7 

4233 

6.8 

Diabetes 

232 

22.9 

14059 

22.5 

Other  Diagnosis 

79 

7.8 

5271 

8.4 

Not  Reported 

45 

4.4 

2978 

4.8 

Not  Hospitalized 

1003 

98.8 

59280 

94.7 

Hospitalized 

2 

0.2 

1917 

3.1 

ICU/Life  Support 

5 

0.5 

469 

0.7 

Not  Reported 

5 

0.5 

906 

1.4 

1988 

1 

l  s  f\ 

Qft7  1 

1  A  d 
1-4.4 

1989 

151 

14.9 

8951 

14.3 

1990 

186 

18.3 

9819 

15.7 

1991 

169 

16.7 

10077 

16.1 

1992 

158 

15.6 

10157 

16.2 

1993-1994 

193 

19.0 

14547 

23.2 

Yes 

I  to 

101 

1  \J  1 

1  ft  ft 

J  /  1U 

Q  1 

y .  1 

No 

430 

42.4 

26528 

42.4 

Not  Reported 

16 

1.6 

949 

1.5 

N/A*:  Yes 

87 

8.6 

7249 

11.6 

N/A*:  No 

373 

36.7 

21509 

34.4 

N/A*:  Not  Reported 

8 

0.8 

621 

1.0 

Yes 

401 

39.5 

13559 

21.7 

No 

146 

14.4 

19634 

31.4 

N/A*:  Yes 

216 

21.3 

12277 

19.6 

N/A*:  No 

252 

24.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  from:  California  Pacific  Medical  Center 
2340  Clay  Street,  San  Francisco,  CA  94115 
Provider  Number  050047  (CAPM) 


May  7,  1997 


California  Pacific  Medical  Center  Kidney  and  Pancreas  Transplant  Program  continues  to  be  committed  to  excellent 
and  responsive  care  for  all  our  patients  throughout  Northern  California  and  the  neighboring  regions.  We  believe 
that  our  one  year  graft  and  patient  survival  statistics,  which  are  above  expectations,  bear  this  out. 

Patient  and  graft  survival  continue  to  improve  as  reflected  in  the  outcomes  for  era  one  and  era  two.  Our  major 
emphasis  is  on  improving  organ  preservation,  reducing  ischemia  time  and  optimizing  immunosuppressive  protocols. 
These  are  subjects  of  ongoing  research  in  our  department. 


Geoffrey  M.  Collins,  M.D. 

Chairman,  Department  of  Transplantation 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  San  Bernardino  Co  Medical  Center  -  San  Bernardino  CA 
Provider  Number  050245  (CASB) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

69  87.0  88.4 
69  78.3  82.7 
54     81.1  90.5 

23     78.3  90.6 
23     73.9  85.7 

92        92         14     84.8     88.9     -4.2  0.19 
92        92         21     77.2     83.5     -6.3  0.09 
54        51         10     81.1     90.5     -9.4  0.02* 

3  Years  3 

63.5  74.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

68  97.0  96.8 
68  88.0  93.7 
60    91.5  94.3 

23   100.0  97.7 
23     95.4  94.7 

89      88.5        2.0     97.7    97.0      0.7  0.69 
89      87.5        9.0     89.8     94.0     -4.2  0.09 
60      57.5        5.0     91.5     94.3     -2.9  0.34 

3  Years  3 

80.5  88.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

San  Bernardino  Co  Medical  Center  -  San  Bernardino  CA 
Provider  Number  050245  (CASB) 


Number 

% 

—  1 1  a  UUllal 

Number 

% 

Total  Transplants  and  Percentages 

92 

100.0 

62572 

100.0 

Donor  Type 

Living 

15 

16.3 

14525 

23.2 

Cadaveric:  Stroke 

19 

20.7 

15624 

25.0 

Cadaveric:  MVA 

25 

27.2 

13317 

21.3 

Cadaveric:  Other 

33 

35.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

18 

19.6 

10738 

17.2 

18-30 

31 

33.7 

19464 

31.1 

31-45 

32 

34.8 

18538 

29  6 

46-60 

10 

10.9 

11397 

18.2 

61  + 

1 

1.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

Wnite 

62 

67.4 

49654 

79.4 

tJiacK 

8 

8.7 

6469 

10.3 

Hispanic 

20 

21.7 

4943 

7.9 

Asian 

2 

2.2 

801 

1.3 

vjtner 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

3 1 

33.7 

T  f  OAO 

25808 

A  1  ^ 

41.2 

Male 

61 

66.3 

36762 

CO  o 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

12 
2 

13.0 

2.2 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

7 

7.6 

5889 

9.4 

Cadaveric:  12-21 

40 

43.5 

16112 

25.7 

Cadaveric:  22-31 

21 

22.8 

14287 

22.8 

Cadaveric:  32-41 

8 

8.7 

7669 

12.3 

Cadaveric:  42+ 

1 

1.1 

2519 

4.0 

Not  Reported 

1 

1.1 

3935 

6.3 
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 Program- 
Number 

% 

—  National  ~ 
Number 

% 

I  ,pvpI  of 

Mismatch 

n 

1 

1 

J 

A 
H 

j  .J 

H.J 

J7JJ 

S  ft 

z 

1  1 
1  J 

1  A  1 

1  ^  A 
IDA 

3 

25 

27.2 

16005 

25.6 

4 

27 

29.3 

14003 

22.4 

5 

11 

12.0 

8963 

14.3 

6 

5 

5.4 

3009 

4.8 

Not  Reported 

4 

4.3 

1525 

2.4 

Recipient  Age 

U- 1  / 

A 
U 

n  ft 
u.u 

jyj  1 

O.J 

18-35 

27 

29.3 

20414 

32.6 

36-45 

28 

30.4 

16397 

26.2 

46-60 

27 

29.3 

17170 

27.4 

61  + 

10 

10.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wnite 

5L 

1A  C 
34.0 

A  1  ")  1  1 
4  J  L  1  J 

£^  Q 

Black 

14 

15.2 

12675 

20.3 

Hispanic 

43 

46.7 

5632 

9.0 

Asian 

2 

2.2 

1740 

2.8 

Other 

1 

1.1 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

39 

42.4 

25078 

40.1 

Male 

53 

57.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

92 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

81 
11 

88.0 
12.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

21 

39 

22.8 
42.4 

19677 
23207 

31.4 
37.1 

6-10 

19 

20.7 

5736 

9.2 

11  + 

13 

14.1 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

35 
32 

38.0 
34.8 

20469 
26645 

32.7 
42.6 

20-  79 

15 

16.3 

9976 

15.9 

80-100 

10 

10.9 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

15 

16.3 

1 1726 

18.7 

21-25 

28 

30.4 

23821 

38.1 

26-30 

24 

26.1 

12454 

19.9 

J  lT 

21 

22.8 

5762 

9.2 

iNui  rvcpui  icu 

A 
t 

4  3 

8809 

14  1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

17 
8 

18.5 
8.7 

16923 
7349 

27.0 
11.7 

Systemic 

25 

27.2 

11759 

18.8 

1  UDUlOllHcrSLUldl 

0 
o 

8  7 

f>  8 
u.o 

Diabetes 

27 

29.3 

14059 

22.5 

Other  Diagnosis 

4 

4.3 

5271 

8.4 

Not  Reported 

3 

3.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 

1NOI  rlOspildllZcU 

Hospitalized 

8Q 

3 

Qfi  7 

3.3 

J7LOU 

1917 

04  7 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

31 
11 

33.7 
12.0 

9021 
8951 

14.4 
14.3 

1  OOA 

o 
o 

O.  / 

Qfi  1  Q 

yo  1  y 

I  J.  1 

1991 

12 

13.0 

10077 

16.1 

1992 

14 

15.2 

10157 

16.2 

1993-1994 

16 

17.4 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

18 

35 

19.6 
38.0 

5716 
26528 

9.1 
42.4 

INUI  IvcpUI  LCU 

i 

1  i 
i .  i 

04Q 

7^7 

N/A*:  Yes 

20 

21.7 

7249 

11.6 

N/A*:  No 

16 

17.4 

21509 

34.4 

N/A*:  Not  Reported 

2 

2.2 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

11 

43 

12.0 
46.7 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

8 

8.7 

12277 

19.6 

N/A*:  No 

30 

32.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  San  Bernardino  County  Medical  Center 
780  East  Gilbert  Street,  San  Bernardino,  CA  92415 
Provider  Number  050245  (CASB) 


July  1,  1996 


The  Kidney  Transplant  Program  of  San  Bernardino  County  Medical  Center  services  primarily  medically  indigent 
adults  in  a  wide  population  area  of  San  Bernardino  County.  Historically,  there  has  been  a  higher  percentage  of 
medically  indigent  adults,  with  a  high  percentage  of  Hispanic  recipients  compared  to  the  national  average. 

We  do  not  believe  that  the  1988  through  1994  graft  survival  results  accurately  reflect  the  excellence  of  care  and  the 
commitment  towards  kidney  transplantation  at  San  Bernardino  County  Medical  Center.  This  stems  primarily  from  a 
problem  with  compliance  which  we  have  noticed  and  is  often  related  to  the  underlying  socio-economic  conditions  of 
our  recipients.  Unfortunately,  the  one-quarter  (23%)  of  grafts  that  have  failed  during  this  time  have  been  due  to  non- 
compliance since  1988.  Without  including  this  subset  of  patients  with  non-compliance,  our  graft  survival  would  be 
very  good  and  within  the  national  average. 

In  addition,  our  patients  were  more  likely  to  be  diabetic,  tended  to  have  a  greater  mismatch  and  were  more  likely  to 
receive  a  cadaver  kidney  than  the  national  average.  All  these  factors  have  had  an  adverse  effect  on  our  graft  and/or 
patient  survival.  San  Bernardino  County  Medical  Center  strives  to  maintain  excellence  in  transplantation  and 
endeavors  to  provide  the  highest  quality  of  care  to  the  patient's  that  we  serve. 

There  has  been  a  change  in  the  Kidney  Transplant  Team  and  Directorship  as  of  July  1,  1995  and  since  that  time,  the 
above  issues  have  been  addressed  and  we  feel  confident  that  with  increased  awareness  of  the  challenges  that  we  face 
with  our  patient  population,  we  can  improve  the  outcome.  Over  the  last  year,  we  have  had  excellent  results  and 
although  the  number  of  transplantations  is  too  few  to  formulate  an  accurate  trend  analysis,  we  feel  confident  that  we 
can  significantly  improve  the  results  of  our  Transplant  Program.  We  remain  dedicated  in  this  regard. 

John  P.  Kearney,  MD,  FACS  ^\ 


Director 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 

Survival  Report  for  USC  Medical  Center-L.A.  County  -  Los  Angeles  CA 
Provider  Number  050373  (CASC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

113  96.5  90.4 
113  86.0  85.5 
56     97.6  89.8 

113         81          3     96.5     90.4      6.0  0.05 
113         74         11     86.0     85.5      0.4  0.91 
56         31           1     97.6     89.8      7.9  0.08 

3  Years  3 

84.0  76.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.'-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

113     98.8  98.1 
113     91.0  95.8 
60     97.8  95.9 

113      80.0        1.0    98.8    98.1      0.7  0.64 
113      73.0        7.0     91.0     95.8     -4.8  0.03* 
60      34.0        1.0     97.8     95.9      1.9  0.51 

3  Years  3 

89.0  91.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

USC  Medical  Center-L.A.  County  -  Los  Angeles  CA 
Provider  Number  050373  (CASC) 


—  i>4iiondi 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

113 

100.0 

62572 

100.0 

Donor  Type 

Living 

24 

21.2 

14525 

23.2 

Cadaveric:  Stroke 

30 

26.5 

15624 

25.0 

Cadaveric:  MVA 

33 

29.2 

13317 

21.3 

Cadaveric:  Other 

26 

23.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

24 

21.2 

10738 

17.2 

18-30 

47 

41.6 

19464 

31.1 

31-45 

29 

25.7 

18538 

29.6 

46-60 

13 

11.5 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

45 

39.8 

49654 

79.4 

Black 

10 

8.8 

6469 

10.3 

Hispanic 

49 

43.4 

4943 

7.9 

Asian 

8 

7.1 

801 

1.3 

(Jtner 

1 

0.9 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

33 

in  i 
29.2 

zjoUo 

4 1 .1 

Male 

OA 

80 

/U.o 

*3  iC7£l 

Jo  lol 

coo 
35.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

20 
1 

17.7 
0.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

1.8 

551 

0.9 

Cadaveric:  0-11 

6 

5.3 

5889 

9.4 

Cadaveric:  12-21 

20 

17.7 

16112 

25.7 

Cadaveric:  22-31 

26 

23.0 

14287 

22.8 

Cadaveric:  32-41 

29 

25.7 

7669 

12.3 

Cadaveric:  42+ 

6 

5.3 

2519 

4.0 

Not  Reported 

3 

2.7 

3935 

6.3 
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 Program- 

—  National  -- 

Mil  m  noi* 

0/ 

/o 

fx!  ■  ■  m  r\£i  w 

iium  oer 

0/ 

/o 

Level  of 

0 

10 

8.8 

5935 

9.5 

iTllMlldlLll 

1 

10 

8.8 

3484 

5.6 

2 

14 

12.4 

9648 

15.4 

3 

26 

23.0 

16005 

25.6 

4 

30 

26.5 

14003 

22.4 

5 

12 

10.6 

8963 

14.3 

j 

jvjxjy 

4  8 

lNui  rvcpuricu 

D 

J.J 

1  S7S 

7  4 

Z.H 

Recipient  Age 

0-17 

2 

1.8 

3951 

6.3 

18-35 

53 

46.9 

20414 

32.6 

36-45 

33 

29.2 

16397 

26.2 

11 

1  9  S 

1  71  70 

77  4 

Z  /  .H 

£1  4- 
O  1  i 

7 

z 

1  8 
1  .o 

4^77 

7  4 

1 

1 

n  q 

U.  7 

1  1 

0  ft 

Recipient  Race 

White 

9 

8.0 

41213 

65.9 

Black 

11 

9.7 

12675 

20.3 

Hispanic 

80 

70.8 

5632 

9.0 

Asian 

1 1 
1 1 

Q  7 

1  740 

i  mvj 

7  8 
Z.o 

Othf>r 

\jmcT 

7 
z 

1  8 
1 .0 

1  Z  _>  1 

7  ft 
Z.U 

Not  Reported 

0 

0.0 

81 

0.1 

IMl  1 1)  it  II I 

Gender 

r  c  1 1  kiit. 

dl 

1R  1 

4ft  1 

Male 

69 

61.1 

37493 

59.9 

Not  Reported 

1 

0.9 

1 

0.0 

rroceuure  iype 

rviuncy  rviuiic 

1 1 1 
1 1  j 

l  no  n 

Jy  1  o  j 

7J.J 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

83 

73.5 

54138 

86.5 

Transplant 

I  Co 

A 

1  S 

8747 
oZt  / 

1  1  7 
1  J  .Z 

1NUL  rvC[JUI  ICU 

lf\ 

zo 

ii  n 

1  87 
1  o  / 

ft  1 

Pretransplant 

0 

18 

15.9 

19677 

31.4 

Transfusions 

56 

1-5 

49.6 

23207 

37.1 

6-10 

10 

8.8 

5736 

9.2 

1 1  + 

17 

15.0 

5280 

8.4 

Not  Reported 

12 

10.6 

8672 

13.9 

P«„|r  PDA  Prinr 

rCdK  rKA  r  TIOT 

n 

/17 
4Z 

17  7 

J  /  .z 

7(^/1  £Q 

51. 1 

toTransplant 

1-  19 

44 

38.9 

26645 

42.6 

20-  79 

18 

15.9 

9976 

15.9 

80-100 

7 

6.2 

4277 

6.8 

Not  Reported 

2 

1.8 

1205 

1.9 
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 Program- 

—  National  — 

Number 

0/ 

/o 

Number 

o/ 

YO 

Body  Mass  Index 

0-20 

30 

26.5 

1 1726 

18.7 

21-25 

C  A 

54 

A  *7  O 

47.8 

23821 

">  O  1 

38.1 

26-30 

21 

18.6 

12454 

19.9 

31  + 

7 

6.2 

5762 

9.2 

Not  RpnortpH 

1 

0.9 

8809 

14.1 

Primary 

Glomerular 

8 

7.1 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

4 

3.5 

7349 

11.7 

Systemic 

13 

11.5 

1 1759 

18.8 

Tubulointerstitial 

1 

0.9 

4233 

6.8 

Diabetes 

4 

3.5 

14059 

22.5 

Other  Diagnosis 

28 

24.8 

5271 

8.4 

Not  Reported 

55 

48.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

54 

47.8 

59280 

94.7 

Hospitalized 

27 

23.9 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

32 

28.3 

906 

1.4 

Year  of 

1988 

33 

29.2 

9021 

14.4 

Transplant 

1989 

38 

33.6 

8951 

14.3 

1990 

25 

22.1 

9819 

15.7 

1  C\C\  1 

1991 

17 

15.0 

10077 

1  ZT  1 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

0 

0.0 

14547 

23.2 

Dialysis  in  First 

Yes 

12 

10.6 

5716 

9.1 

Week  After 

26528 

1  »*  o  ncnlo  nf  ^ 

i  rdiispidni 

No 

30 

26.5 

42.4 

Not  Reported 

14 

12.4 

949 

1.5 

XT/  A  *  •  Voo 

IN/A  .  Yes 

i 
l 

1 1  a 

1  1 .0 

N/A*:  No 

23 

20.4 

21509 

34.4 

N/A*:  Not  Reported 

33 

29.2 

621 

1.0 

Rejection  in 

Yes 

21 

18.6 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

35 

31.0 

19634 

31.4 

N/A*:  Yes 

9 

8.0 

12277 

19.6 

N/A*:  No 

48 

42.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  UCSD  Medical  Center  -  San  Diego  CA 
Provider  Number  050025  (CASD) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

378  89.5  90.0 
378  83.8  85.3 
311     94.0  92.0 

176     90.3  91.9 
176     85.8  87.5 

554       547         56     89.8     90.6     -0.8  0.51 
554       546         85     84.5     86.0     -1.5  0.29 
311       290         18     94.0    92.0      2.0  0.18 

3  Years  3 

78.8  78.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

366     97.1  97.3 
366     94.8  94.6 
337    93.7  95.2 

176     98.8  97.9 
176     96.5  95.4 

534     518.0       12.0    97.7     97.5      0.2  0.74 
534     515.0      24.0    95.4     94.8      0.5  0.58 
337     330.0      21.0    93.7     95.2     -1.5  0.20 

3  Years  3 

88.8  90.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

UCSD  Medical  Center  -  San  Diego  CA 
Provider  Number  050025  (CASD) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

554 

100.0 

62572 

100.0 

Donor  Type 

Living 

110 

19.9 

14525 

23.2 

Cadaveric:  Stroke 

124 

22.4 

15624 

25.0 

Cadaveric:  MVA 

145 

26.2 

13317 

21.3 

Cadaveric:  Other 

175 

31.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

80 

14.4 

10738 

17.2 

18-30 

211 

38.1 

19464 

31.1 

31-45 

153 

27.6 

18538 

29.6 

46-60 

77 

13.9 

11397 

18.2 

61  + 

23 

4.2 

2394 

3.8 

Not  Reported 

10 

1.8 

41 

0.1 

Donor  Race 

White 

347 

62.6 

49654 

79.4 

Black 

39 

7.0 

6469 

10.3 

Hispanic 

1  O  1 

131 

23.6 

A  C\  A  O 

4943 

7.9 

Asian 

24 

4.3 

801 

1.3 

Other 

3 

0.5 

620 

1.0 

Not  Reported 

10 

1.8 

85 

0.1 

Donor  Gender 

Female 

206 

37.2 

25808 

41.2 

Male 

348 

62.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

88 

0 

15.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

5 

0.9 

551 

0.9 

Cadaveric:  0-11 

167 

30.1 

5889 

9.4 

Cadaveric:  12-21 

177 

31.9 

16112 

25.7 

Cadaveric:  22-31 

50 

9.0 

14287 

22.8 

Cadaveric:  32-41 

17 

3.1 

7669 

12.3 

Cadaveric:  42+ 

6 

1.1 

2519 

4.0 

Not  Reported 

44 

7.9 

3935 

6.3 
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 Program- 
Number 

0/ 

/o 

—  National  — 
in  um  Der 

o/ 
/o 

Level  of 
ivnsmaicn 

0 
1 

50 
28 

9.0 
5.1 

5935 
3484 

9.5 
5.6 

2 

89 

16.1 

9648 

15.4 

3 

156 

28.2 

16005 

25.6 

4 

132 

23.8 

14003 

22.4 

-/ 

73 

13.2 

8963 

14.3 

0 

1  7 

3  1 

300Q 
jyjuy 

4  8 

in  ox  ivcponeci 

Q 

y 

1 .0 

1  S7S 

1  JZ  J 

7  4 

Z.H 

Recipient  Age 

0-17 

27 

4.9 

3951 

6.3 

18-35 

176 

31.8 

20414 

32.6 

36-45 

122 

22.0 

16397 

26.2 

1  83 

1  O  J 

33  0 

1 71 70 

i  i  i  /  yj 

27  4 

C  1  i 
0  1  + 

8  1 

O.J 

7  4 

in  oi  Rcponea 

u 

1  3 
1  J 

VJ.U 

Recipient  Race 

White 

298 

53.8 

41213 

65.9 

Black 

61 

11.0 

12675 

20.3 

Hispanic 

126 

22.7 

5632 

9.0 

Asian 

<\4 

Q  7 

7.  1 

1  740 

7  8 
Z.o 

utner 

1  1 
1  J 

7  "J 
Z.J 

1711 
1 Z  J  1 

7  n 
z.u 

Not  Reported 

2 

0.4 

81 

0.1 

Recipient 
Gender 

r  cmdic 

7S3 

4S  7 

7S078 

Z  JU  /  o 

4f>  1 

Male 

301 

54.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

*s4  1 

07  7 

y  1 .  1 

J7  /  OJ 

7  J.J 

Kidney  and  Pancreas 

13 

2.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
i  es 

465 

7^ 

/  J 

83.9 
1 1  ^ 

54138 

8747 

86.5 

1 1  7 
1  J.Z 

Not  Reported 

1  A 

7  <\ 
Z.J 

1  87 
1  o  / 

0  1 
U.J 

Pretransplant 
Transfusions 

0 

1-5 

76 
151 

13.7 
27.3 

19677 
23207 

31.4 
37.1 

6-10 

65 

11.7 

5736 

9.2 

11  + 

66 

1 1.9 

5280 

8.4 

Not  Reported 

196 

35.4 

8672 

13.9 

Dn,i  1     DD  A  Prini* 

r eaK  i  ka  rnor 
toTransplant 

A 

u 

1-  19 

"?74 

125 

^8  ^ 

JO.  J 

22.6 

26645 

71  7 
JZ.  / 

42.6 

20-  79 

54 

9.7 

9976 

15.9 

80-100 

35 

6.3 

4277 

6.8 

Not  Reported 

16 

2.9 

1205 

1.9 
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 Program-- 

—  National  -- 

Mil  m  hot* 

u  hi  ucr 

/o 

iy  uin  Dcr 

0/ 

/o 

Body  Mass  Index 

A  OA 

U-2U 

127 

OO  A 

22.9 

1  1  **T  "*t  Z" 

1 1726 

1  O  "7 

1 8.7 

">  1  K 
Z  1  -Z  J 

A~>  A 

ZjoZ  1 

1  0  1 

26-30 

103 

18.6 

12454 

19.9 

31  + 

42 

7.6 

5762 

9.2 

Not  Reported 

47 

8.5 

8809 

14.1 

Primary 

Glomerular 

217 

39.2 

16923 

27.0 

KiH  npv 

Disease 

Cystic/Congenital 

69 

12.5 

7349 

11.7 

Systemic 

62 

11.2 

1 1759 

18.8 

Tubulointerstitial 

31 

5.6 

4233 

6.8 

Diabetes 

79 

14.3 

14059 

22.5 

Other  Diagnosis 

62 

1 1.2 

5271 

8.4 

Not  Reported 

34 

6.1 

2978 

4.8 

Recipient 

Not  Hospitalized 

529 

95.5 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

0 

U.U 

1  O  1  "7 

1  y  1  / 

i  i 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

25 

4.5 

906 

1.4 

Year  of 

1988 

76 

13.7 

9021 

14.4 

Transplant 

1989 

70 

12.6 

8951 

14.3 

1990 

102 

18.4 

9819 

15.7 

1  QO  1 

1  yy  1 

1  U  / 

1  o  1 
\y.5 

1  (\C\HH 

1  uu  /  / 

1  O.  1 

1992 

84 

15.2 

10157 

16.2 

1993-1994 

115 

20.8 

14547 

23.2 

Dialysis  in  First 

Yes 

52 

9.4 

5716 

9.1 

Week  After 

Transnlant* 

No 

255 

46.0 

26528 

42.4 

Not  Reported 

4 

0.7 

949 

1.5 

N/A  *•  Ypc 
IN/  AY    .   I  CS 

1  1  Q 

1  1.7 

7740 

1  1  .o 

N/A*:  No 

152 

27.4 

21509 

34.4 

N/A*:  Not  Reported 

25 

4.5 

621 

1.0 

Rejection  in 

Yes 

117 

21.1 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

194 

35.0 

19634 

31.4 

N/A*:  Yes 

49 

8.8 

12277 

19.6 

N/A*:  No 

194 

35.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 

Survival  Report  for  UCSF  Medical  Center  -  San  Francisco  CA 
Provider  Number  050454  (CASF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

978  87.3  87.0 
978  80.9  81.3 
749     91.5  90.7 

394     91.4  90.6 
394    86.0  85.9 

1372      1368       158     88.5     88.1      0.4  0.64 
1372      1355       240     82.4     82.6     -0.2  0.82 
749       508         54    91.5     90.7      0.7  0.51 

3  Years  3 

74.0  73.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

960     97.6  97.0 
960     93.6  93.9 
844     93.9  94.6 

393     98.7  97.8 
393    95.2  95.0 

1341    1305.0      27.5     97.9     97.3      0.6  0.14 
1341    1274.5      77.0     94.1     94.2     -0.2  0.78 
844     588.5      44.0     93.9    94.6     -0.7  0.41 

3  Years  3 

87.9  88.8 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

UCSF  Medical  Center  -  San  Francisco  CA 
Provider  Number  050454  (CASF) 


Number 

% 

—  r>diiun<ii 
Number 

% 

Total  Transplants  and  Percentages 

1372 

100.0 

62572 

100.0 

rv  t  

Donor  Type 

Living 

301 

21.9 

14525 

23.2 

Cadaveric:  Stroke 

398 

29.0 

15624 

25.0 

Cadaveric:  MVA 

280 

20.4 

13317 

21.3 

Cadaveric:  Other 

386 

28.1 

19030 

30.4 

Not  Reported 

7 

0.5 

76 

0.1 

Donor  Age 

0-17 

233 

17.0 

10738 

17.2 

18-30 

380 

27.7 

19464 

31.1 

31-45 

397 

28.9 

18538 

29.6 

46-60 

291 

21.2 

11397 

18.2 

61  + 

65 

4.7 

2394 

3.8 

Not  Reported 

6 

0.4 

41 

0.1 

Donor  Race 

wniie 

1012 

73.8 

49654 

79.4 

DlaCK 

79 

5.8 

6469 

10.3 

Hispanic 

183 

13.3 

4943 

7.9 

Asian 

68 

5.0 

801 

1.3 

24 

1.7 

620 

1.0 

Not  Reported 

6 

0.4 

85 

0.1 

Donor  Gender 

Female 

coo 
588 

A~l  C\ 

1  C  OAO 

A  1  ^ 

4 1 .2 

Male 

no  a 
784 

C  H  1 

57. 1 

36  Ibl 

coo 
JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

37 
6 

2.7 
0.4 

10970 
640 

17.5 
1.0 

Living:  6+ 

14 

1.0 

551 

0.9 

Cadaveric:  0-11 

33 

2.4 

5889 

9.4 

Cadaveric:  12-21 

124 

9.0 

16112 

25.7 

Cadaveric:  22-31 

257 

18.7 

14287 

22.8 

Cadaveric:  32-41 

380 

27.7 

7669 

12.3 

Cadaveric:  42+ 

182 

13.3 

2519 

4.0 

Not  Reported 

339 

24.7 

3935 

6.3 
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Kidney  Volume 


 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

154 
51 

11.2 

3.7 

5935 
3484 

9.5 
5.6 

2 

104 

7.6 

9648 

15.4 

3 

248 

18.1 

16005 

25.6 

4 

Zyo 

11. 1 

1  A  f\f\1 

1 4UU3 

A 

ZZA 

5 

315 

23.0 

8963 

14.3 

6 

157 

1 1.4 

3009 

4.8 

Not  Reported 

45 

3.3 

1525 

2.4 

Recipient  Age 

0-17 

120 

8.7 

3951 

6.3 

18-35 

483 

35.2 

20414 

32.6 

36-45 

353 

Ij.l 

zo.z 

46-60 

335 

24.4 

17170 

27.4 

61  + 

81 

5.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

756 

55.1 

41213 

65.9 

Black 

129 

9.4 

12675 

20.3 

Hispanic 

210 

15.3 

5632 

9.0 

Asian 

1  7  ^ 

1  740 

7  8 

Other 

35 

2.6 

1231 

2.0 

Not  Reported 

2 

0.1 

81 

0.1 

Recipient 

Female 

561 

40.9 

25078 

40.1 

Gender 

Male 

811 

59.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1302 

94.9 

59783 

95.5 

Kidney  and  Pancreas 

70 

5.1 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

1230 
141 

89.7 
10.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.1 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

420 
463 

30.6 
33.7 

19677 
23207 

31.4 
37.1 

6-10 

95 

6.9 

5736 

9.2 

1 1  + 

70 

J.O 

JiftU 

8  4 

Not  Reported 

315 

23.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

181 

942 

13.2 
68.7 

20469 
26645 

32.7 
42.6 

20-  79 

203 

14.8 

9976 

15.9 

80-100 

39 

2.8 

4277 

6.8 

Not  Reported 

7 

0.5 

1205 

1.9 
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1997  Center  Specific  Report 


Kidney  Volume 


Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 

Kidney  _  . 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


 Program   —  National  — 

Number  %       Number  % 


JZO 

Zj.o 

1  1  T)/£ 

1  1  /zo 

1  O  "7 
1  6.  / 

jyj 

4  J  .4 

zJoz  1 

Jo.  1 

~>ii 

1  1.0 

1 Z4  j4 

1  Q  O 

1  y.y 

OJ 

o.u 

J  /OZ 

y.z 

o  c 

y.o 

OOAQ 

1/11 

14. 1 

335 

24.4 

16923 

27.0 

116 

8.5 

7349 

11.7 

199 

14.5 

11759 

18.8 

73 

5.3 

4233 

6.8 

268 

19.5 

14059 

22.5 

137 

10.0 

5271 

8.4 

244 

17.8 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

816 

59.5 

59280 

94.7 

Hospitalized 

206 

15.0 

1917 

3.1 

ICU/Life  Support 

1 

0.1 

469 

0.7 

Not  Reported 

349 

25.4 

906 

1.4 

Year  of 
Transplant 


1988 

255 

18.6 

9021 

14.4 

1989 

231 

16.8 

8951 

14.3 

1990 

211 

15.4 

9819 

15.7 

1991 

211 

15.4 

10077 

16.1 

1992 

189 

13.8 

10157 

16.2 

1993-1994 

275 

20.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

47 

3.4 

5716 

9.1 

No 

697 

50.8 

26528 

42.4 

Not  Reported 

5 

0.4 

949 

1.5 

N/A*:  Yes 

80 

5.8 

7249 

11.6 

N/A*:  No 

481 

35.1 

21509 

34.4 

N/A*:  Not  Reported 

62 

4.5 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 


N/A*:  Yes 
N/A*:  No 


289  21.1  13559  21.7 

460  33.5  19634  31.4 

249  18.1  12277  19.6 

374  27.3  17102  27.3 


*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Sutter  Memorial  Hospital  -  Sacramento  CA 
Provider  Number  050108  (CASG) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

100  91.0  87.5 
100  84.0  81.4 
84     85.4  91.6 

50     96.0  90.3 
50    85.8  84.9 

150       149         11     92.7     88.4      4.3  0.10 
150       149        23     84.6     82.6      2.0  0.51 
84         77         12     85.4     91.6     -6.3  0.04* 

3  Years  3 

71.7  74.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

100     94.9  95.8 
100     88.7  92.0 
89     88.6  92.6 

50     95.9  97.3 
50     93.6  94.1 

147     145.0        7.0     95.2     96.3     -1.1  0.47 
147     143.0       14.0     90.3     92.7     -2.4  0.26 
89      84.5       10.0     88.6     92.6     -4.0  0.15 

3  Years  3 

78.6  85.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Sutter  Memorial  Hospital  -  Sacramento  CA 
Provider  Number  050108  (CASG) 


1    1  Ugl  dill 

 National 

,  i  a  l  lull  a  l 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

150 

100.0 

62572 

100.0 

Donor  Type 

Living 

17 

11.3 

14525 

23.2 

Cadaveric:  Stroke 

49 

32.7 

15624 

25.0 

Cadaveric:  MVA 

29 

19.3 

13317 

21.3 

Cadaveric:  Other 

55 

36.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

22 

14.7 

10738 

17.2 

18-30 

42 

28.0 

19464 

31.1 

31-45 

48 

32.0 

18538 

29.6 

46-60 

31 

20.7 

11397 

18.2 

61  + 

7 

4.7 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

IiAn ni*  D o />o 

w  nue 

124 

82.7 

49654 

79.4 

DldCK. 

14 

9.3 

6469 

10.3 

nibpalHC 

6 

4.0 

4943 

7.9 

Asian 

4 

2.7 

801 

1.3 

2 

1.3 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

JO 

T8  7 

JO.  / 

?S8ft8 

41  ? 

Male 

61  T. 

U  I  .J 

"\KlfO 

JU  /  \}A 

58  8 

JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

12 

0 

8.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

3 

2.0 

551 

0.9 

Cadaveric:  0-11 

17 

11.3 

5889 

9.4 

Cadaveric:  12-21 

48 

32.0 

16112 

25.7 

Cadaveric:  22-31 

39 

26.0 

14287 

22.8 

Cadaveric:  32-41 

12 

8.0 

7669 

12.3 

Cadaveric:  42+ 

3 

2.0 

2519 

4.0 

Not  Reported 

16 

10.7 

3935 

6.3 
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Kidney  Volume 


 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

11 

3 

7.3 
2.0 

5935 
3484 

9.5 
5.6 

2 

20 

13.3 

9648 

15.4 

3 

25 

16.7 

16005 

25.6 

4 

34 

22.7 

14003 

22.4 

c 

J 

Z 1  .J 

COAT 

1  A  1 
14.  j 

6 

1  o 

18 

12.0 

T  AAA 

3009 

A  O 

4.8 

Not  Reported 

7 

4.7 

1525 

^  A 

2.4 

Recipient  Age 

0-17 

3 

2.0 

3951 

6.3 

18-35 

46 

30.7 

20414 

32.6 

36-45 

29 

19.3 

16397 

26.2 

46-60 

A  £L 
46 

30. 1 

1  H  1  1f\ 
1  /  1  /(J 

1 1 A 

61  + 

26 

17.3 

4627 

1 A 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

97 

64.7 

41213 

65.9 

Black 

19 

12.7 

12675 

20.3 

Hispanic 

19 

12.7 

5632 

9.0 

Asian 

12 

8.0 

1740 

2.8 

Other 

3 

2.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

57 

38.0 

25078 

40.1 

Male 

93 

62.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

150 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

134 
15 

89.3 
10.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.7 

187 

0.3 

Pretransplant 

Transfusions 

0 

1-5 

53 
69 

35.3 
46.0 

19677 
23207 

31.4 
37.1 

6-10 

10 

6.7 

5736 

9.2 

11  + 

14 

9.3 

5280 

8.4 

Not  Reported 

4 

2.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

67 
59 

44.7 
39.3 

20469 
26645 

32.7 
42.6 

20-  79 

18 

12.0 

9976 

15.9 

80-100 

6 

4.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Kidney  Volume 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant51 


—  National 

Number 

% 

Number 

% 

0-20 

?  1 

Z.  1 

1  1  /zo 

1  fi  7 
1  o.  / 

21-25 

59 

39.3 

23821 

38.1 

26-30 

39 

26.0 

12454 

19.9 

31  + 

21 

14.0 

5762 

9.2 

Not  Reported 

10 

6.7 

8809 

14.1 

Glomerular 

46 

30.7 

16923 

27.0 

Cystic/Congenital 

12 

8.0 

7349 

11.7 

Systemic 

31 

20.7 

11759 

18.8 

Tubulointerstitial 

6 

4.0 

4233 

6.8 

Diabetes 

31 

20.7 

14059 

22.5 

Other  Diagnosis 

16 

10.7 

5271 

8.4 

Not  Reported 

8 

5.3 

2978 

4.8 

Not  Hospitalized 

147 

98.0 

59280 

94.7 

Hospitalized 

2 

1.3 

1917 

3.1 

ICU/Lite  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.7 

906 

1.4 

1988 

35 

23.3 

9021 

14.4 

1989 

17 

11.3 

8951 

14.3 

1990 

24 

16.0 

9819 

15.7 

1991 

18 

12.0 

10077 

16.1 

1992 

21 

14.0 

10157 

16.2 

1  no?    1  nn  a 

l 993- l 994 

35 

23.3 

14547 

23.2 

Yes 

8 

5.3 

5716 

9.1 

No 

73 

48.7 

26528 

42.4 

Not  Reported 

3 

2.0 

949 

1.5 

N/A*:  Yes 

13 

8.7 

7249 

1 1.6 

XT/  A  *  •  M/-> 
IN/A    .  [NO 

<  i 
j  1 

ia  n 

34.4 

in/a  .  rNoi  Keponea 

Z 

1  .j 

OZ  I 

l  (\ 
1  .U 

Yes 

22 

14.7 

13559 

21.7 

No 

62 

41.3 

19634 

31.4 

N/A*:  Yes 

9 

6.0 

12277 

19.6 

N/A*:No 

57 

38.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Sharp  Memorial  Hospital  -  San  Diego  CA 
Provider  Number  050100  (CASH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

77  92.2  91.5 
77  89.6  87.1 
69     95.5  92.9 

121     86.5  92.0 
121     84.8  87.5 

198       195         22     88.7     91.8     -3.1  0.11 
198       195         26     86.7     87.4     -0.7  0.76 
69         65          3     95.5     92.9      2.5  0.41 

3  Years  3 

85.5  81.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

77  98.7  97.4 
77  96.6  94.6 
73     92.3  94.7 

121     94.3  97.5 
121     92.5  94.6 

197     187.0        7.5     96.0     97.5     -1.5  0.19 
197     187.0       11.0     94.1     94.6     -0.5  0.76 
73       70.5        5.5     92.3     94.7     -2.5  0.34 

3  Years  3 

89.1  89.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Sharp  Memorial  Hospital  -  San  Diego  CA 
Provider  Number  050100  (CASH) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

198 

100.0 

62572 

100.0 

Donor  Type 

Living 

64 

32.3 

14525 

23.2 

Cadaveric:  Stroke 

36 

18.2 

15624 

25.0 

Cadaveric:  MVA 

31 

15.7 

13317 

21.3 

Cadaveric:  Other 

67 

33.8 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

26 

13.1 

10738 

17.2 

18-30 

66 

33.3 

19464 

31.1 

31-45 

65 

32.8 

18538 

29.6 

46-60 

29 

14.6 

11397 

18.2 

61  + 

12 

6.1 

2394 

3.8 

Not  Reported 

f)  0 

41 

0  1 

Donor  Race 

White 

131 

66.2 

49654 

79.4 

Black 

12 

6.1 

6469 

10.3 

Hispanic 

41 

20.7 

4943 

7.9 

Asian 

12 

6.1 

801 

1.3 

Other 

2 

1.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

78 

39.4 

25808 

41.2 

Male 

120 

60.6 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

64 
0 

32.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

32 

16.2 

5889 

9.4 

Cadaveric:  12-21 

68 

34.3 

16112 

25.7 

Cadaveric:  22-31 

21 

10.6 

14287 

22.8 

Cadaveric:  32-41 

10 

5.1 

7669 

12.3 

Cadaveric:  42+ 

3 

1.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

17 

20 

8.6 
10.1 

5935 
3484 

9.5 
5.6 

2 

34 

17.2 

9648 

15.4 

3 

38 

19.2 

16005 

25.6 

4 

A  ") 

43 

21.7 

1  A  f\f\~> 

14003 

22.4 

5 

32 

16.2 

8963 

14.3 

6 

8 

4.0 

3009 

4.8 

Not  Reported 

6 

3.0 

1525 

2.4 

Recipient  Age 

0-17 

3 

1.5 

3951 

6.3 

18-35 

63 

31.8 

20414 

32.6 

36-45 

51 

25.8 

16397 

26.2 

46-60 

51 

25.8 

17170 

27.4 

61  + 

30 

15.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

93 

47.0 

41213 

65.9 

Black 

22 

11.1 

12675 

20.3 

Hispanic 

49 

24.7 

5632 

9.0 

Asian 

28 

14.1 

1740 

2.8 

Other 

6 

3.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recinient 
Gender 

Female 

97 

49.0 

25078 

40.1 

Male 

101 

51.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Tvoe 

Kidney  Alone 

198 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

175 

23 

88.4 
1 1.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

57 
104 

28.8 
52.5 

19677 
23207 

31.4 
37.1 

6-10 

21 

10.6 

5736 

9.2 

1  1  4- 

1  J 

/.O 

j/oU 

C  A 
O.H 

Not  Reported 

1 

0.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

130 

35 

65.7 
17.7 

20469 
26645 

32.7 
42.6 

20-  79 

19 

9.6 

9976 

15.9 

80-100 

14 

7.1 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

27 

13.6 

11726 

18.7 

21-25 

56 

28.3 

23821 

38.1 

26-30 

25 

12.6 

12454 

19.9 

31  + 

5 

2.5 

5762 

9.2 

Not  Reported 

85 

42.9 

8809 

14.1 

Glomerular 

64 

32.3 

16923 

27.0 

Cystic/Congenital 

9 

4.5 

7349 

11.7 

Systemic 

48 

24.2 

11759 

18.8 

Tubulointerstitial 

9 

4.5 

4233 

6.8 

Diabetes 

55 

27.8 

14059 

22.5 

Other  Diagnosis 

8 

4.0 

5271 

8.4 

Not  Reported 

5 

2.5 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

194 

98.0 

59280 

94.7 

Hospitalized 

3 

1.5 

1917 

3.1 

ICU/Life  Support 

1 

0.5 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

20 

10.1 

9819 

15.7 

1991 

39 

19.7 

10077 

16.1 

1992 

54 

27.3 

10157 

16.2 

1993-1994 

85 

42.9 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


6 

3.0 

5716 

9.1 

63 

31.8 

26528 

42.4 

0 

0.0 

949 

1.5 

29 

14.6 

7249 

11.6 

98 

49.5 

21509 

34.4 

2 

1.0 

621 

1.0 

Rejection  in 
First  6  Months 


Yes 

12 

6.1 

13559 

21.7 

No 

57 

28.8 

19634 

31.4 

N/A*:  Yes 

29 

14.6 

12277 

19.6 

N/A*:  No 

100 

50.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Sharp  Memorial  Hospital 
7901  Frost  Street,  San  Diego,  CA  92123 
Provider  Number  050100  (CASH) 


May  8,  1997 


Donald  N.  Sharp  Memorial  Hospital  is  pleased  to  see  the  UNOS  survival  statistics  for  our  kidney  transplant  program. 
They  reflect  our  commitmentto  high-quality  patient  care,  especially  among  complex,  high-risk  patients  including  those 
from  distant  rural  areas,  diverse  ethnic  makeup  and  socially  disadvantaged  people  form  the  inner-city.  While  no  purely 
statistical  analysis  such  as  this  one  should  ever  be  used  as  the  sole  measure  of  a  transplant  program's  quality,  the  UNOS 
data  are  one  measure  of  the  success  of  our  kidney  transplant  program. 

Even  when  the  statistics  on  graft  survival  and  patient  survival  are  adjusted  for  the  more  complex  cases  done  at  Donald 
N.  Sharp  Transplant  Center,  our  results  are  above  the  national  expectations,  as  indicated  by  the  UNOS  statistics,  both 
our  3  month  (92.2  percent)  and  1  year  (89.6  percent)  graft  survival  rates  exceed  UNOS'  expected  survival  rates  (91.5 
percent  and  87. 1  percent  respectively). 

Our  patient  survival  rates  also  exceeded  UNOS'  expected  survival  rates  at  both  3  months  and  1  year.  We  achieved  a 
98.7  percent  patient  survival  rate  at  3  months  and  a  96.6  percent  survival  rate  at  1  year,  while  the  UNOS  expected 
figures  are  97.4  percent  at  3  months  and  94.6  percent  at  1  year. 

Of  the  Donald  N.  Sharp  Transplant  Centers  transplants  performed  in  the  reporting  period,  53  percent  were  done  on 
minority  patients.  Nationally,  the  average  is  34.1  percent.  This  shows  that  our  data  reflects  the  diversity  of  the 
community  we  serve.  Furthermore,  we  performed  15.2  percent  of  the  kidney  transplants  in  patients  over  the  age  of  60 
compared  to  7.4  percent  nationally,  with  a  success  rate  among  the  highest.  Both  these  populations  are  considered  high 
risk,  adding  to  the  complexity  of  our  patient  profile. 

We  are  proud  to  continue  our  mission  of  a  nonprofit  organization  while  maintaining  excellent  statistics. 
Robert  Mendez,  M.D.,  F.A.C.S. 

Director  Multi-Organ  Transplant  Center  .  „ 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Joseph  Hospital  -  Orange  CA 
Provider  Number  050069  (CASJ) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

132  87.9  88.8 
132  82.5  83.7 
107     84.9  92.1 

48     95.8  91.3 
48     93.8  87.1 

180       180         18     90.0     89.5      0.5  0.83 
180       178         26     85.5     84.7      0.9  0.75 
107        95         15     84.9     92.1     -7.2  <0.01* 

3  Years  3 

70.0  77.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

129     99.2  97.1 
129    96.0  94.1 
122     93.9  94.0 

48   100.0  98.1 
48   100.0  95.9 

172     171.5         1.0     99.4     97.3      2.1  0.09 
172     168.5        5.0     97.1     94.6      2.5  0.14 
122     112.5        7.0     93.9    94.0     -0.1  0.96 

3  Years  3 

90.2  88.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Joseph  Hospital  -  Orange  CA 
Provider  Number  050069  (CASJ) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

180 

100.0 

62572 

100.0 

Donor  Type 

Living 

28 

15.6 

14525 

23.2 

Cadaveric:  Stroke 

48 

26.7 

15624 

25.0 

Cadaveric:  MVA 

41 

22.8 

13317 

21.3 

Cadaveric:  Other 

63 

35.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U-  1  / 

29 

16.1 

1  ATI  O 

10/38 

17.2 

i  o  in 

51 

28.3 

19464 

31.1 

31-45 

49 

27.2 

18538 

29.6 

46-60 

39 

21.7 

11397 

18.2 

61  + 

12 

6.7 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

White 

Will  IV 

129 

71.7 

49654 

79.4 

Rlark 

l  >  1  tl\.  w 

4 

2.2 

6469 

10.3 

Mi  cn^n  IP 

39 

21.7 

4943 

7.9 

A  c ian 

7 

3.9 

801 

1.3 

Other 

1 

0.6 

620 

1.0 

\J  r*t  RpnnrtpH 
l^Ul  JVC UKJ 1  icu 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

J  O.J 

ZJOuO 

41.Z 

Male 

1  1  1 
ill 

61  7 

JO  l  oz 

Jo.o 

Not  Reported 

u 

u.u 

z 

u.u 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

28 
0 

15.6 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

3 

1.7 

5889 

9.4 

Cadaveric:  12-21 

47 

26.1 

16112 

25.7 

Cadaveric:  22-31 

67 

37.2 

14287 

22.8 

Cadaveric:  32-41 

25 

13.9 

7669 

12.3 

Cadaveric:  42+ 

7 

3.9 

2519 

4.0 

Not  Reported 

3 

1.7 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

24 

13.3 

5935 

9.5 

Mismatch 

1 

21 

11.7 

3484 

5.6 

2 

34 

18.9 

9648 

15.4 

3 

53 

29.4 

16005 

25.6 

4 

32 

17.8 

14003 

22.4 

5 

12 

6.7 

8963 

14.3 

6 

2 

1.1 

3009 

4.8 

Not  Reported 

2 

1.1 

1525 

2.4 

Recipient  Age 

0-17 

2 

1.1 

3951 

6.3 

18-35 

64 

35.6 

20414 

32.6 

36-45 

44 

24.4 

16397 

26.2 

46-60 

57 

31.7 

17170 

27.4 

61  + 

13 

7.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

1 14 

63.3 

41213 

65.9 

Black 

6 

3.3 

12675 

20.3 

Hispanic 

46 

25.6 

5632 

9.0 

Asian 

1 1 
1 1 

0. 1 

1  /4U 

1.6 

Other 

3 

1.7 

1231 

2.0 

inui  ixcpui icu 

n 
u 

u.u 

o  1 

U.  1 

Recipient 

Female 

75 

41.7 

25078 

40.1 

Gender 

Male 

1 

1  VJ 

JO.  J 

Q 

inui  rvcuui  IvU 

1 
1 

Procedure  Type 

Kidney  Alone 

180 

100.0 

59783 

95.5 

IVlUUCy  tlllU  1  dllLKd^ 

H.J 

Previous  Kidney 

144 

80.0 

54138 

86.5 

Transplant 

Yes 

35 

19.4 

8247 

13.2 

Not  Reported 

1 

0.6 

187 

0.3 

Pretransplant 

0 

63 

35.0 

19677 

31.4 

I  ranstusions 

54 

30.0 

23207 

37.1 

1-5 

6-10 

28 

15.6 

5736 

9.2 

11  + 

35 

19.4 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

62 

34.4 

20469 

32.7 

toTransplant 

1-  19 

78 

43.3 

26645 

42.6 

20-  79 

27 

15.0 

9976 

15.9 

80-100 

13 

7.2 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

33 

18.3 

11726 

18.7 

21-25 

48 

26.7 

23821 

38.1 

26-30 

22 

12.2 

12454 

19.9 

31  + 

5 

o 

2.8 

5762 

9.2 

Not  Reported 

72 

40.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

60 
30 

33.3 
16.7 

16923 
7349 

27.0 
11.7 

Systemic 

27 

15.0 

11759 

18.8 

Tubulointerstitial 

19 

10.6 

4233 

6.8 

Diabetes 

33 

18.3 

14059 

22.5 

Other  Diagnosis 

7 

3.9 

5271 

8.4 

Not  Reported 

4 

2.2 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

180 

0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

37 
38 

20.6 
21.1 

9021 
8951 

14.4 
14.3 

1990 

21 

1 1.7 

9819 

15.7 

1991 

27 

15.0 

10077 

16.1 

1992 

22 

12.2 

10157 

16.2 

1993-1994 

35 

19.4 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

35 
72 

19.4 
40.0 

5716 
26528 

9.1 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

33 

18.3 

7249 

11.6 

N/A*:  No 

40 

22.2 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

48 
59 

26.7 
32.8 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

32 

17.8 

12277 

19.6 

N/A*:  No 

41 

22.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  St.  Joseph  Hospital 
1100  W.  Stewart  Drive,  Orange,  CA  92868 
Provider  Number  050069  (CASJ) 


May  13,  1997 


St.  Joseph  Hospital  has  been  performing  renal  transplants  since  1973.  From  May  1,  1992,  to  April  30,  1994,  St. 
Joseph  performed  48  transplants  with  an  overall  kidney  survival  rate  of  93.8%  and  patient  survival  rate  of  100%. 

The  survival  report  published  by  UNOS  is  an  accurate  reflection  of  our  tradition  of  excellence.  We  have  a  strong 
belief  in  the  intrinsic  dignity  of  each  person  and  seek  to  provide  care  for  the  whole  person4oody,  mind,  and  spirit 
through  our  values  of  Dignity,  Service,  Excellence  and  Justice. 

Dominick  E.  Gentile,  M.D. 

Medical  Director  s\  ^  * 

Renal  Transplant  Center  (,  I  Y    Mo^Ar/j  1%  /l 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  California-Davis  Medical  Center  -  Sacramento  CA 

Provider  Number  050599  (CASM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1  15  88.7  88.6 
1  15  82.5  83.1 
93     87.7  91.3 

118     92.4  91.1 
1  18     87.1  85.8 

233       232         22     90.6     89.9      0.7  0.73 
233       227         35     84.8     84.4      0.4  0.88 
93         86         11     87.7     91.3     -3.6  0.22 

3  Years  3 

72.4  75.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

114     96.4  96.6 
114     91.8  93.2 
102     92.0  93.8 

118     99.1  97.5 
118     93.6  94.3 

228     223.0        5.0     97.8     97.0      0.8  0.50 
228     212.0       16.0     92.7     93.7     -1.0  0.52 
102       97.0        8.0     92.0     93.8     -1.9  0.44 

3  Years  3 

84.5  87.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  California-Davis  Medical  Center  -  Sacramento  CA 
Provider  Number  050599  (CASM) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

233 

100.0 

62572 

100.0 

uunur  i  y pc 

•  • 
Living 

38 

16.3 

14525 

23.2 

Cadaveric;  Stroke 

67 

28.8 

15624 

25.0 

Cadaveric;  MVA 

42 

18.0 

13317 

21.3 

Cadaveric:  Other 

85 

36.5 

19030 

30.4 

Not  Reported 

1 

0.4 

76 

0.1 

Donor  Age 

U-I  / 

25 

10.7 

1  AT?  O 

10738 

ITT 

17.2 

18-30 

81 

34.8 

19464 

31.1 

31-45 

77 

33.0 

18538 

29.6 

46-60 

38 

16.3 

11397 

18.2 

61  + 

11 

4.7 

2394 

3.8 

Not  Reported 

1 

0.4 

41 

0.1 

Donor  Race 

White 

186 

79.8 

49654 

79.4 

Black 

21 

9.0 

6469 

10.3 

Hispanic 

19 

8.2 

4943 

7.9 

Asian 

5 

2.1 

801 

1.3 

Other 

1 

0.4 

620 

1.0 

Not  Reported 

1 

0.4 

85 

0.1 

Donor  Gender 

Female 

89 

38.2 

25808 

41.2 

Male 

144 

61.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

25 
0 

10.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

5 

2.1 

551 

0.9 

Cadaveric:  0-11 

29 

12.4 

5889 

9.4 

Cadaveric:  12-21 

79 

33.9 

16112 

25.7 

Cadaveric:  22-31 

41 

17.6 

14287 

22.8 

Cadaveric:  32-41 

17 

7.3 

7669 

12.3 

Cadaveric:  42+ 

4 

1.7 

2519 

4.0 

Not  Reported 

33 

14.2 

3935 

6.3 
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Number 

% 

...  National  — 
Number 

% 

Level  ot 
Mismatch 

0 
1 

13 
5 

5.6 
2.1 

5935 
3484 

9.5 
5.6 

2 

29 

12.4 

9648 

15.4 

3 

57 

24.5 

16005 

25.6 

4 

68 

29.2 

14003 

22.4 

5 

45 

19.3 

8963 

14.3 

6 

11 

4.7 

3009 

4.8 

Not  Reported 

5 

2.1 

1525 

2.4 

Recipient  Age 

0-17 

24 

10.3 

3951 

6.3 

18-35 

74 

31.8 

20414 

32.6 

36-45 

51 

21.9 

16397 

26.2 

46-60 

59 

25.3 

17170 

27.4 

61  + 

25 

10.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

151 

64.8 

41213 

65.9 

Black 

28 

12.0 

12675 

20.3 

Hispanic 

28 

12.0 

5632 

9.0 

Asian 

21 

9.0 

1740 

2.8 

Other 

5 

2.1 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

91 

39.1 

25078 

40.1 

Male 

142 

60.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

203 

87.1 

59783 

95.5 

Kidney  and  Pancreas 

30 

12.9 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

212 
18 

91.0 
7.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

3 

1.3 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

44 
112 

18.9 
48.1 

19677 
23207 

31.4 
37.1 

6-10 

12 

5.2 

5736 

9.2 

11  + 

19 

8.2 

5280 

8.4 

Not  Reported 

46 

19.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

110 

90 

47.2 
38.6 

20469 
26645 

32.7 
42.6 

20-  79 

24 

10.3 

9976 

15.9 

80-100 

3 

1.3 

4277 

6.8 

Not  Reported 

6 

2.6 

1205 

1.9 
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Kidney  Volume 


Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

60 

25.8 

11726 

18.7 

21-25 

102 

43.8 

23821 

38.1 

26-30 

31 

13.3 

12454 

19.9 

31  + 

21 

9.0 

5762 

9.2 

Not  Reported 

19 

8.2 

8809 

14.1 

VJ  1  (J  1 1 1  CI  U  1  ill 

47 

zu.z 

1  O7ZJ 

77  n 

v^ysiic/^ongcniidi 

J  J 

1  ^  o 
1  J.U 

1  1  "7 
11./ 

Systemic 

38 

16.3 

11759 

18.8 

Tubulointerstitial 

7 

3.0 

4233 

6.8 

Diabetes 

77 

33.0 

14059 

22.5 

Other  Diagnosis 

19 

8.2 

5271 

8.4 

Not  Reported 

10 

4.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

222 

95.3 

59280 

94.7 

Hospitalized 

10 

4.3 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.4 

906 

1.4 

Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


1988 

27 

11.6 

9021 

14.4 

1989 

27 

11.6 

8951 

14.3 

1990 

28 

12.0 

9819 

15.7 

1991 

25 

10.7 

10077 

16.1 

1992 

41 

17.6 

10157 

16.2 

1993-1994 

85 

36.5 

14547 

23.2 

Yes 

8 

3.4 

5716 

9.1 

No 

81 

34.8 

26528 

42.4 

Not  Reported 

4 

1.7 

949 

1.5 

N/A*:  Yes 

30 

12.9 

7249 

11.6 

N/A*:  No 

107 

45.9 

21509 

34.4 

N/A*:  Not  Reported 

3 

1.3 

621 

1.0 

Rejection  in 
First  6  Months 


Yes 

28 

12.0 

13559 

21.7 

No 

65 

27.9 

19634 

31.4 

N/A*:  Yes 

27 

11.6 

12277 

19.6 

N/A*:  No 

113 

48.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Stanford  University  Medical  Center  -  Palo  Alto  CA 
Provider  Number  050441  (CASU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

23  100.0  90.5 
23  85.7  85.6 
18   100.0  92.9 

89     93.2  91.4 
89     87.4  86.6 

112        109          6     94.5     91.2      3.3  0.22 
112        107         14     87.1     86.4      0.6  0.84 
18         12          0   100.0     92.9      7.1  0.28 

3  Years  3 

85.7  79.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

23  100.0  97.4 
23  85.4  94.5 
18   100.0  95.2 

88     98.8  97.6 
88     96.4  94.6 

111     106.0        1.0     99.1     97.6      1.5  0.31 
111     102.0        6.0     94.3     94.6     -0.4  0.87 
18       12.0        0.0   100.0     95.2      4.8  0.39 

3  Years  3 

85.4  90.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Stanford  University  Medical  Center  -  Palo  Alto  CA 
Provider  Number  050441  (CASU) 


II  U£ll  {1111 

 \;itintv»I 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

112 

100.0 

62572 

100.0 

Donor  Type 

Living 

24 

21.4 

14525 

23.2 

Cadaveric:  Stroke 

37 

33.0 

15624 

25.0 

Cadaveric:  MVA 

21 

18.8 

13317 

21.3 

Cadaveric:  Other 

29 

25.9 

19030 

30.4 

Not  Reported 

1 

0.9 

76 

0.1 

Donor  Age 

0-17 

12 

10.7 

10738 

17.2 

18-30 

43 

38.4 

19464 

31.1 

31-45 

34 

30.4 

18538 

29.6 

46-60 

16 

14.3 

11397 

18.2 

61  + 

6 

5.4 

2394 

3.8 

Not  Reported 

1 

0.9 

41 

0.1 

W  11HC 

68 

60.7 

49654 

79.4 

OlaCK 

7 

6.3 

6469 

10.3 

oioUallic 

32 

28.6 

4943 

7.9 

A  cion 

rAMdll 

5 

4.5 

801 

1.3 

Othpr 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

AA  A 

ZJoUo 

A  1  ~) 
H  1  .Z 

Male 

oz 

JJ.4 

JO  /OZ 

CO  o 

JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

21 
1 

18.8 
0.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

21 

18.8 

5889 

9.4 

Cadaveric:  12-21 

38 

33.9 

161 12 

25.7 

Cadaveric:  22-31 

18 

16.1 

14287 

22.8 

Cadaveric:  32-41 

7 

6.3 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

6 

5.4 

3935 

6.3 
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 Program- 
Number 

I  "  U  III  1/  v  ■ 

% 

—  National  -- 
Nu  m  her 

1    '  U  III  U  V  I 

% 

Level  of 
Mismatch 

1  '  1  t  J  III  U  l  V  1  1 

0 
1 

11 

5 

9.8 
4.5 

5935 
3484 

9.5 
5.6 

2 

8 

7.1 

9648 

15.4 

3 

21 

18.8 

16005 

25.6 

4 

26 

23.2 

14003 

22.4 

5 

21 

18.8 

8963 

14.3 

6 

10 

8.9 

3009 

4.8 

Not  Reported 

10 

8.9 

1525 

2.4 

Recipient  Age 

0-17 

3 

2.7 

3951 

6.3 

18-35 

42 

37.5 

20414 

32.6 

36-45 

26 

23.2 

16397 

26.2 

46-60 

30 

26.8 

17170 

27.4 

61  + 

1 1 

9.8 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

47 

42.0 

41213 

65.9 

Black 

11 

9.8 

12675 

20.3 

Hispanic 

35 

31.3 

5632 

9.0 

Asian 

16 

14.3 

1740 

2.8 

Other 

3 

2.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Rprinipn  t 

Gender 

Female 

1  vlUUlV 

39 

34.8 

25078 

40.1 

Male 

73 

65.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Tvne 

Kidnev  Alone 

91 

81.3 

59783 

95.5 

Kidney  and  Pancreas 

21 

18.8 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

98 
13 

87.5 
1 1.6 

54138 
8247 

86.5 
13.2 

Not  Renorted 

1 

0.9 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

50 
37 

44.6 
33.0 

19677 
23207 

31.4 
37.1 

6-10 

6 

5.4 

5736 

9.2 

1  1  + 

A 
U 

n  o 
U.U 

<ooo 

0  A 

o.4 

Not  Reported 

19 

17.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

66 
18 

58.9 
16.1 

20469 
26645 

32.7 
42.6 

20-  79 

11 

9.8 

9976 

15.9 

80-100 

7 

6.3 

4277 

6.8 

Not  Reported 

10 

8.9 

1205 

1.9 
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Kidney  Volume 


Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

8 

7.1 

11726 

18.7 

21-25 

43 

38.4 

23821 

38.1 

26-30 

24 

21.4 

12454 

19.9 

31  + 

5 

4.5 

5762 

9.2 

Not  Reported 

32 

28.6 

8809 

14.1 

Glomerular 

25 

22.3 

16923 

27.0 

Cystic/Congenital 

9 

8.0 

7349 

1 1.7 

Systemic 

22 

19.6 

11759 

18.8 

Tubulointerstitial 

3 

2.7 

4233 

6.8 

Diabetes 

28 

25.0 

14059 

22.5 

Other  Diagnosis 

11 

9.8 

5271 

8.4 

Not  Reported 

14 

12.5 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

109 

97.3 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

3 

2.7 

906 

1.4 

Year  of 
Transplant 


1988 

7 

6.3 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

6 

5.4 

10077 

16.1 

1992 

34 

30.4 

10157 

16.2 

1993-1994 

65 

58.0 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:No 

N/A*:  Not  Reported 


1 

0.9 

5716 

9.1 

15 

13.4 

26528 

42.4 

2 

1.8 

949 

1.5 

12 

10.7 

7249 

11.6 

80 

71.4 

21509 

34.4 

2 

1.8 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


2 

1.8 

13559 

21.7 

16 

14.3 

19634 

31.4 

38 

33.9 

12277 

19.6 

56 

50.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Stanford  University  Medical  Center 
300  Pasteur  Drive,  Stanford,  CA  94305 
Provider  Number  050441  (CASU) 


May  9,  1997 

The  Kidney  Transplant  Program  at  Stanford  University  Medical  Center  reports  an  overall  graft  survival  rate  for  112 
transplants  performed  between  January  1,  1988  and  April  30,  1994  of  87% 

We  are  proud  of  these  results  in  a  patient  population  exceptional  for  its  racial  and  cultural  diversity.  We  attribute  these 
excellent  results  to  our  thoughtful  Multi-disciplinary  approach  with  close  cooperation  between  medical  and  surgical 
colleagues. 

Donald  C.  Dafoe,  M.D. 

Chief,  Division  of  Transplantation 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Vincent  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050502  (CASV) 


Graft  Survival 


Era  1: 

Era  2: 

Overall: 

1/1/88-4/30/92 

5/1/92-4/30/94 

1/1/88-4/30/94 

No. 

Act. 

Exp. 

No. 

Act. 

Exp. 

No. 

Act. 

Exp. 

Time 

of 

Rate 

Rate 

of 

Rate 

Rate 

of 

No.  1 

No. 

Rate 

Rate 

Diff. 

P-2 

Point 

TX 

(%) 

(%) 

TX 

(%) 

(%) 

TX 

w/CFU 

Failed 

(%) 

(%) 

(%) 

value 

3  Months 

854 

85.5 

84.3 

355 

85.6 

91.2 

1209 

1209 

175 

85.5 

86.4 

-0.8 

0.29 

1  Year 

854 

77.1 

77.3 

355 

80.6 

86.5 

1209 

1207 

264 

78.1 

80.0 

-1.8 

0.05* 

Cond. 3 

656 

90.5 

90.9 

656 

644 

62 

90.5 

90.9 

-0.4 

0.71 

3  Years 

3  Years  3 

69.8 

70.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

841     95.8  94.3 
841     93.0  91.0 
768     97.1  94.6 

351     96.5  97.9 
351     93.2  95.4 

1178    1174.5       47.0     96.0     95.4      0.6  0.15 
1  178    1  162.5       81.5     93.0     92.3      0.8  0.20 
768     731.0      22.0     97.1     94.6      2.4  <0.01* 

3  Years  3 

90.3  86.1 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Vincent  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050502  (CASV) 


 Program- 
Number 

0/ 
70 

—  National 
Number 

0/ 

/o 

Total  Transplants  and  Percentages 

1209 

100.0 

62572 

100.0 

Donor  Type 

Living 

231 

19.1 

14525 

23.2 

Cadaveric:  Stroke 

352 

29.1 

15624 

25.0 

Cadaveric:  MVA 

230 

19.0 

13317 

21.3 

Cadaveric:  Other 

392 

32.4 

19030 

30.4 

Not  Reported 

4 

0.3 

76 

0.1 

Donor  Age 

0-17 

243 

20.1 

10738 

17.2 

18-30 

309 

25.6 

19464 

31.1 

31-45 

328 

27.1 

18538 

29.6 

46-60 

254 

21  0 

1 1  397 

1 8  2 

61  + 

IS 

6  2 

2394 

3  8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

800 

66.2 

49654 

79.4 

Black 

102 

8.4 

6469 

10.3 

Hispanic 

248 

20.5 

4943 

7.9 

Asian 

41 

3.4 

801 

1.3 

Other 

11 

0.9 

620 

1.0 

Not  Reported 

7 

0.6 

85 

0.1 

Donor  Gender 

Female 

493 

40.8 

25808 

41.2 

Male 

716 

59.2 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

212 
1 

17.5 
0.1 

10970 
640 

17.5 
1.0 

Living:  6+ 

4 

0.3 

551 

0.9 

Cadaveric:  0-11 

77 

6.4 

5889 

9.4 

Cadaveric:  12-21 

192 

15.9 

16112 

25.7 

Cadaveric:  22-31 

282 

23.3 

14287 

22.8 

Cadaveric:  32-41 

248 

20.5 

7669 

12.3 

Cadaveric:  42+ 

155 

12.8 

2519 

4.0 

Not  Reported 

38 

3.1 

3935 

6.3 
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Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


 Program- 

—  National 

... 

Number 

% 

Number 

% 

0 

100 

8.3 

5935 

9.5 

1 

81 

6.7 

3484 

5.6 

2 

216 

17.9 

9648 

15.4 

3 

312 

25.8 

16005 

25.6 

4 

230 

19.0 

14003 

22.4 

5 

140 

1 1.6 

8963 

14.3 

6 

36 

3.0 

3009 

4.8 

Not  Reported 

94 

7.8 

1525 

2.4 

0-17 

8 

0.7 

3951 

6.3 

18-35 

433 

35.8 

20414 

32.6 

36-45 

319 

26.4 

16397 

26.2 

46-60 

363 

30.0 

17170 

27.4 

61  + 

86 

7.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

496 

41.0 

41213 

65.9 

Black 

152 

12.6 

12675 

20.3 

Hispanic 

406 

33.6 

5632 

9.0 

Asian 

107 

8.9 

1740 

2.8 

Other 

46 

3.8 

1231 

2.0 

Not  Reported 

2 

0.2 

81 

0.1 

Female 

495 

40.9 

25078 

40.1 

Male 

714 

59.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Kidney  Alone 

1208 

99.9 

59783 

95.5 

Kidney  and  Pancreas 

1 

0.1 

2789 

4.5 

No 

1041 

86.1 

54138 

86.5 

Yes 

165 

13.6 

8247 

13.2 

Not  Reported 

3 

0.2 

187 

0.3 

0 

192 

15.9 

19677 

31.4 

1-5 

594 

49.1 

23207 

37.1 

6-10 

149 

12.3 

5736 

9.2 

11  + 

146 

12.1 

5280 

8.4 

Not  Reported 

128 

10.6 

8672 

13.9 

0 

A  A 

424 

35.1 

20469 

32.7 

1-  19 

354 

29.3 

26645 

42.6 

20-  79 

212 

17.5 

9976 

15.9 

80-100 

87 

7.2 

4277 

6.8 

Not  Reported 

132 

10.9 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

233 

19.3 

11726 

18.7 

21-25 

608 

50.3 

23821 

38.1 

26-30 

281 

23.2 

12454 

19.9 

78 

ft  S 

S7ft? 

9  ? 

I*.  1     f  \j         /~\ 1 — [  .  ^  c  i 

iNoi  ixcporicu 

Q 

n  7 

88flQ 

OOU7 

14  1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

288 
119 

23.8 
9.8 

16923 
7349 

27.0 
11.7 

Systemic 

279 

23.1 

11759 

18.8 

i  UDUiuinicrsuuai 

AQ 
Hy 

A  1 

Lr.  1 

ft  8 
0.0 

Diabetes 

223 

18.4 

14059 

22.5 

Other  Diagnosis 

158 

13.1 

5271 

8.4 

Not  Reported 

93 

7.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

1N01  HOSpliailZcQ 

Hospitalized 

8fK 
OUj 

60 

oo.o 
5.0 

J7Z0U 
1917 

QA  1 

yH.  1 

3.1 

ICU/Life  Support 

325 

26.9 

469 

0.7 

Not  Reported 

19 

1.6 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

181 

175 

15.0 
14.5 

9021 
8951 

14.4 
14.3 

1990 

zUo 

1  /.u 

0010 

1  ^  "7 

1  J.  / 

1991 

227 

18.8 

10077 

16.1 

1992 

198 

16.4 

10157 

16.2 

1993-1994 

222 

18.4 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

139 
479 

11.5 
39.6 

5716 
26528 

9.1 
42.4 

inoi  i\cpuricu 

"?8 

JO 

QAQ 

1  .j 

N/A*:  Yes 

165 

13.6 

7249 

11.6 

N/A*:  No 

367 

30.4 

21509 

34.4 

N/A*:  Not  Reported 

21 

1.7 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

185 
471 

15.3 
39.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

100 

8.3 

12277 

19.6 

N/A*:  No 

453 

37.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  UCLA  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050262  (CAUC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

448  91.7  88.8 
448  87.3  83.7 
377     90.7  90.9 

288     94.8  92.0 
288     91.0  87.6 

736       735         52     92.9     90.0      2.9  <0.01* 
736       722         82     88.8     85.2      3.5  <0.01* 
377       352         34     90.7     90.9     -0.1  0.92 

3  Years  3 

79.2  76.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

443     98.9  97.4 
443     97.9  94.9 
412     96.4  95.5 

288     98.6  98.1 
288     95.9  95.7 

728     721.0        9.0     98.8     97.7       1.1  0.05 
728     698.5      20.5     97.1     95.3       1.9  0.02* 
412     368.5       14.0     96.4     95.5       1.0  0.35 

3  Years  3 

94.4  90.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

UCLA  Medical  Center  -  Los  Angeles  CA 
Provider  Number  050262  (CAUC) 


i  ■  ui^  i  a  in 

Number 

% 

 National 

1  ~  *l  l  full  H  I 

Number 

% 

Total  Transplants  and  Percentages 

736 

100.0 

62572 

100.0 

Donor  Type 

Living 

144 

19.6 

14525 

23.2 

Cadaveric:  Stroke 

192 

26.1 

15624 

25.0 

Cadaveric:  MVA 

138 

18.8 

13317 

21.3 

Cadaveric:  Other 

258 

35.1 

19030 

30.4 

Not  Reported 

4 

0.5 

76 

0.1 

Donor  Age 

0-17 

129 

17.5 

10738 

17.2 

18-30 

243 

33.0 

19464 

31.1 

31-45 

203 

27.6 

18538 

29.6 

46-60 

146 

19.8 

11397 

18.2 

61  + 

15 

2.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

WViito 

wniic 

461 

62.6 

49654 

79.4 

oiacK 

48 

6.5 

6469 

10.3 

Hispanic 

195 

26.5 

4943 

7.9 

Asian 

22 

3.0 

801 

1.3 

10 

1.4 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

ZyU 

"JO  A 

zjoUo 

A  1  T 
4  1  .1 

Male 

AA6. 

44o 

oU.o 

30  lOZ 

CO  Q 
JO.O 

Not  Reported 

A 

0 

A  A 

0.0 

2 

A  A 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

142 
0 

19.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.3 

551 

0.9 

Cadaveric:  0-11 

35 

4.8 

5889 

9.4 

Cadaveric:  12-21 

273 

37.1 

16112 

25.7 

Cadaveric:  22-31 

221 

30.0 

14287 

22.8 

Cadaveric:  32-41 

54 

7.3 

7669 

12.3 

Cadaveric:  42+ 

7 

1.0 

2519 

4.0 

Not  Reported 

2 

0.3 

3935 

6.3 
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 Program-- 

—  National 

Mil m  hpr 

ii  u  ill  ucr 

/o 

/o 

Level  of 

0 

66 

9.0 

5935 

9.5 

It  1 15  111  a  11  11 

1 

48 

6.5 

3484 

5.6 

2 

142 

19.3 

9648 

15.4 

3 

197 

26.8 

16005 

25.6 

4 

170 

23.1 

14003 

22  4 

•J 

65 

R  R 

806^ 

14  1 

1  H.J 

(s 

\J 

1  u 

1  4 

1  .H 

JUUy 

4  8 

D  O 

S  7 
J  .z 

1  S7S 

1  JZJ 

7  4 
z.t 

Recipient  Age 

0-17 

108 

14.7 

3951 

6.3 

18-35 

213 

28.9 

20414 

32.6 

36-45 

171 

7T  7 

Z  J  .Z 

1  6TQ7 

1  UJ7  / 

76  7 
zo.z 

1  87 
1  o  / 

7S  4 
Z  J.t 

1  7  1  7f> 
1  /  1  /U 

77  4 
Z  /  .<+ 

U  1  ' 

S7 

7  7 

4£77 
HOZ  / 

7  4 

\  At  D  o  t"\     ft  c\  r\ 

inoi  ixcpuritu 

U 

u.u 

1  1 
1  J 

u.u 

Recipient  Race 

White 

377 

51.2 

41213 

65.9 

Black 

87 

11.8 

12675 

20.3 

Hispanic 

197 

26.8 

5632 

9.0 

Asian 

^4 

7  "? 
/  .J 

1 74fl 

i  mu 

7  8 
Z.O 

Other 

21 

2.9 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

339 

46.1 

25078 

40.1 

Gender 

Male 

397 

53.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

731 

99.3 

59783 

95.5 

Kidney  and  Pancreas 

5 

0.7 

2789 

4.5 

Pt*pv  I  n  1 1 G  1^  iHnPv 
ncv iuus  rviuiicy 

6S4 

88  Q 

00.7 

S4 1  "?8 

Jt  1JO 

86  S 

OU.  J 

Transplant 

Ypc 

I  Co 

oz 

1  1  1 

11.1 

8747 

1  7.  7 
1  J  .Z 

i>ui  ixcpuricu 

u 

u.u 

1  87 
1  o  / 

U.J 

Pretransplant 

0 

219 

29.8 

19677 

31.4 

Transfusions 

364 

1-5 

49.5 

23207 

37.1 

S     1  A 

6-10 

OA 

80 

10.9 

5736 

9.2 

11  + 

73 

9.9 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

203 

27.6 

20469 

32.7 

toTransplant 

1-  19 

373 

50.7 

26645 

42.6 

20-  79 

100 

13.6 

9976 

15.9 

80-100 

58 

7.9 

4277 

6.8 

Not  Reported 

2 

0.3 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

200 

27.2 

11726 

18.7 

21-25 

299 

40.6 

23821 

38.1 

26-30 

157 

21.3 

12454 

19.9 

Til 

5  1  + 

oz 

0.4 

J  /OZ 

9.z 

Not  Reported 

1  o 

18 

2.4 

8809 

14.1 

Primary 

Glomerular 

299 

40.6 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

101 

13.7 

7349 

11.7 

Systemic 

88 

12.0 

11759 

18.8 

Tubulointerstitial 

A  1 

4 1 

J.O 

0.0 

Diabetes 

112 

15.2 

14059 

22.5 

Other  Diagnosis 

84 

11.4 

5271 

8.4 

Not  Reported 

11 

1.5 

2978 

4.8 

Recipient 

Not  Hospitalized 

730 

Aft  O 

99. z 

cm  on 
59zo(J 

94.  / 

Description  at 

Transnljint 

Hospitalized 

4 

0.5 

1917 

3.1 

ICU/Life  Support 

2 

0.3 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

89 

12.1 

9021 

14.4 

Transplant 

1989 

107 

14.5 

8951 

14.3 

1990 

99 

13.5 

9819 

15.7 

1991 

119 

16.2 

10077 

16.1 

1992 

102 

13.9 

10157 

16.2 

1993-1994 

220 

29.9 

14547 

23.2 

Dialysis  in  First 

Yes 

53 

7.2 

5716 

9.1 

Week  After 

324 

44.0 

42.4 

Transplant* 

No 

26528 

Not  Reported 

U 

u.u 

949 

1  c 

I  .J 

N/A*:  Yes 

60 

8.2 

7249 

11.6 

N/A*:  No 

299 

40.6 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

152 

20.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

225 

30.6 

19634 

31.4 

N/A*:  Yes 

184 

25.0 

12277 

19.6 

N/A*:  No 

175 

23.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  UCLA  Medical  Center 
10833  Le  Conte  Avenue,  Los  Angeles,  CA  90095 
Provider  Number  050262  (CAUC) 


May  8,  1997 


UCLA  Medical  Center  is  pleased  that  the  UNOS  survival  statistics  for  1988  to  1994  continue  to  demonstrate  graft 
survival  and  patient  survival  which  significantly  exceed  UNOS'  risk-adjusted  survival  rates.  With  the  number  of 
transplants  performed,  the  possibility  that  the  difference  between  the  expected  and  actual  survival  rates  occurred  by 
chance  alone  is  very  small.  UCLA  was  one  of  a  small  number  of  programs  in  the  United  States  to  achieve  this  level  of 
superior  outcome  as  reported  in  each  of  the  first  two  Center-SpecificData  Projects.  While  no  purely  statistical  analysis 
can  ever  be  the  sole  measure  of  a  transplant  program's  quality,  the  UNOS  data  are  one  measure,  and  reflect  UCLA's 
long-standing  commitment  to  high-quality  care  of  adults  and  children  with  end-stage  renal  disease. 

J.  Thomas  Rosenthal,  M.D.  « 
Transplant  Program  Director  \vV*->  \  t— «**—^" — 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  USC  -  University  Hospital  -  Los  Angeles  CA 
Provider  Number  050696  (CAUH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

13  100.0  91.8 
13  92.3  87.7 
12     91.7  92.5 

66    92.4  91.6 
66     90.9  86.9 

79        79          5     93.7     91.6      2.0  0.51 
79         78          7     91.1     87.1      4.0  0.28 
12         12          1     91.7     92.5     -0.8  0.92 

3  Years  3 

84.6  81.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

13  100.0  98.0 
13  100.0  96.1 
13     92.3  96.2 

66     98.5  98.0 
66     95.5  95.4 

79      79.0        1.0     98.7     98.0      0.8  0.63 
79      79.0        3.0     96.2     95.5      0.7  0.76 
13       13.0        1.0     92.3     96.2     -3.9  0.47 

3  Years  3 

92.3  92.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

USC  -  University  Hospital  -  Los  Angeles  CA 
Provider  Number  050696  (CAUH) 


 Program-- 

—  National 

n  U  III  UCI 

/o 

i  >  U  111  UCI 

/o 

Total  Transplants  and  Percentages 

79 

100.0 

62572 

100.0 

Donor  Type 

Living 

11 

1  1.0 

15.1 

Cadaveric:  Stroke 

24 

30.4 

15624 

25.0 

Cadaveric:  MVA 

12 

15.2 

13317 

21.3 

i^aQavcnc  winer 

21 

26.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

12 

15.2 

10738 

17.2 

1  o-jU 

~>A 

z4 

jU.4 

1  r\A  £.A 

J 1 . 1 

31-45 

23 

29.1 

18538 

29.6 

46-60 

13 

16.5 

1 1397 

18.2 

61  + 

7 

8.9 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

50 

63.3 

49654 

79.4 

Black 

5 

6.3 

6469 

10.3 

Hispanic 

19 

24.1 

4943 

7.9 

Asian 

1 

1.3 

801 

1.3 

Other 

4 

5.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

33 

41.8 

25808 

41.2 

Male 

46 

58.2 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

17 
0 

21.5 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

2 

2.5 

5889 

9.4 

Cadaveric:  12-21 

21 

26.6 

16112 

25.7 

Cadaveric:  22-31 

11 

13.9 

14287 

22.8 

Cadaveric:  32-41 

18 

22.8 

7669 

12.3 

Cadaveric:  42+ 

2 

2.5 

2519 

4.0 

Not  Reported 

8 

10.1 

3935 

6.3 
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 Program- 
Number 

/o 

—  National 
Number 

0/ 

/o 

Level  of 
ivi  ismaic  n 

0 
1 

4 

3 

5.1 
3.8 

5935 
3484 

9.5 
5.6 

2 

12 

15.2 

9648 

15.4 

3 

25 

31.6 

16005 

25.6 

4 

15 

19.0 

14003 

22.4 

j 

1 1 

1  3  9 

1  J .  y 

8963 

14  3 

1  'T.J 

D 

-5 
J 

"i.  8 

J.O 

JUU7 

A  8 
4.o 

iNui  ixcpurieu 

o 

7  ft 

1  ^7S 

1  JZj 

7  4 
Z.4 

Recipient  Age 

0-17 

2 

2.5 

3951 

6.3 

18-35 

26 

32.9 

20414 

32.6 

36-45 

26 

32.9 

16397 

26.2 

A«  f\C\ 

1  Q 
1  y 

74  1 

1  71  70 
I  /  1  /U 

77  A 
Z  /  .4 

(.  1  i 
0  1  + 

O 

7  A 
/.O 

/l£77 
40Z  / 

7  /l 
/.4 

inch  ivcpuricu 

n 
u 

u.u 

1 J 

o  n 
u.u 

Recipient  Race 

White 

31 

39.2 

41213 

65.9 

Black 

10 

12.7 

12675 

20.3 

Hispanic 

22 

27.8 

5632 

9.0 

Asian 

1  u 

1  7  7 

1 Z.  / 

1  7 /in 
1  /4U 

7  8 
Z.O 

utner 

0 

/.0 

17  7  1 

IZj  1 

O  f» 

z.u 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

r  emdic 

4  J  .V 

Z  JU  /  o 

4U.  1 

Male 

45 

57.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

70 

i  fin  n 
1  UU.U 

jy  /oj 

yj.j 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 

Vac 

I  es 

77 
z 

97.5 

7  <\ 
Z.J 

54138 

BO/17 
5Z4  / 

86.5 

1 1  o 
1  J.Z 

inoi  Kcponea 

A 

u 

n  n 
u.u 

1  87 
1  O  / 

n  "j 

U.J 

Pretransplant 
Transfusions 

0 

1-5 

6 
37 

7.6 
46.8 

19677 
23207 

31.4 
37.1 

6-10 

4 

5.1 

5736 

9.2 

11  + 

7 

8.9 

5280 

8.4 

Not  Reported 

25 

31.6 

8672 

13.9 

reak  rKA  rrior 
to  Transplant 

U 

1-  19 

/i"> 
23 

^7  7 

J  j.Z 

29.1 

7f»/l  AO 

zu4t>y 
26645 

■37  7 

jZ.  / 
42.6 

20-  79 

8 

10.1 

9976 

15.9 

80-100 

3 

3.8 

4277 

6.8 

Not  Reported 

3 

3.8 

1205 

1.9 
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—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

13 

16.5 

1 1726 

18.7 

21-25 

38 

48.1 

23821 

38.1 

26-30 

18 

22.8 

12454 

19.9 

31  + 

8 

10.1 

5762 

9.2 

Not  Reported 

2 

2.5 

8809 

14.1 

Primary 

Glomerular 

15 

19.0 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

-> 

2 

2.5 

7349 

1 1.7 

Systemic 

20 

25.3 

11759 

18.8 

Tubulointerstitial 

3 

3.8 

4233 

6.8 

Diabetes 

18 

22.8 

14059 

22.5 

Other  Diagnosis 

10 

12.7 

5271 

8.4 

l^UL  iVCLJUI  ICU 

1 1 

1  ~\  Q 

9078 

4  8 

Recipient 

Not  Hospitalized 

73 

92.4 

59280 

94.7 

Description  at 

Transplant 

Hospitalized 

4 

5.1 

1917 

3.1 

H-U/Liic  oupport 

l 

l .  j 

A  AO 

u.  / 

iNui  ixcponeu 

i 
i 

1  -3 
1  .  J 

vuo 

1  A 

Year  of 

1988 

0 

0.0 

9021 

14.4 

Transplant 

1989 

0 

0.0 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

10 

12.7 

10077 

16.1 

1992 

26 

32.9 

10157 

16.2 

1  QQVl  994 

4T 

S4  4 

14S47 

—  .  _ 

Dialysis  in  First 

Yes 

3 

3.8 

5716 

9.1 

Week  After 

11.4 

26528 

Transplant* 

No 

9 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

10 

12.7 

7249 

1 1.6 

N/A*:  No 

56 

70.9 

21509 

34.4 

N/A*:  Not  Reported 

1 

1.3 

621 

1.0 

Rejection  in 

Yes 

0 

0.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

12 

15.2 

19634 

31.4 

N/A*:  Yes 

9 

11.4 

12277 

19.6 

N/A*:  No 

58 

73.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Western  Medical  Center  -  Santa  Ana  CA 
Provider  Number  050065  (CAWM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

80  84.9  89.3 
80  75.9  84.0 
59     64.2  91.9 

51     86.3  91.6 
51     72.5  86.8 

131        130         19     85.5     90.2     -4.8  0.06 
131        129         33     74.6     85.1    -10.5  <0.01* 
59         54         20     64.2     91.9    -27.7  <0.01* 

3  Years  3 

48.8  77.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

77  97.3  97.0 
77  96.0  93.8 
71     89.7  93.6 

50    100.0  97.8 
50     91.9  95.1 

126     124.0        2.0     98.4     97.3       1.1  0.46 
126     122.0        7.0     94.4     94.3      0.1  0.98 
71       65.5        7.0     89.7     93.6     -3.9  0.18 

3  Years  3 

86.1  87.7 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Western  Medical  Center  -  Santa  Ana  CA 
Provider  Number  050065  (CAWM) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

131 

100.0 

62572 

100.0 

Donor  Type 

Living 

30 

22.9 

14525 

23.2 

Cadaveric:  Stroke 

41 

31.3 

15624 

25.0 

Cadaveric:  MVA 

19 

14.5 

13317 

21.3 

Cadaveric:  Other 

40 

30.5 

19030 

30.4 

Not  Reported 

1 

0.8 

76 

0.1 

Donor  Age 

0-17 

20 

15.3 

10738 

17.2 

18-30 

29 

22.1 

19464 

31.1 

31-45 

39 

29.8 

18538 

29.6 

46-60 

25 

19.1 

1 1397 

18.2 

f>\  + 

U  I  ■ 

18 

13.7 

2394 

3.8 

iNoi  ivcpuricu 

0 

0.0 

41 

0.1 

Donor  Race 

White 

94 

71.8 

49654 

79.4 

Black 

7 

j.j 

1  U.J 

Hispanic 

Ti. 

1  7  £ 
1  /.0 

AQA1 

7  Q 

Asian 

7 

^  1 

J.  J 

SO  1 

i  .j 

Other 

n 
u 

u.u 

Aon 

1  .u 

Not  Reported 

u.u 

OJ 

U.  1 

Donor  Gender 

Female 

51 

38.9 

25808 

41.2 

Male 

80 

61.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

28 
0 

21.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.8 

551 

0.9 

Cadaveric:  0-11 

15 

11.5 

5889 

9.4 

Cadaveric:  12-21 

31 

23.7 

161 12 

25.7 

Cadaveric:  22-31 

38 

29.0 

14287 

22.8 

Cadaveric:  32-41 

10 

7.6 

7669 

12.3 

Cadaveric:  42+ 

2 

1.5 

2519 

4.0 

Not  Reported 

6 

4.6 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

13 

7 

9.9 

5.3 

1  AO  A 

j4s4 

9.5 

c  c. 

J.O 

2 

20 

15.3 

9648 

15.4 

3 

40 

30.5 

16005 

25.6 

4 

31 

23.7 

14003 

22.4 

5 

12 

9.2 

8963 

14.3 

6 

5 

3.8 

3009 

4.8 

Not  Reported 

3 

2.3 

1525 

2.4 

Recipient  Age 

0-17 

4 

3.1 

3951 

6.3 

18-35 

34 

26.0 

20414 

32.6 

36-45 

40 

30.5 

16397 

26.2 

46-60 

36 

27.5 

17170 

27.4 

61  + 

17 

13.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

75 

57.3 

41213 

65.9 

Black 

10 

7.6 

12675 

20.3 

Hispanic 

27 

20.6 

5632 

9.0 

Asian 

17 

13.0 

1740 

2.8 

Other 

2 

1.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

58 

44.3 

25078 

40.1 

Male 

73 

55.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

131 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

122 
8 

93.1 
6.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.8 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

19 

57 

14.5 
43.5 

19677 
23207 

31.4 
37.1 

6-10 

15 

11.5 

5736 

9.2 

11  + 

13 

9.9 

5280 

8.4 

Not  Reported 

27 

20.6 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

60 

53 

45.8 
40.5 

20469 
26645 

32.7 
42.6 

20-  79 

14 

10.7 

9976 

15.9 

80-100 

2 

1.5 

4277 

6.8 

Not  Reported 

2 

1.5 

1205 

1.9 

33  -c 


1997  Center  Specific  Report 


Kidney  Volume 


Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

23 

17.6 

11726 

18.7 

21-25 

65 

49.6 

23821 

38.1 

26-30 

24 

18.3 

12454 

19.9 

31  + 

13 

9.9 

5762 

9.2 

Not  Reported 

6 

4.6 

8809 

14.1 

u  luriicruidr 

n 

ZJ.Z 

1  OVZ  J 

Z  /.U 

Cystic/Congenital 

i  n 
19 

1  A  C 

14.5 

7349 

1 1.7 

Systemic 

25 

19.1 

11759 

18.8 

Tubulointerstitial 

9 

6.9 

4233 

6.8 

Diabetes 

34 

26.0 

14059 

22.5 

Other  Diagnosis 

9 

6.9 

5271 

8.4 

Not  Reported 

2 

1.5 

2978 

4.8 

Recipient  Not  Hospitalized 

Description  at  „  .... 
Transplant  Hospitalized 

ICU/Life  Support 

Not  Reported 


130 

99.2 

59280 

94.7 

0 

0.0 

1917 

3.1 

0 

0.0 

469 

0.7 

1 

0.8 

906 

1.4 

Year  of 
Transplant 


1988 

10 

7.6 

9021 

14.4 

1989 

22 

16.8 

8951 

14.3 

1990 

25 

19.1 

9819 

15.7 

1991 

20 

15.3 

10077 

16.1 

1992 

19 

14.5 

10157 

16.2 

1993-1994 

35 

26.7 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

18 

13.7 

5716 

9.1 

No 

41 

31.3 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

34 

26.0 

7249 

11.6 

N/A*:  No 

36 

27.5 

21509 

34.4 

N/A*:  Not  Reported 

2 

1.5 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


29 

22.1 

13559 

21.7 

30 

22.9 

19634 

31.4 

23 

17.6 

12277 

19.6 

49 

37.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Western  Medical  Center 
1001  N.  Tustin  Avenue,  Santa  Ana,  CA  92705 
Provider  Number  050065  (CAWM) 


May  15,  1997 


The  1997  Center  Specific  Report  for  our  center  was  reviewed  and  analyzed  critically.  The  reported  overall  graft 
survival,  in  our  opinion,  does  not  accurately  reflect  the  commitmentto  care  and  standards  of  excellence  practiced  at  our 
center.  Being  a  relatively  new  and  growing  program  with  overall  small  transplant  numbers,  our  graft  survival  data  is 
impacted  severely  by  any  graft  loss  from  any  cause  as  defined  by  UNOS,  such  as  a  rare  vascular  accident,  primary  graft 
non-function,  irreversible  rejection,  patient  death  with  a  functioning  graft  or  patients  lost  to  follow-up  because  of  social 
migration. 

At  its  inception  in  1988,  our  center's  philosophy  was  to  help  a  broad  spectrum  of  patients  by  offering  them  the  gift  of 
life.  In  an  era  of  chronic  organ  shortage,  this  meant  being  open  minded  about  accepting,  in  selected  cases,  so-called 
"marginal"  kidneys  in  an  effort  to  transplant  patients  who  would  otherwise  not  be  transplanted.  This  approach  entailed 
accepting  some  risk.  We  did  not  favor  an  approach  of  "cherry  picking"  as  practiced  widely  in  the  transplantation 
community. 

Review  of  our  center  data  reveals  a  higher  number  of  transplants  from  donors  61+  years  of  age  of  13.7%  compared  to 
3.8%  nationally  and  from  donors  who  died  from  a  stroke  (3 1.3%  vs.  25%).  Overall,  our  recipients  were  slightly  higher 
risk  than  the  national  pool  as  we  had  a  higher  number  of  recipients  aged  61+  (13%  vs.  7.4%)  and  a  higher  number  of 
diabetic  recipients  (26%  vs.  22.5%).  Finally,  our  patient  demographics  revealed  a  much  higher  percentage  of  Hispanics 
(20.6%  vs.  9.0%)  and  Asians  (13.0%  vs.  2.8%)  with  known  lower  socioeconomic  and  educational  levels  having  a 
potential  negative  impact  on  our  long-term  results  (poor  compliance,  lack  of  immunosuppressive  drug  coverage, 
irregular  follow-up  or  loss  of  follow-up  due  to  migration,  etc.). 

Since  1994,  our  transplant  team  has  significantly  adjusted  its  approach  to  transplantation.  We  have  become  more 
selective  in  our  patient  and  graft  acceptance  criteria.  Our  data  on  more  than  1 00  patients  transplanted  at  our  center  since 
mid- 1994,  reveals  a  drastic  improvement  in  our  short  and  long-term  graft  survival  which  now  is  at  or  above  the  national 

average. 

With  increasing  clinical  experience,  tighter  selection  criteria  and  the  institution  of  numerous  measures  of  quality  of  care 
monitoring  and  enhancement,  our  transplantteam  is  striving  to  continuously  improve  our  clinical  outcomes.  The  Center 
Specific  Report  has  been  a  useful  tool  for  us  to  objectively  assess  our  results  and  improve  our  approach  to  the  practice 
of  renal  transplantation. 

Garo  M.  Tertzakian,  MD,  FACS 

Medical  Director,  Renal  Transplantation  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  The  Children's  Hospital  -  Denver  CO 
Provider  Number  063301  (COCH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

4     75.0  88.8 
4     75.0  84.1 
3     66.7  92.1 

16     81.3  89.3 
16     81.3  84.6 

20         20          4     80.0     89.2     -9.2  0.18 
20         20          4     80.0     84.5     -4.5  0.57 
3          3           1     66.7    92.1    -25.4  0.22 

3  Years  3 

50.0  77.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

4   100.0  99.0 
4   100.0  98.0 
4   100.0  98.4 

16     93.3  99.0 
16     93.3  97.7 

19       18.5         1.0     94.6     99.0     -4.4  0.06 
19       18.5         1.0     94.6     97.7     -3.1  0.36 
4        4.0        0.0   100.0     98.4      1.6  1.00 

3  Years  3 

100.0  96.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

The  Children's  Hospital  -  Denver  CO 
Provider  Number  063301  (COCH) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

20 

100.0 

62572 

100.0 

Donor  Type 

Living 

4 

20.0 

14525 

23.2 

Cadaveric:  Stroke 

4 

20.0 

15624 

25.0 

Cadaveric:  MVA 

0 

0.0 

13317 

21.3 

Cadaveric:  Other 

12 

60.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

3 

15.0 

10738 

17.2 

18-30 

7 

35.0 

19464 

31.1 

31-45 

5 

25.0 

18538 

29.6 

46-60 

4 

20.0 

11397 

18.2 

61  + 

1 

5.0 

2394 

3.8 

inch  rvcpuricu 

0 

0.0 

41 

0.1 

Donor  Race 

White 

17 

85.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

Z 

1  u.u 

AQA  7 

1  Q 

Asian 

i 
1 

£  A 

j.U 

OA  1 

oU  1 

1 .3 

Other 

A 

u 

U.U 

Aon 
o2U 

1  .U 

Not  Reported 

A 

u 

U.U 

O  € 

8J 

U.  1 

Donor  Gender 

Female 

8 

40.0 

25808 

41.2 

Male 

12 

60.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

4 
0 

20.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

5 

25.0 

5889 

9.4 

Cadaveric:  12-21 

7 

35.0 

16112 

25.7 

Cadaveric:  22-31 

3 

15.0 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

1 

5.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

3 
2 

15.0 
10.0 

5935 
3484 

9.5 
5.6 

2 

4 

20.0 

9648 

15.4 

3 

5 

25.0 

16005 

25.6 

4 

4 

20.0 

14003 

22.4 

5 

2 

10.0 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

16 

80.0 

3951 

6.3 

18-35 

4 

20.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

15 

75.0 

41213 

65.9 

Black 

2 

10.0 

12675 

20.3 

Hispanic 

1 

5.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

2 

10.0 

1231 

2.0 

u.u 

o  1 

a  i 

U.  1 

Recipient 
Gender 

Female 

5 

25.0 

25078 

40.1 

Male 

i  j 

/  J.U 

Q 

J7.7 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

20 

100.0 

59783 

95.5 

rviLlIlCN   dllU  lullll  tin 

_  /  07 

Previous  Kidney 
Transplant 

No 
Yes 

17 
3 

85.0 
15.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

1 
4 

5.0 
20.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

15 

75.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

4 
11 

20.0 
55.0 

20469 
26645 

32.7 
42.6 

20-  79 

4 

20.0 

9976 

15.9 

80-100 

1 

5.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 


Nil  m  her 

1  1  KM  III  UV  I 

% 

Nu  m  her 

1  "  U  111  U  V  1 

% 

Q 

4J.U 

1  1  /  ZD 

1  8  7 
10./ 

21-25 

7 

35.0 

23821 

38.1 

26-30 

3 

15.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

1 

5.0 

8809 

14.1 

Glomerular 

3 

15.0 

16923 

27.0 

Cystic/Congenital 

7 

35.0 

7349 

11.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

5 

25.0 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

5 

25.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Not  Hospitalized 

19 

95.0 

59280 

94.7 

Hospitalized 

1 

5.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

1 

5.0 

9819 

15.7 

1991 

3 

15.0 

10077 

16.1 

1992 

3 

15.0 

10157 

16.2 

1993-1994 

13 

65.0 

14547 

23.2 

Yes 

0 

0.0 

5716 

9.1 

No 

3 

15.0 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

2 

10.0 

7249 

11.6 

N/A*:  No 

15 

75.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

A  A 

0.0 

621 

1  A 

1.0 

Yes 

2 

10.0 

13559 

21.7 

No 

1 

5.0 

19634 

31.4 

N/A*:  Yes 

17 

85.0 

12277 

19.6 

N/A*:  No 

0 

0.0 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 

Survival  Report  for  Porter  Memorial  Hospital  -  Denver  CO 
Provider  Number  060064  (COPM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

87  87.4  88.0 
87  82.8  82.7 
71     89.6  92.5 

55     96.4  91.9 
55     94.5  87.8 

142        142         13     90.8     89.5       1.3  0.60 
142        141          18     87.3     84.6      2.6  0.37 
71         66           7     89.6     92.5     -2.8  0.37 

3  Years  3 

74.2  76.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.J     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

87  94.1  96.2 
87  92.9  92.8 
78     91.9  93.7 

54   100.0  97.9 
54     98.0  95.3 

140     136.0        5.0     96.4     96.8     -0.5  0.75 
140     135.0        7.0     94.9     93.7       1.1  0.58 
78       72.0        6.0     91.9     93.7     -1.8  0.52 

3  Years  3 

85.4  86.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Porter  Memorial  Hospital  -  Denver  CO 
Provider  Number  060064  (COPM) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

142 

100.0 

62572 

100.0 

Donor  type 

Living 

12 

8.5 

14525 

23.2 

Cadaveric:  Stroke 

38 

26.8 

15624 

25.0 

Cadaveric:  MVA 

43 

30.3 

13317 

21.3 

Cadaveric:  Other 

49 

34.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

26 

18.3 

10738 

17.2 

18-30 

46 

32.4 

19464 

31.1 

31-45 

49 

34.5 

18538 

29.6 

46-60 

20 

14.1 

11397 

18.2 

61  + 

1 

0.7 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

uvuor  rvdic 

W  IlllC 

129 

90.8 

49654 

79.4 

6 

4.2 

6469 

10.3 

6 

4.2 

4943 

7.9 

A  c  i  ^  n 

0 

0.0 

801 

1.3 

Dthpr 
WlllCI 

1 

0.7 

620 

1.0 

M/~%t  Ppnrtrtpn 

1NOI  rvcpurieu 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

C  1 

J  1 

1^  Q 

JJ.7 

ZjoVo 

H  1  .Z 

Male 

Q 1 
y  1 

C4.  1 

JO  /oz 

JO. 5 

Not  Reported 

A 
U 

A  O 
U.U 

n  o 
U.U 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

12 
0 

8.5 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

42 

29.6 

5889 

9.4 

Cadaveric:  12-21 

64 

45.1 

16112 

25.7 

Cadaveric:  22-31 

23 

16.2 

14287 

22.8 

Cadaveric:  32-41 

1 

0.7 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

I   01;  a  1  Ai 

Level  01 
Mismatch 

U 

1 
1 

1  r\ 
1U 

/.V 

©  C 
O.J 

jy3  j 

1  AQA 

o484 

9.j 

J.O 

2 

29 

20.4 

9648 

15.4 

3 

40 

28.2 

16005 

25.6 

4 

40 

28.2 

14003 

22.4 

5 

8 

5.6 

8963 

14.3 

6 

3 

2.1 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

3 

2.1 

3951 

6.3 

18-35 

52 

36.6 

20414 

32.6 

36-45 

32 

22.5 

16397 

26.2 

46-60 

38 

26.8 

17170 

27.4 

61  + 

17 

12.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

122 

85.9 

41213 

65.9 

Black 

3 

2.1 

12675 

20.3 

Hispanic 

11 

7.7 

5632 

9.0 

Asian 

2 

1.4 

1740 

2.8 

Other 

3 

2.1 

1231 

2.0 

Not  Reported 

1 

0.7 

81 

0.1 

Recipient 
Gender 

Female 

55 

38.7 

25078 

40.1 

Male 

87 

61.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

134 

94.4 

59783 

95.5 

Kidney  and  Pancreas 

8 

5.6 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

123 
19 

86.6 
13.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

63 
68 

44.4 
47.9 

19677 
23207 

31.4 
37.1 

6-10 

7 

4.9 

5736 

9.2 

11  + 

4 

2.8 

5280 

8.4 

Not  Reported 

o 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

15 
91 

10.6 
64.1 

20469 
26645 

32.7 
42.6 

20-  79 

24 

16.9 

9976 

15.9 

80-100 

12 

8.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 
Kidney  _    .  ._ 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


Program   —  National  — 


Number 

% 

Number 

% 

33 

23.2 

1 1726 

18.7 

50 

35.2 

23821 

38.1 

17 

12.0 

12454 

19.9 

8 

5.6 

5762 

9.2 

34 

23.9 

8809 

14.1 

41 

28.9 

16923 

27.0 

22 

15.5 

7349 

1 1.7 

17 

12.0 

11759 

18.8 

12 

8.5 

4233 

6.8 

37 

26.1 

14059 

22.5 

9 

6.3 

5271 

8.4 

4 

2.8 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

141 

99.3 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

1 

0.7 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

29 

20.4 

9021 

14.4 

1989 

16 

11.3 

8951 

14.3 

1990 

18 

12.7 

9819 

15.7 

1991 

18 

12.7 

10077 

16.1 

1992 

20 

14.1 

10157 

16.2 

1993-1994 

41 

28.9 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


8 

5.6 

5716 

9.1 

63 

44.4 

26528 

42.4 

0 

0.0 

949 

1.5 

12 

8.5 

7249 

11.6 

58 

40.8 

21509 

34.4 

1 

0.7 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


56 

39.4 

13559 

21.7 

15 

10.6 

19634 

31.4 

31 

21.8 

12277 

19.6 

40 

28.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Porter  Memorial  Hospital 
2535  S.  Downing  Street,  Denver,  CO  80210 
Provider  Number  060064  (COPM) 


May  8,  1997 


The  kidney  transplant  program  at  Porter  Memorial  Hospital  was  initiated  in  1985,  and  the  first  kidney  transplant  was 
performed  14  May  1986.  Our  pancreas  transplant  program  was  initiated  in  1992,  and  the  first  combined  kidney  and 
pancreas  transplant  was  performed  3  January  1993.  This  report  summarizes  data  for  142  of  the  first  168  kidney 
transplants  performed  at  this  center.  Eight  of  these  transplants  were  performed  with  a  pancreas  transplant  during  Era 
2.  The  remaining  134  transplants  in  both  eras  were  done  as  kidney  transplants  alone. 

As  the  premier  community-based  transplant  program  in  the  Rocky  Mountain  region,  the  mission  of  the  PorterCare 
Transplant  Service  is  to  provide  excellent  care,  support  and  education  to  donors,  recipients  and  their  families 
throughout  the  transplant  continuum.  We  are  pleased  that  this  UNOS  analysis  of  our  center's  performance  in  the 
years  1988  through  1994  confirms  the  excellent  graft  and  patient  survivals  obtained  here.  Review  of  the  donor  and 
recipient  characteristics  confirms  our  center's  commitment  to  shorter  cold  ischemic  times  and  better  HLA  matching. 
Although  a  single  recipient  is  identified  as  having  been  transplanted  from  the  ICU  or  on  life  support,  no  such 
recipient  has  been  transplanted  at  our  center. 

From  1986  through  April,  1997,  the  PorterCare  Transplant  Service  has  performed  263  kidney  transplants.  Two 
hundred  four  recipients  have  received  a  kidney  from  a  cadaver  donor,  40  have  received  a  kidney  from  a  living  donor, 
and  20  have  been  performed  as  simultaneous  kidney  and  pancreas  transplants.  Overall  patient  survival  at  3  months  is 
96.1  +  1.2%,  at  1  year  is  94.5  +  1.4%,  at  3  years  is  90.6  ±  1.9%,  at  5  years  is  85.2  +  2.6%,  and  at  10  years  is  72.1  ± 
4.3%.  Overall  graft  survival  at  3  months  is  92.2  +  1 .7%,  at  1  year  is  88.6  +  2.0%,  at  3  years  is  81 .2  +  2.6%,  at  5 
years  is  71 .7  +  3.4%,  and  at  10  years  is  55.5  +  5.2%.  These  survival  estimates  are  based  on  Kaplan-Meier  analysis. 

The  PorterCare  transplant  program  is  pleased  to  provide  these  very  successful  services  to  patients,  their 
nephrologists,  and  their  families  in  the  Denver  metropolitan  area  as  well  as  from  Pueblo  to  Billings  and  Grand 
Junction  to  Rapid  City.  For  further  information,  please  contact  our  program. 

W.  Ben  Vernon,  MD 
Medical  Director 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Columbia  Presbyterian/St  Luke's  Medical  Center  -  Denver  CO 

Provider  Number  060014  (COSL) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX      (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

292  87.3  89.2 
292  79.8  84.2 
232     88.9  92.0 

101     92.1  91.6 
101     86.1  87.2 

393       393         45     88.5     89.8     -1.3  0.40 
393        392         73     81.4     85.0     -3.6  0.04* 
232        199         24     88.9     92.0     -3.1  0.09 

3  Years  3 

70.9  77.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

283     95.5  97.0 
283     91.9  94.1 
258     90.4  94.3 

101     98.0  97.6 
101     94.8  94.7 

381     376.0       14.5     96.2     97.2     -1.0  0.24 
381     373.0      27.5     92.7     94.2     -1.6  0.19 
258     230.0      23.5     90.4     94.3     -3.9  <0.01* 

3  Years  3 

83.1  88.7 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Columbia  Presbyterian/St  Luke's  Medical  Center  -  Denver  CO 
Provider  Number  060014  (COSL) 


Number 

% 

—  iidiiondi 
Number 

% 

Total  Transplants  and  Percentages 

393 

100.0 

62572 

100.0 

Donor  Type 

Living 

64 

16.3 

14525 

23.2 

Cadaveric:  Stroke 

92 

23.4 

15624 

25.0 

Cadaveric:  MVA 

98 

24.9 

13317 

21.3 

Cadaveric:  Other 

139 

35.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

64 

16.3 

10738 

17.2 

18-30 

134 

34.1 

19464 

31.1 

31-45 

117 

29.8 

18538 

29.6 

46-60 

66 

16.8 

11397 

18.2 

61  + 

12 

3.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

336 

85.5 

49654 

79.4 

Black 

10 

2.5 

6469 

10.3 

Hispanic 

40 

10.2 

4943 

7.9 

Asian 

2 

0.5 

801 

1.3 

Other 

5 

1.3 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

ICC 

1  JJ 

1C\  A 

4  1 .2 

Male 

238 

60.6 

36762 

coo 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

62 
2 

15.8 
0.5 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

119 

30.3 

5889 

9.4 

Cadaveric:  12-21 

128 

32.6 

16112 

25.7 

Cadaveric:  22-31 

64 

16.3 

14287 

22.8 

Cadaveric:  32-41 

16 

4.1 

7669 

12.3 

Cadaveric:  42+ 

2 

0.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program— 

—  National  — 

Mil  m  hor 

mil  uer 

/o 

l/i  Ulfl  Uci 

/o 

Level  of 

l*l  lain  a  IC II 

0 
1 

54 
26 

13.7 
6.6 

5935 
3484 

9.5 
5.6 

2 

78 

19.8 

9648 

15.4 

3 

114 

29.0 

16005 

25.6 

4 

98 

24.9 

14003 

22.4 

5 

20 

5.1 

8963 

14.3 

u 

"?doq 

JUU7 

4  8 

1 

0  3 
u.  j 

1  s?s 

1  JiJ 

9  4 

Recipient  Age 

0-17 

8 

2.0 

3951 

6.3 

18-35 

144 

36.6 

20414 

32.6 

36-45 

115 

29.3 

16397 

26.2 

46-60 

HU  \J\J 

1  OS 

1  u  J 

9fi  7 

1  71 70 

97  4 

fy  1  4- 

9  1 

Z  1 

J.J 

4697 
HOZ  / 

7  4 

"Not  RpnnrtpH 
i>ivji  rvcuui  leu 

0  0 

1  3 

0  0 

Recipient  Race 

White 

305 

77.6 

41213 

65.9 

Black 

22 

5.6 

12675 

20.3 

Hispanic 

56 

14.2 

5632 

9.0 

Asian 

3 

0.8 

1740 

2.8 

vjmer 

7 

1  8 

l  Z  J  1 

9  ft 
z.u 

Not  Reported 

0 

0.0 

81 

0.1 

txccipieni 
Gender 

r  l  i  M  ct  it- 
Male 

1  f\l 

1  Ui 

231 

41  9 

58.8 

9Sft78 

lJU  /  o 

37493 

40  1 
59.9 

Not  Reported 

0 

0.0 

1 

0.0 

r roceuure  i  ype 

rviuncy  /\ionc 

ISA 

J  OU 

Qf\  7 

7U.  / 

SQ78"* 
Jy  1  oj 

Kidney  and  Pancreas 

13 

3.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 

Vac 

330 
ft"? 

84.0 

1  n  ft 

54138 

86.5 

1 1  9 

1  J  -Z 

u 

ft  ft 

1  87 
1  o  / 

U.J 

Pretransplant 
Transfusions 

0 

1-5 

142 
88 

36.1 
22.4 

19677 
23207 

31.4 
37.1 

6-10 

146 

37.2 

5736 

9.2 

11  + 

17 

4.3 

5280 

O  A 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Pool/  PDA  Print- 

redK  r  Rn  r  nor 

toTransplant 

V 

1-  19 

248 

i s 

i  j.j 

63.1 

9ft4fiQ 

26645 

^9  7 
JZ.  / 

42.6 

20-  79 

62 

15.8 

9976 

15.9 

80-100 

30 

7.6 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


Number 

% 

Number 

% 

0-20 

94 

23.9 

1 1726 

18.7 

21-25 

161 

41.0 

23821 

38.1 

26-30 

63 

16.0 

12454 

19.9 

31  + 

1 1 

2.8 

5762 

9.2 

Not  Renorted 

64 

16.3 

8809 

14.1 

Glomerular 

132 

33.6 

16923 

27.0 

Cystic/Congenital 

39 

9.9 

7349 

1 1.7 

Systemic 

40 

10.2 

11759 

18.8 

Tubulointerstitial 

22 

5.6 

4233 

6.8 

Diabetes 

130 

33.1 

14059 

22.5 

Other  Diagnosis 

27 

6.9 

5271 

8.4 

Not  Reported 

3 

0.8 

2978 

4.8 

Not  Hospitalized 

390 

99.2 

59280 

94.7 

Hospitalized 

3 

0.8 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1  QRR 

82 

20  9 

9021 

14  4 

1989 

74 

18.8 

8951 

14.3 

1990 

73 

18.6 

9819 

15.7 

1991 

45 

11.5 

10077 

16.1 

1992 

57 

14.5 

10157 

16.2 

1993-1994 

62 

15.8 

14547 

23.2 

Yes 

24 

6.1 

5716 

9.1 

No 

208 

52.9 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

49 

12.5 

7249 

11.6 

N/A*:No 

111 

28.2 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.3 

621 

1.0 

Yes 

128 

32.6 

13559 

21.7 

No 

104 

26.5 

19634 

31.4 

N/A*:  Yes 

60 

15.3 

12277 

19.6 

N/A*:  No 

101 

25.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  from:  Columbia  Presbyterian/St.  Luke's  Medical  Center 
1719  E.  19th  Avenue,  Denver,  CO  80218 
Provider  Number  060014  (COSL) 


April  30,  1997 

The  Transplant  Center  at  Columbia  Presbyterian/St.  Luke's  Medical  Center  (PS/SLMC)  is  committed  to  quality 
patient  care  especially  among  complex,  high-risk  patients.  While  no  purely  statistical  analysis  such  as  this  one 
should  be  used  as  the  sole  measure  of  a  transplant  program's  quality,  the  UNOS  data  is  one  measure  of  success.  In 
existence  since  1985,  initially  as  St.  Luke's  Hospital  Transplant  Program,  we  have  done  676  kidneys  transplants  to 
date. 

Our  patient  population  represents  Colorado,  Wyoming,  Kansas  and  Nebraska.  For  the  majority  of  our  patients, 
returning  home  means  greater  than  150  miles  from  the  Transplant  Center.  Patients  return  to  their  communities  and 
are  followed  by  their  hometown  physicians  using  the  Center  as  a  resource. 

In  1996,  the  medical  and  surgical  leadership  changed.  This  brought  changes  in  selection  criteria 
immunosuppression  protocols,  and  a  significant  decrease  in  acute  rejection  rates.  This  is  evidence  of  our 
commitment  to  remain  on  the  leading  edge  of  transplant  science,  incorporating  new  philosophies,  medications,  and 
techniques  into  our  program  as  they  are  developed. 

This  program  is  committed  to  performance  improvement.  Quality  assessments  are  ongoing  and  reviewed  monthly 
by  the  multidisciplinary  transplant  committee.  Additionally,  special  emphasis  is  placed  on  health  maintenance  for 
our  patients,  focusing  on  prevention  of  vascular  complications  in  patients  with  diabetes,  metabolic  bone  disease,  and 
modifications  of  cardiovascular  risk  factors.  The  success  of  these  programs  assures  our  patients  of  a  high  quality  of 
life  following  transplantation. 

Katherine  Fitting,  MD 

Medical  Director,  Kidney  Transplant  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  Hospital  -  Denver  CO 
Provider  Number  060024  (COUC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

157  91.0  88.1 
157  87.2  82.8 
122     85.7  89.8 

90     92.2  91.2 
90     87.4  86.7 

247       241         21     91.5     89.3      2.2  0.26 
247       229         30     87.3     84.2      3.1  0.19 
122        106         16     85.7     89.8     -4.2  0.13 

3  Years  3 

74.7  74.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- : 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

149     98.6  96.9 
149     97.8  93.9 
129     93.2  93.6 

90     98.4  97.8 
90     95.9  95.2 

233     223.5        3.3     98.5     97.2      1.3  0.23 
233     207.5        6.3     97.1     94.4      2.7  0.08 
129     111.0        8.0     93.2     93.6     -0.4  0.86 

3  Years  3 

91.1  87.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  Hospital  -  Denver  CO 
Provider  Number  060024  (COUC) 


 Program- 

—  National 

Number 

0/ 

/o 

Number 

To 

Total  Transplants  and  Percentages 

247 

ion  o 

ion  n 

Donor  Type 

Living 

20 

8.1 

14525 

23.2 

Cadaveric:  Stroke 

69 

27.9 

15624 

25.0 

Cadaveric:  MVA 

63 

25  5 

13317 

1J  J  1  ' 

21  3 

Cadaveric:  Other 

95 

38  5 

1 9030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

54 

21.9 

10738 

17.2 

18-30 

70 

28.3 

19464 

31.1 

31-45 

83 

33.6 

18538 

29.6 

46-60 

38 

J  O 

1  5  4 

1  1  397 

1  1J7  / 

1  8  2 

61  + 

0  R 

VJ.  o 

z.jy-r 

3  .O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

210 

85.0 

49654 

79.4 

Black 

12 

4.9 

6469 

10.3 

Hispanic 

23 

9.3 

4943 

7.9 

Asian 

2 

0.8 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

90 

36.4 

25808 

41.2 

Male 

157 

63.6 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

19 
0 

7.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.4 

551 

0.9 

Cadaveric:  0-11 

72 

29.1 

5889 

9.4 

Cadaveric:  12-21 

117 

47.4 

16112 

25.7 

Cadaveric:  22-31 

25 

10.1 

14287 

22.8 

Cadaveric:  32-41 

5 

2.0 

7669 

12.3 

Cadaveric:  42+ 

5 

2.0 

2519 

4.0 

Not  Reported 

3 

1.2 

3935 

6.3 
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 Program- 
Number 

% 

—  National 
Number 

% 

Level  of 
Mismatch 

o 

1 

26 
12 

10  5 
4  9 

■S93S 
3484 

Q  5 
5  6 

?Q 

£7 

1  1  7 
11./ 

yoto 

1  'n  A 
1  J  .H 

3 

77 

31.2 

16005 

25.6 

4 

59 

23.9 

14003 

22.4 

5 

35 

14.2 

8963 

14.3 

6 

7 

2.8 

3009 

4.8 

Not  Reported 

2 

0.8 

1525 

2.4 

rvciipicni  Age 

n  1 7 
u- 1  / 

1Z 

A  Q 

J7J  1 

O.J 

18-35 

90 

36.4 

20414 

32.6 

36-45 

65 

26.3 

16397 

26.2 

46-60 

63 

25.5 

17170 

27.4 

61  + 

17 

6.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wniic 

1  jy 

A/1  A 
04.  H 

OD.y 

Black 

32 

13.0 

12675 

20.3 

Hispanic 

55 

22.3 

5632 

9.0 

Asian 

1 

0.4 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

A  A 

0.0 

O  1 

81 

A  1 

0.1 

Recipient 
Gender 

Female 

106 

42.9 

25078 

40.1 

Male 

141 

57.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

239 

96.8 

59783 

95.5 

Kidney  and  Pancreas 

o 

8 

3.2 

2789 

4.5 

Previous  Kidney 
i  rdnspidni 

No 
Yes 

199 
48 

80.6 
19.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

91 
101 

36.8 
40.9 

19677 
23207 

31.4 
37.1 

6-10 

19 

7.7 

5736 

9.2 

11  + 

19 

7.7 

5280 

8.4 

Not  Reported 

17 

6.9 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

28 
157 

11.3 
63.6 

20469 
26645 

32.7 
42.6 

20-  79 

36 

14.6 

9976 

15.9 

80-100 

26 

10.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

51 

20.6 

11726 

18.7 

21-25 

92 

37.2 

23821 

38.1 

26-30 

41 

16.6 

12454 

19.9 

31  + 

21 

8.5 

5762 

9.2 

Not  Reported 

42 

17.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

63 
26 

25.5 
10.5 

16923 
7349 

27.0 
11.7 

Systemic 

44 

17.8 

11759 

18.8 

Tubulointerstitial 

16 

6.5 

4233 

6.8 

Diabetes 

74 

30.0 

14059 

22.5 

Other  Diagnosis 

18 

7.3 

5271 

8.4 

Not  Reported 

6 

2.4 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

245 
2 

99.2 
0.8 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

22 
39 

8.9 
15.8 

9021 
8951 

14.4 
14.3 

1990 

47 

19.0 

9819 

15.7 

1991 

38 

15.4 

10077 

16.1 

1992 

28 

11.3 

10157 

16.2 

1993-1994 

73 

29.6 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

16 
102 

6.5 
41.3 

5716 
26528 

9.1 
42.4 

Not  Reported 

4 

1.6 

949 

1.5 

N/A*:  Yes 

17 

6.9 

7249 

11.6 

N/A*:  No 

107 

43.3 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.4 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

72 
50 

29.1 
20.2 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

73 

29.6 

12277 

19.6 

N/A*:  No 

52 

21.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Hartford  Hospital  -  Hartford  CT 
Provider  Number  070025  (CTHH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

258  89.1  88.1 
258  81.8  82.7 
208     94.4  91.7 

138     94.9  90.9 
138     90.4  86.0 

396       395         35     91.2     89.1      2.1  0.18 
396       389        60     84.7     83.8      0.9  0.60 
208       188         11     94.4     91.7      2.8  0.15 

3  Years  3 

77.2  75.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '-5     No. s    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

258     96.5  96.9 
258     91.7  93.9 
234     95.0  94.3 

137     98.5  97.8 
137     96.5  95.2 

389     386.0       11.0     97.2     97.2     -0.0  0.97 
389     376.0       25.5     93.3     94.4     -1.0  0.37 
234     206.5       11.0     95.0     94.3      0.7  0.66 

3  Years  3 

87.1  88.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Hartford  Hospital  -  Hartford  CT 
Provider  Number  070025  (CTHH) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

396 

100.0 

62572 

100.0 

Donor  Type 

Living 

73 

18.4 

14525 

23.2 

Cadaveric:  Stroke 

96 

24.2 

15624 

25.0 

Cadaveric:  MVA 

82 

20.7 

13317 

21.3 

Cadaveric:  Other 

145 

36.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

82 

20.7 

10738 

17.2 

18-30 

133 

33.6 

19464 

31.1 

31-45 

105 

26.5 

18538 

29.6 

46-60 

74 

18.7 

11397 

18.2 

61  + 

2 

0.5 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

343 

86.6 

49654 

79.4 

Black 

31 

7.8 

6469 

10.3 

Hispanic 

18 

4.5 

4943 

7.9 

Asian 

1 

0.3 

801 

1.3 

Other 

3 

0.8 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

170 

42.9 

25808 

41.2 

Male 

226 

57.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

1 

0 

0.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

13 

3.3 

5889 

9.4 

Cadaveric:  12-21 

127 

32.1 

16112 

25.7 

Cadaveric:  22-31 

77 

19.4 

14287 

22.8 

Cadaveric:  32-41 

84 

21.2 

7669 

12.3 

Cadaveric:  42+ 

21 

5.3 

2519 

4.0 

Not  Reported 

73 

18.4 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 

0 

36 

9.1 

5935 

9.5 

Mismatch 

1 

23 

5.8 

3484 

5.6 

2 

44 

11.1 

9648 

15.4 

3 

109 

27.5 

16005 

25.6 

4 

103 

26.0 

14003 

22.4 

5 

64 

16.2 

8963 

14.3 

6 

16 

4.0 

3009 

4.8 

Not  Reported 

1 

0.3 

1525 

2.4 

Recipient  Age 

0-17 

5 

1.3 

3951 

6.3 

18-35 

121 

30.6 

20414 

32.6 

36-45 

109 

27.5 

16397 

26.2 

46-60 

135 

34.1 

17170 

27.4 

61  + 

26 

6.6 

4627 

7.4 

Not  Renorted 

o 

0.0 

13 

0.0 

Recipient  Race 

White 

266 

67.2 

41213 

65.9 

Black 

78 

19.7 

12675 

20.3 

Mi<snanir 

40 

10.1 

5632 

9.0 

Asian 

9 

2.3 

1740 

2.8 

Other 

3 

0.8 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

149 

37.6 

25078 

40.1 

Male 

247 

62.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

385 

97.2 

59783 

95.5 

Kidney  and  Pancreas 

11 

2.8 

2789 

4.5 

Prpviniic  Kidnrv 

No 

370 

93.4 

54138 

86.5 

Transplant 

Yes 

26 

6.6 

8247 

13.2 

Not  Renorted 

o 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

175 

44. Z 

190  /  / 

1  1  A 

j  1 .4 

1  -J 

144 

JO.  4 

ZjZU  / 

J  1 . 1 

O-IU 

ZD 

0.0 

J  /  JO 

11  + 

38 

9.6 

5280 

O  A 

8.4 

Not  Reported 

13 

3.3 

8672 

13.9 

Peak  PRA  Prior 

0 

139 

35.1 

20469 

32.7 

toTransplant 

1-  19 

190 

48.0 

26645 

42.6 

20-  79 

43 

10.9 

9976 

15.9 

80-100 

21 

5.3 

4277 

6.8 

Not  Reported 

3 

0.8 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

i  "  U  111  uv  I 

% 

Number 

% 

u-zu 

ou 

i  s  ~> 

ID.Z. 

1  1  1  AO 

1  8  7 

10./ 

21-25 

159 

40.2 

23821 

38.1 

26-30 

70 

17.7 

12454 

19.9 

31  + 

30 

7.6 

5762 

9.2 

Not  Reported 

77 

19.4 

8809 

14.1 

Glomerular 

144 

36.4 

16923 

27.0 

Cystic/Congenital 

47 

11.9 

7349 

11.7 

Systemic 

52 

13.1 

11759 

18.8 

Tubulointerstitial 

17 

4.3 

4233 

6.8 

Diabetes 

89 

22.5 

14059 

22.5 

Other  Diagnosis 

25 

6.3 

5271 

8.4 

Not  Reported 

22 

5.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

392 

99.0 

59280 

94.7 

Hospitalized 

4 

1.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

67 
66 

16.9 
16.7 

9021 
8951 

14.4 
14.3 

1990 

58 

14.6 

9819 

15.7 

1991 

53 

13.4 

10077 

16.1 

1992 

55 

13.9 

10157 

16.2 

1993-1994 

97 

24.5 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 
N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


29 

7.3 

5716 

9.1 

68 

42.4 

26528 

42.4 

11 

2.8 

949 

1.5 

51 

12.9 

7249 

11.6 

29 

32.6 

21509 

34.4 

8 

2.0 

621 

1.0 

Rejection  in 
First  6  Months 


Yes 

151 

38.1 

13559 

21.7 

No 

57 

14.4 

19634 

31.4 

N/A*:  Yes 

129 

32.6 

12277 

19.6 

N/A*:  No 

59 

14.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 


38 -d 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Yale  New  Haven  Hospital  -  New  Haven  CT 
Provider  Number  070022  (CTYN) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

164  82.3  87.5 
164  78.0  82.3 
128     93.6  90.7 

81     91.3  92.0 
81     88.8  87.9 

245       244         36     85.3     89.0     -3.7  0.06 
245       244        45     81.6     84.1     -2.5  0.26 
128       119          8     93.6     90.7      2.9  0.25 

3  Years  3 

73.1  74.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

160     97.5  97.2 
160     95.0  94.7 
151     97.9  95.3 

81    100.0  98.2 
81     96.1  96.2 

239     237.0        4.0     98.3     97.5      0.8  0.44 
239     233.0       11.0     95.3     95.1      0.2  0.89 
151      134.5        3.0     97.9     95.3      2.7  0.13 

3  Years  3 

93.0  90.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Yale  New  Haven  Hospital  -  New  Haven  CT 
Provider  Number  070022  (CTYN) 


 Program-- 

M 1 1  m  nor 
1^1  U  Ml  Del 

/O 

—  National 
1 1  u  in  ucr 

/o 

Total  Transplants  and  Percentages 

245 

100.0 

62572 

100.0 

Donor  Type 

Living 

68 

27.8 

14525 

23.2 

Cadaveric:  Stroke 

58 

23.7 

15624 

25.0 

Cadaveric:  MVA 

61 

24.9 

13317 

21.3 

Cadaveric:  Other 

58 

23.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

29 

11.8 

10738 

17.2 

18-30 

81 

33.1 

19464 

31.1 

1     A  C 

J  1-45 

81 

33.1 

18538 

29.6 

46-60 

49 

20.0 

1 1397 

18.2 

61  + 

5 

2.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

216 

88.2 

49654 

79.4 

Black 

12 

4.9 

6469 

10.3 

Hispanic 

16 

6.5 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

1 

0.4 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

75 

30.6 

25808 

41.2 

Male 

170 

69.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

62 
0 

25.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

3 

1.2 

551 

0.9 

Cadaveric:  0-11 

34 

13.9 

5889 

9.4 

Cadaveric:  12-21 

61 

24.9 

16112 

25.7 

Cadaveric:  22-31 

52 

21.2 

14287 

22.8 

Cadaveric:  32-41 

25 

10.2 

7669 

12.3 

Cadaveric:  42+ 

1 

0.4 

2519 

4.0 

Not  Reported 

7 

2.9 

3935 

6.3 
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Program- 


National  — 


Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


Number 

% 

Number 

% 

u 

JU 

1  ~>  i 
1  z.z 

jyJJ 

y.J 

i 
i 

0 

o 

J.J 

J.O 

2 

28 

11.4 

9648 

15.4 

3 

51 

20.8 

16005 

25.6 

4 

44 

18.0 

14003 

22.4 

5 

55 

22.4 

8963 

14.3 

6 

18 

7.3 

3009 

4.8 

Not  Reported 

11 

4.5 

1525 

2.4 

0-17 

20 

8.2 

3951 

6.3 

18-35 

86 

35.1 

20414 

32.6 

36-45 

71 

29.0 

16397 

26.2 

46-60 

61 

24.9 

17170 

27.4 

61  + 

7 

2.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

177 

72.2 

41213 

65.9 

Black 

47 

19.2 

12675 

20.3 

Hispanic 

17 

6.9 

5632 

9.0 

Asian 

1 

0.4 

1740 

2.8 

Other 

3 

1.2 

1231 

2.0 

Not  Renorted 

o 

0.0 

81 

0.1 

Female 

105 

42.9 

25078 

40.1 

iridic 

140 

1  "-T\J 

57  1 

37493 

59  9 

r\Int  R  pnnrtprl 

o 

0.0 

1 

0.0 

Kidney  Alone 

238 

97.1 

59783 

95.5 

PwlUIlCY  allU  idlltlCaj 

7 

1  9 

2789 

4  5 

No 

216 

88.2 

54138 

86.5 

Yes 

29 

11.8 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

0 

115 

46.9 

19677 

31.4 

1-5 

62 

25.3 

23207 

37.1 

6-10 

7 

2.9 

5736 

9.2 

1 1  + 

7 

2.9 

5280 

8.4 

Not  Renorted 

54 

22.0 

8672 

13.9 

0 

55 

22.4 

20469 

32.7 

1-  19 

143 

58.4 

26645 

42.6 

20-  79 

34 

13.9 

9976 

15.9 

80-100 

11 

4.5 

4277 

6.8 

Not  Reported 

2 

0.8 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

43 

17.6 

11726 

18.7 

21-25 

99 

40.4 

23821 

38.1 

26-30 

69 

28.2 

12454 

19.9 

31  + 

33 

13.5 

5762 

9.2 

Not  Reported 

1 

0.4 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

93 
30 

38.0 
12.2 

16923 
7349 

27.0 
11.7 

Systemic 

30 

12.2 

11759 

18.8 

Tubulointerstitial 

25 

10.2 

Alii 

6.8 

Diabetes 

56 

22.9 

14059 

22.5 

Other  Diagnosis 

8 

3.3 

5271 

8.4 

Not  Reported 

3 

1.2 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

243 
0 

99.2 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

2 

0.8 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

34 
35 

13.9 
14.3 

9021 
8951 

14.4 
14.3 

1990 

46 

18.8 

9819 

15.7 

1991 

41 

16.7 

10077 

16.1 

1992 

36 

14.7 

10157 

16.2 

1993-1994 

53 

21.6 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

22 
106 

9.0 
43.3 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

24 

9.8 

7249 

11.6 

N/A*:  No 

92 

37.6 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.4 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

48 
80 

19.6 
32.7 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

50 

20.4 

12277 

19.6 

N/A*:  No 

67 

27.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Children's  National  Medical  Center  -  Washington  DC 
Provider  Number  093300  (DCCH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

38  89.5  85.3 
38  84.2  80.0 
32     77.4  86.3 

19     94.7  92.4 
19     94.7  88.1 

57         57          5     91.2     87.7      3.6  0.39 
57         57           7     87.7     82.7      5.0  0.29 
32         30          7     77.4     86.3     -8.9  0.14 

3  Years  3 

65.2  69.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

37  94.5  98.4 
37  89.0  96.5 
33     96.8  97.9 

19   100.0  99.2 
19   100.0  98.1 

55      55.0        2.0     96.4     98.7     -2.3  0.13 
55       54.0        4.0     92.7     97.0     -4.3  0.05 
33      28.0        1.0     96.8     97.9     -1.1  0.67 

3  Years  3 

86.2  94.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Children's  National  Medical  Center  -  Washington  DC 
Provider  Number  093300  (DCCH) 


 Program-- 

Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

57 

100.0 

62572 

100.0 

Donor  Type 

Living 

3  1 

C  A  A 

54.4 

1  A  CO  C 

14525 

T?  ^ 

23.2 

Cadaveric;  Stroke 

7 

12.3 

15624 

25.0 

Cadaveric:  MVA 

9 

15.8 

13317 

21.3 

Cadaveric:  Other 

10 

17.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

A    1  "7 
U-  1  / 

16 

TO  1 

28. 1 

1  AT?  O 

10738 

\1.2 

1  o-jU 

1  A 

14 

1  A  /I 

24.6 

1  A  A  £.  A 

19464 

31. 1 

31-45 

18 

31.6 

18538 

29.6 

46-60 

9 

15.8 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Rjicp 

White 

34 

59.6 

49654 

79.4 

Black 

19 

33.3 

6469 

10.3 

Hispanic 

2 

3.5 

4943 

7.9 

Asian 

2 

3.5 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

]\Jnt  RpnnrtpH 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

28 

49.1 

25808 

41  2 

Male 

29 

50  9 

36762 

58  8 

Not  Reported 

n 
u 

u.u 

z 

n  n 

U.U 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

27 
0 

47.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

1 

1.8 

5889 

9.4 

Cadaveric:  12-21 

10 

17.5 

16112 

25.7 

Cadaveric:  22-31 

10 

17.5 

14287 

22.8 

Cadaveric:  32-41 

4 

7.0 

7669 

12.3 

Cadaveric:  42+ 

1 

1.8 

2519 

4.0 

Not  Reported 

4 

7.0 

3935 

6.3 

40 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

3 
4 

5.3 
7.0 

5935 
3484 

9.5 
5.6 

2 

15 

26.3 

9648 

15.4 

3 

16 

28.1 

16005 

25.6 

4 

11 

19.3 

14003 

22.4 

5 

3 

5.3 

8963 

14.3 

6 

4 

7.0 

3009 

4.8 

Not  Reported 

1 

1.8 

1525 

2.4 

Rppinipnt  Aop 

0-17 

49 

86  0 

6  3 

18-35 

8 

14.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Rppinipnt  Rapp 

White 

27 

47  4 

41213 

65  9 

Black 

21 

36.8 

12675 

20.3 

Hispanic 

5 

8.8 

5632 

9.0 

Asian 

1 

1.8 

1740 

2.8 

Other 

3 

5.3 

1231 

2.0 

fNot  Keponea 

V 

ft  ft 

5 1 

ft  i 

Recipient 
Gender 

Female 

24 

42.1 

25078 

40.1 

Male 

1 1 
ii 

in  Adi 
5  /4Vi 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

57 

100.0 

59783 

95.5 

Muney  ana  rancreas 

ft 

n  n 
u.u 

"778Q 
Z  1  Qy 

Previous  Kidney 
Transplant 

No 
Yes 

46 
11 

80.7 
19.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

18 
18 

31.6 
31.6 

19677 
23207 

31.4 
37.1 

6-10 

5 

8.8 

5736 

9.2 

11  + 

14 

24.6 

5280 

8.4 

Not  Reported 

2 

3.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

19 

23 

33.3 
40.4 

20469 
26645 

32.7 
42.6 

20-  79 

6 

10.5 

9976 

15.9 

80-100 

5 

8.8 

4277 

6.8 

Not  Reported 

4 

7.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

0/ 

To 

Number 

0/ 

vo 

Body  Mass  Index 

0-20 

26 

45.6 

11726 

18.7 

21-25 

13 

22.8 

23821 

38.1 

26-30 

0 

0.0 

1  ^  A  C  A 

12454 

inn 
19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

18 

31.6 

8809 

14.1 

Primary 

Glomerular 

11 

19.3 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

10 

17.5 

7349 

11.7 

Systemic 

6 

10.5 

11759 

18.8 

Tubulo  interstitial 

13 

22.8 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

13 

22.8 

5271 

8.4 

Not  Reported 

4 

7.0 

2978 

4.8 

Recinient 

1  % W  I  1  r  IV  II  I 

Not  Hospitalized 

57 

100.0 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

9 

15.8 

9021 

14.4 

Transplant 

1989 

9 

15.8 

8951 

14.3 

1 990 

6 

10.5 

9819 

15.7 

1991 

11 

19.3 

10077 

16.1 

1992 

9 

ICO 

15.8 

10157 

16.2 

1993-1994 

13 

22.8 

14547 

23.2 

Dialysis  in  First 

Yes 

5 

8.8 

5716 

9.1 

Week  Alter 

25 

26528 

42.4 

Transplant* 

No 

43.9 

Not  Reported 

2 

3.5 

949 

1.5 

N/A*:  Yes 

5 

8.8 

7249 

11.6 

xt  /  a  *  •  xr^ 
IN/A  .  INO 

zu 

j  j.  i 

z  1  D\)y 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

24 

42.1 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

8 

14.0 

19634 

31.4 

N/A*:  Yes 

9 

15.8 

12277 

19.6 

N/A*:  No 

16 

28.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Children's  National  Medical  Center 
111  Michigan  Avenue,  N.W.,  Washington,  DC  20010 
Provider  Number  093300  (DCCH) 


May  9,  1997 


Children'sNational  Medical  Center's  kidney  transplant  program  was  begun  in  January  1984.  From  January  1,  1988  to 
April  30,  1994,  Children's  has  performed  57  transplants  with  an  overall  survival  rating  of  77.4%. 

The  survival  report,  taken  as  a  whole,  is  not  an  accurate  reflection  of  the  commitment  to  care  and  standards  of  excellence 
found  at  Children'sNational  Medical  Center.  However,  the  breakdown  of  the  data  into  Era  1  (1/1/88  -  4/30/92)  and  Era 
2  (5/1/92  -  4/30/94)  shows  a  significant  increase  in  both  our  graft  and  patient  survival  rates  in  Era  2.  Many  patients 
transplanted  in  Era  1  were  extremely  complex  and  ill,  with  transplant  being  a  final,  desperate  attempt  to  extend  their 
life.  We  were  not  successful  in  the  more  complex  cases.  We  are  pleased,  however,  that  the  more  recent  statistics  show 
that  both  patient  and  graft  survival  are  well  above  the  national  expectations.  Both  Children's  3  month  (94.7%)  and  1 
year  (94.7%)  graft  survival  rates  exceed  LTNOS'  expected  survival  rates  of  92.4%  and  88.1%,  respectively. 

Children's  patient  survival  rates  also  exceed  UNOS'  expected  survival  rates  at  both  3  months  and  1  year.  Children's 
National  Medical  Center  achieved  1 00%  patient  survival  rate  at  3  months  and  1  year,  compared  to  the  expected  figures 
of  99.2%  and  98.1%,  respectively. 

Of  the  kidney  transplants  performed  in  the  reporting  period,  52.6%  were  done  in  minority  patients,  compared  with 
national  average  of  34.1%.  We  feel  that  this  data  reflects  the  diversity  of  the  community  which  we  serve.  Additionally, 
86%  of  the  kidney  transplants  were  performed  in  children  under  age  18.  Both  minority  and  pediatric  populations  are 
considered  high  risk,  adding  to  the  complexity  of  Children's  patient  profile. 

We  believe  that  our  excellent  statistics  in  Era  2  are  a  reflection  of  our  multi-disciplinary  approach,  with  careful  pre- 
transplant,  preparative  and  post-transplant  follow-up  and  close  cooperation  among  medical,  surgical  and  other 
specialists.  We  feel  that  our  program  is  in  keeping  with  our  hospital's  mission  statement  to  be  the  preeminent  provider 
of  quality  health  care  services  to  infants,  children  and  youth  in  our  region.  Children'sNational  Medical  Center  will  strive 
to  enhance  the  health  and  well-being  of  children  through  responsible  programs  for  excellence  in  care,  advocacy,  research 
and  education. 

Marva  M.  Moxey-Mims,  M.D. 


Director,  Kidney  Transplant  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Georgetown  University  Medical  Center  -  Washington  DC 
Provider  Number  090004  (DCGU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

147  87.8  86.1 
147  82.1  79.8 
118     91.9  89.2 

65     92.3  90.3 
65     86.2  84.7 

212       212         23     89.2     87.4       1.8  0.43 
212       209         35     83.4     81.3      2.0  0.43 
118       107          9    91.9     89.2      2.7  0.34 

3  Years  3 

75.5  71.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

142     95.7  96.6 
142     93.8  93.2 
129     96.3  94.1 

65   100.0  97.5 
65     92.0  94.5 

206     202.0        6.0     97.0     96.9      0.1  0.90 
206     198.5       13.5     93.3     93.6     -0.3  0.86 
129     116.5        4.5     96.3     94.1      2.2  0.30 

3  Years  3 

90.4  87.7 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Georgetown  University  Medical  Center  -  Washington  DC 
Provider  Number  090004  (DCGU) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

212 

100.0 

62572 

100.0 

Donor  Type 

Living 

40 

18.9 

14525 

23.2 

Cadaveric:  Stroke 

80 

37.7 

15624 

25.0 

Cadaveric;  MVA 

34 

16.0 

13317 

21.3 

Cadaveric:  Other 

58 

27.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U-  1  / 

J  s> 

16.5 

lU/io 

17.2 

18-30 

57 

26.9 

19464 

31.1 

31-45 

61 

28.8 

18538 

29.6 

46-60 

49 

23.1 

11397 

18.2 

61  + 

10 

4.7 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

141 

66.5 

49654 

79.4 

Black 

56 

26.4 

6469 

10.3 

Hispanic 

6 

2.8 

4943 

7.9 

Asian 

4 

1.9 

801 

1.3 

Other 

5 

2.4 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

88 

41.5 

25808 

41.2 

Male 

124 

58.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

40 
0 

18.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

5 

2.4 

5889 

9.4 

Cadaveric:  12-21 

49 

23.1 

16112 

25.7 

Cadaveric:  22-31 

69 

32.5 

14287 

22.8 

Cadaveric:  32-41 

30 

14.2 

7669 

12.3 

Cadaveric:  42+ 

18 

8.5 

2519 

4.0 

Not  Reported 

1 

0.5 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

yj 
1 

1  X 
1  o 

7 

8  5 

3  3 

SQ1S 

j  y  j  j 

0  5 

y .  j 

5  6 

7 

z 

1  7  'n 

yOHo 

1  j.h 

-J 
J 

JZ.  J 

1  AftfK 

7^  A 

Z  J.O 

4 

54 

25.5 

14003 

22.4 

5 

20 

9.4 

8963 

14.3 

6 

5 

2.4 

3009 

4.8 

Not  Reported 

2 

0.9 

1525 

2.4 

Recipient  Age 

ft  i  7 
U- 1  / 

7ft 
ZU 

Q  /I 

1CK  1 

J7J  1 

O.J 

1  o-jj 

O  1 

78  8 
ZO.o 

ZU4  14 

17  A 

36-45 

55 

25.9 

16397 

26.2 

46-60 

65 

30.7 

17170 

27.4 

61  + 

11 

5.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wnite 

1  7  'n 
IZj 

ft 

jV.U 

A  1  7  1  1 
4  1Z  1  J 

oj.y 

Black 

A  C 
4o 

77  f, 
ZZ.O 

1  ZD  /  J 

7ft  1 

Hispanic 

10 

4.7 

5632 

9.0 

Asian 

7 

3.3 

1740 

2.8 

Other 

22 

10.4 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

83 

39.2 

25078 

40.1 

Male 

129 

60.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

188 

88.7 

59783 

95.5 

Kidney  and  Pancreas 

24 

11.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

169 
43 

79.7 
20.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

u 

1-5 

A  8 
40 

92 

77  6. 
ZZ.O 

43.4 

1  QA77 
1  yO  I  1 

23207 

1 1  A 
J  1 .4 

37.1 

6-10 

31 

14.6 

5736 

9.2 

11  + 

39 

18.4 

5280 

8.4 

Not  Reported 

2 

0.9 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

87 
80 

41.0 
37.7 

20469 
26645 

32.7 
42.6 

20-  79 

33 

15.6 

9976 

15.9 

80-100 

12 

5.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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R  I  Ugl  Cm  111 

— -  \  *,i  t  i  f  wi  n  1  

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

48 

22.6 

1 1726 

18.7 

21-25 

99 

46.7 

23821 

38.1 

26-30 

37 

17.5 

12454 

19.9 

31  + 

15 

7.1 

5762 

9.2 

Not  Reported 

13 

6.1 

8809 

14.1 

Primary 

Glomerular 

61 

28.8 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

28 

13.2 

7349 

1 1.7 

Systemic 

25 

11.8 

11759 

18.8 

Tubulointerstitial 

19 

9.0 

4233 

6.8 

Diabetes 

44 

20.8 

14059 

22.5 

oilier  L/idgnusis 

">A 

JZ  /  1 

8  A 

Not  Reported 

1  i 
1  1 

D.Z 

Ay  lo 

A  8 
4.0 

Recipient 

Not  Hospitalized 

201 

94.8 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

9 

4.2 

1917 

3.1 

t  z' 1 1  '  t  ;  J*    r-  t 

icu/Lite  support 

z 

A  Ci 

v.y 

A  £Cl 

U.  / 

Not  Reported 

a 
U 

A  A 
U.U 

vl)o 

1  A 

1.4 

Year  of 

1988 

40 

18.9 

9021 

14.4 

Transplant 

1989 

40 

18.9 

8951 

14.3 

1990 

26 

12.3 

9819 

15.7 

1991 

35 

16.5 

10077 

16.1 

If) 

14  1 

101  S7 

1  fs  1 
1U.Z 

lQCn  1  QQ/l 
1 yyj- 1 yy4 

A  1 

1  Q  1 
I  y.j 

1  A<A1 

Dialysis  in  First 

Yes 

32 

15.1 

5716 

9.1 

Week  After 

86 

40.6 

26528 

42.4 

Transplant* 

No 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

23  . 

10.8 

7249 

11.6 

N/A*:  No 

71 

33.5 

21509 

34.4 

N/A*  -  Not  Rennrfed 

n 

0  0 

621 

1  0 

Rejection  in 

Yes 

53 

25.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

65 

30.7 

19634 

31.4 

N/A*:  Yes 

55 

25.9 

12277 

19.6 

N/A*:  No 

39 

18.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  George  Washington  University  Medical  Center  -  Washington  DC 

Provider  Number  090001  (DCGW) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX      (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

39  92.2  87.6 
39  86.7  81.4 
31     93.0  87.6 

7   100.0  89.5 
7   100.0  83.2 

46         45           3     93.4     87.9      5.5  0.25 
46        44          5     88.8     81.7      7.1  0.21 
31         25          2     93.0     87.6      5.3  0.38 

3  Years  3 

80.6  71.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

39  97.3  97.4 
39  97.3  94.8 
34   100.0  94.3 

7   100.0  97.4 
7   100.0  94.2 

46      44.5         1.0     97.8     97.4      0.4  0.88 
46      43.5         1.0     97.7     94.7      3.0  0.36 
34       27.0        0.0   100.0     94.3      5.7  0.16 

3  Years  3 

97.3  89.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

George  Washington  University  Medical  Center  -  Washington  DC 
Provider  Number  090001  (DCGW) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

i  nn  n 

OZ3  12. 

1  uu.u 

Donor  Type 

Living 

4 

8.7 

14525 

23.2 

Cadaveric:  Stroke 

15 

32.6 

15624 

25.0 

Cadaveric:  MVA 

1 A 

1  "\~\.  1  7 
I  J  J  1  / 

Zl.J 

Cadaveric:  Other 

1 1 

98  1 

i  Qfnn 

1  7lOU 

Not  Reported 

u 

O  0 

1  o 

n  i 

U.  1 

Donor  Age 

0-17 

5 

10.9 

10738 

17.2 

18-30 

18 

39.1 

19464 

31.1 

3 1-45 

11 

23.9 

18538 

29.6 

46-60 

1 1 
1 1 

1  1  ^07 

1  o  ._ 

61  + 

i 
i 

ZJ74 

T.  8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

30 

65.2 

49654 

79.4 

Black 

15 

32.6 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

1 

2.2 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

24 

52.2 

25808 

41.2 

Male 

22 

47.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

4 
0 

8.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

9 

19.6 

5889 

9.4 

Cadaveric:  12-21 

17 

37.0 

16112 

25.7 

Cadaveric:  22-31 

10 

21.7 

14287 

22.8 

Cadaveric:  32-41 

3 

6.5 

7669 

12.3 

Cadaveric:  42+ 

3 

6.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 

42 -b 


1997  Center  Specific  Report 


Kidney  Volume 


Number 

% 

 National  

Number 

% 

Level  of 
Mismatch 

0 
1 

4 
1 

8.7 

2.2 

5935 
3484 

9.5 
5.6 

2 

11 

23.9 

9648 

15.4 

3 

7 

15.2 

16005 

25.6 

4 

16 

34.8 

14003 

22.4 

5 

4 

8.7 

8963 

14.3 

6 

1 

2.2 

3009 

4.8 

Not  Reported 

2 

4.3 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

18 

39.1 

20414 

32.6 

36-45 

16 

34.8 

16397 

26.2 

46-60 

10 

21.7 

17170 

27.4 

61  + 

2 

4.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

18 

39.1 

41213 

65.9 

Black 

21 

45.7 

12675 

20.3 

1  1  l  .1  L  'tl  J  1  1  W 

2 

4.3 

5632 

9  0 

Asian 

2 

4.3 

1740 

2.8 

Other 

3 

6.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

20 

43.5 

25078 

40.1 

Male 

26 

56.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

44 

95.7 

59783 

95.5 

Kidney  and  Pancreas 

2 

4.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

35 
10 

76.1 
21.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

2.2 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

15 
12 

32.6 
26.1 

19677 
23207 

31.4 
37.1 

6-10 

6 

13.0 

5736 

9.2 

11  + 

3 

6.5 

5280 

8.4 

Not  Renorted 

10 

21.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

13 
24 

28.3 
52.2 

20469 
26645 

32.7 
42.6 

20-  79 

5 

10.9 

9976 

15.9 

80-100 

3 

6.5 

4277 

6.8 

Not  Reported 

1 

2.2 

1205 

1.9 
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 Program— 

—  National  — 

iiu  ill  ucr 

/o 

ix  u  in  Ucr 

0/ 

/o 

Body  Mass  Index 

U-zU 

1  r\ 

2  1 .7 

1 1726 

1  O  -7 

18.7 

21-25 

24 

52.2 

23821 

38.1 

26-30 

6 

13.0 

12454 

19.9 

31  + 

3 

6.5 

5762 

9.2 

Not  Reported 

3 

6.5 

8809 

14.1 

Primary 

i\iu  iity 

Disease 

Glomerular 
Cystic/Congenital 

7 
7 

15.2 
15.2 

16923 
7349 

27.0 
11.7 

Systemic 

15 

32.6 

11759 

18.8 

Tubulointerstitial 

3 

6.5 

4233 

6.8 

Diabetes 

8 

17.4 

14059 

22.5 

Other  Diagnosis 

2 

4.3 

5271 

8.4 

Not  Reported 

4 

8.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

45 
1 

97.8 
2.2 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

10 
6 

21.7 
13.0 

9021 
8951 

14.4 
14.3 

1990 

8 

17.4 

9819 

15.7 

1991 

13 

28.3 

10077 

16.1 

1992 

4 

8.7 

10157 

16.2 

1993-1994 

5 

10.9 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

9 
19 

19.6 
41.3 

5716 
26528 

9.1 
42.4 

Not  Reported 

3 

6.5 

949 

1.5 

N/A*:  Yes 

6 

13.0 

7249 

1 1.6 

N/A*:  No 

8 

17.4 

21509 

34.4 

N/A*:  Not  Reported 

1 

2.2 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

8 

23 

17.4 
50.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

5 

10.9 

12277 

19.6 

N/A*:  No 

10 

21.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Howard  University  Hospital  -  Washington  DC 
Provider  Number  090003  (DCHU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

63  76.2  82.1 
63  65.0  72.9 
36     77.2  82.2 

29     65.5  85.6 
29     51.7  77.0 

92         91         25     72.8     83.2    -10.4  <0.01* 
92         86         35     60.6     74.3    -13.6  <0.01* 
36         29          7     77.2     82.2     -5.0  0.46 

3  Years  3 

50.2  60.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

62  80.5  95.8 
62  77.7  91.9 
42     81.9  92.7 

28   100.0  97.8 
28     92.6  94.9 

90      88.0       12.0     86.5     96.4     -9.9  <0.01* 
90      82.0       15.0     82.5     92.9    -10.4  <0.01* 
42      37.0        7.0     81.9     92.7   -10.8  <0.01* 

3  Years  3 

63.7  85.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Howard  University  Hospital  -  Washington  DC 
Provider  Number  090003  (DCHU) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

92 

100.0 

62572 

100.0 

Donor  Type 

Living 

17 

18.5 

14525 

23.2 

Cadaveric:  Stroke 

28 

30.4 

15624 

25.0 

Cadaveric:  MVA 

18 

19.6 

13317 

21.3 

Cadaveric:  Other 

27 

29.3 

19030 

30.4 

Not  Reported 

2 

2.2 

76 

0.1 

Donor  Age 

0-17 

17 

18.5 

10738 

17.2 

18-30 

29 

31.5 

19464 

31.1 

31-45 

13 

14.1 

18538 

29.6 

46-60 

23 

25.0 

11397 

18.2 

61  + 

10 

10.9 

2394 

3.8 

Not  Reported 

n 
u 

n  n 
u.u 

A  1 

n  1 

U.  1 

Donor  Race 

White 

46 

50.0 

49654 

79.4 

Black 

36 

39.1 

6469 

10.3 

Hispanic 

7 

7.6 

4943 

7.9 

Asian 

2 

2.2 

801 

1.3 

Other 

1 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

34 

37.0 

25808 

41.2 

Male 

58 

63.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

16 
1 

17.4 
1.1 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

2 

2.2 

5889 

9.4 

Cadaveric:  12-21 

12 

13.0 

16112 

25.7 

Cadaveric:  22-31 

21 

22.8 

14287 

22.8 

Cadaveric:  32-41 

12 

13.0 

7669 

12.3 

Cadaveric:  42+ 

28 

30.4 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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1     1  Ut^l  £1111 

Number 

% 

—  National  « 

Number 

% 

Level  of 
Mismatch 

0 

1 

4 

3 

4.3 

3.3 

5935 
3484 

9.5 
5.6 

2 

7 

7.6 

9648 

15.4 

3 

20 

21.7 

16005 

25.6 

4 

28 

30.4 

14003 

22.4 

5 

21 

22.8 

8963 

14.3 

6 

7 

7.6 

3009 

4.8 

Not  Reported 

2 

2.2 

1525 

2.4 

Recipient  Age 

0-17 

3 

3.3 

3951 

6.3 

18-35 

28 

30.4 

20414 

32.6 

16-45 

■J  KJ     i  -J 

22 

23.9 

16397 

26.2 

46-60 

33 

35.9 

17170 

27.4 

61  + 

6 

6.5 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

5 

5.4 

41213 

65.9 

Black 

83 

90.2 

12675 

20.3 

W  i  Qnrin  ir 

I  1  1  1 1  >  ti  1  1  IV. 

n 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

4 

4.3 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

35 

38.0 

25078 

40.1 

Male 

57 

62.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

92 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

79 
13 

85.9 
14.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

83 

Q 

90.2 
9  8 

19677 
23207 

31.4 
37  1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

n 

0  0 

8672 

1  3  9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

13 
54 

14.1 
58.7 

20469 
26645 

32.7 
42.6 

20-  79 

16 

17.4 

9976 

15.9 

80-100 

8 

8.7 

4277 

6.8 

Not  Reported 

1 

1.1 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

t>OUy  IVldSS  lllUtX 

0-70 

o 
o 

8  7 
o.  / 

1  1  77A 
1  1  /ZD 

1  8  7 
1  o.  / 

21-25 

17 

18.5 

23821 

38.1 

26-30 

8 

8.7 

12454 

19.9 

31  + 

6 

6.5 

5762 

9.2 

Not  Reported 

53 

57.6 

8809 

14.1 

Primary 

Glomerular 

28 

30.4 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

1 

U 

7349 

11.7 

Systemic 

28 

30.4 

11759 

18.8 

Tubulointerstitial 

6 

6.5 

4233 

6.8 

Diabetes 

13 

14.1 

14059 

22.5 

Other  Diagnosis 

1  "> 

12 

13. 0 

5271 

O  A 

8.4 

Not  Reported 

4 

4.3 

2978 

4.8 

Recipient 

Not  Hospitalized 

55 

59.8 

59280 

94.7 

rioc/>i,mtiAii  ■  .  t 

ucainpiion  ai 
Transplant 

Hospitalized 

3 1 

J  1 

33  7 

1917 

3  1 

ICU/Life  Support 

6 

6.5 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

18 

19.6 

9021 

14.4 

Transplant 

1989 

8951 

15 

16.3 

14.3 

1990 

11 

12.0 

9819 

15.7 

1991 

15 

16.3 

10077 

16.1 

1992 

13 

1/11 

14.1 

10157 

16.2 

1993-1994 

20 

21.7 

14547 

23.2 

Dialysis  in  First 

Yes 

17 

18.5 

5716 

9.1 

Week  After 

19 

26528 

Transplant* 

No 

20.7 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

36 

39.1 

7249 

1 1.6 

XT/  A  *.  XT„ 

IN/A   .  INO 

70 
zu 

Z  1 .  / 

Z  1  3UV 

N/A  .  Not  Keported 

U 

U.U 

oZ  1 

I  .U 

Rejection  in 

Yes 

1 

1.1 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

35 

38.0 

31.4 

N/A*:  Yes 

23 

25.0 

12277 

19.6 

N/A*:  No 

33 

35.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Howard  University  Hospital 
2041  Georgia  Avenue,  N.W.,  Washington,  DC  20060 
Provider  Number  090003  (DCHU) 


May  19,  1997 


The  Howard  University  Hospital  Transplant  Center  has  been  performing  kidney  transplants  since  1974  (23  years) 
and  has  performed  more  than  300  kidney  transplants  with  more  than  250  grafts  functioning  more  than  one  year,  145 
for  more  than  five  years,  and  57  grafts  functioning  ten  years  or  more.  The  data  represented  in  this  UNOS  1997 
report  is  representative  of  less  than  a  quarter  of  the  transplants  performed.  It  also  reflects  a  period  in  which 
approximately  10%  of  our  patients  were  lost  to  follow-up  in  a  very  unique  way  which  no  longer  occurs.  When  such 
a  patient  is  lost  to  follow-up  in  this  manner,  this  patient  is  presumed  dead.  Additionally  this  period  1987-1989  is  a 
two-year  period  when  20  of  35  of  these  patients  transplanted  were  especially  high  risk  as  a  close  perusal  of  our  data 
reveals.  This  period,  therefore,  is  not  typical  of  our  long  history  of  transplant  activity  in  a  predominantly  African 
American  Transplant  Center.  These  data  therefore  heavily  skew  the  patient  survival  rates  between  1990-1994.  The 
100%  three  month  and  92.6  one  year  patient  survival  rates  of  era  2  are  more  reflective  of  the  excellent  transplant 
patient  care  given  at  this  transplant  center. 

Clive  O.  Callender,  M.D. 


LaSalle  D.  Leffall,  Jr.,  M.D.  Professor  and 
Chairman,  Dept.  of  Surgery 
Director,  HUH  Transplant  Center 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Washington  Hospital  Center  -  Washington  DC 
Provider  Number  090011  (DCWH) 


Graft  Survival 


Era  I: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

533  91.3  88.7 
533  85.7  82.7 
433     92.8  89.5 

242     94.2  91.6 
242     90.7  86.2 

775       762        60    92.2    89.6      2.6  0.01* 
775       741         96     87.3     83.8      3.5  O.01* 
433       401         30    92.8     89.5      3.3  0.02* 

3  Years  3 

79.5  74.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

520     97.5  97.1 
520     95.3  94.1 
462    96.6  94.2 

241     98.7  97.5 
241     96.1  94.6 

756     735.5       15.5     97.9     97.2      0.7  0.23 
756     708.0      32.5     95.5     94.2      1.3  0.12 
462     415.0       15.0     96.6     94.2      2.3  0.03* 

3  Years  3 

92.0  88.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Washington  Hospital  Center  -  Washington  DC 
Provider  Number  090011  (DCWH) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

775 

100.0 

62572 

100.0 

Donor  Type 

Living 

230 

29.7 

14525 

23.2 

Cadaveric:  Stroke 

216 

27.9 

15624 

25.0 

Cadaveric:  MVA 

135 

17.4 

13317 

21.3 

Cadaveric:  Other 

194 

25.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

96 

12.4 

10738 

lUf  JO 

1 7  2 

18-30 

251 

32.4 

19464 

31.1 

31-45 

251 

32.4 

18538 

29.6 

46-60 

140 

18.1 

11397 

18.2 

61  + 

37 

4.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

482 

62.2 

49654 

79.4 

Black 

231 

29.8 

6469 

10.3 

Hispanic 

35 

4.5 

4943 

7.9 

Asian 

18 

2.3 

801 

1.3 

Other 

8 

1.0 

620 

1.0 

Not  Reported 

1 

0.1 

85 

0.1 

Donor  Gender 

Female 

306 

39.5 

25808 

41.2 

Male 

469 

60.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

221 
3 

28.5 
0.4 

10970 
640 

17.5 
1.0 

Living:  6+ 

4 

0.5 

551 

0.9 

Cadaveric:  0-11 

53 

6.8 

5889 

9.4 

Cadaveric:  12-21 

164 

21.2 

16112 

25.7 

Cadaveric:  22-31 

209 

27.0 

14287 

22.8 

Cadaveric:  32-41 

87 

11.2 

7669 

12.3 

Cadaveric:  42+ 

31 

4.0 

2519 

4.0 

Not  Reported 

3 

0.4 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

o 

54 

7.0 

5935 

9  5 

Mismatch 

] 

46 

5.9 

3484 

5.6 

9 

1  ~\  8 

"OHO 

1  ^  4 

3 

212 

27.4 

16005 

25.6 

4 

202 

26.1 

14003 

22.4 

5 

118 

15.2 

8963 

14.3 

6 

35 

4.5 

3009 

4.8 

Not  Reported 

1 

0.1 

1525 

2.4 

IxCllLMcIll  /AgC 

fl-  1  7 

U    1  / 

0  8 

VJ.O 

jyj  l 

O.J 

18-35 

258 

33.3 

20414 

32.6 

36-45 

217 

28.0 

16397 

26.2 

46-60 

243 

31.4 

17170 

27.4 

61  + 

51 

6.6 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

fxcLipicni  Ixdlc 

w  niic 

"?  1  7 

41  9  1  7. 

OJ.7 

Black 

348 

44.9 

12675 

20.3 

Hispanic 

39 

5.0 

5632 

9.0 

Asian 

24 

3.1 

1740 

2.8 

Other 

46 

5.9 

1231 

2.0 

Not  Reported 

1 

A  1 

0. 1 

o  1 

U.  1 

Recipient 
Gender 

Female 

286 

36.9 

25078 

40.1 

Male 

489 

63.1 

37493 

59.9 

Not  Reported 

U 

U.U 

i 
i 

O  A 
U.U 

Procedure  Type 

Kidney  Alone 

703 

90.7 

59783 

95.5 

Kidney  and  Pancreas 

12. 

7.5 

1  lay 

4. 3 

Previous  Kidney 

No 

611 

87.4 

54138 

86.5 

1  1  *i  II > |J la  11 1 

Yes 

98 

12.6 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

284 

36.6 

19677 

31.4 

Transfusions 

367 

47.4 

23207 

37.1 

1-5 

6-10 

58 

7.5 

5736 

9.2 

11  + 

63 

8.1 

5280 

8.4 

Not  Reported 

3 

0.4 

8672 

13.9 

Peak  PRA  Prior 

0 

200 

25.8 

20469 

32.7 

toTransplant 

1-  19 

473 

61.0 

26645 

42.6 

20-  79 

77 

9.9 

9976 

15.9 

80-100 

22 

2.8 

4277 

6.8 

Not  Reported 

3 

0.4 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

163 

21.0 

11726 

18.7 

21-25 

362 

46.7 

23821 

38.1 

26-30 

160 

20.6 

12454 

19.9 

31  + 

79 

10.2 

5762 

9.2 

Not  Reported 

11 

1.4 

8809 

14.1 

Primary 

Kidney 

uisease 

Glomerular 
Cystic/Congenital 

202 
65 

26.1 
8.4 

16923 
7349 

27.0 
1 1.7 

Systemic 

164 

21.2 

11759 

18.8 

Tubulointerstitial 

39 

5.0 

4233 

6.8 

Diabetes 

177 

22.8 

14059 

22.5 

Other  Diagnosis 

59 

7.6 

5271 

8.4 

Not  Reported 

69 

8.9 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

764 

98.6 

59280 

94.7 

Hospitalized 

5 

0.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

6 

0.8 

906 

1.4 

Vear  of 
Transplant 

1988 
1989 

113 
108 

14.6 
13.9 

9021 
8951 

14.4 
14.3 

1990 

123 

15.9 

9819 

15.7 

1991 

135 

17.4 

10077 

16.1 

1992 

152 

19.6 

10157 

16.2 

1993-1994 

144 

18.6 

14547 

23.2 

Dialv^fc  in  First 

LrltMl  ¥313  III    1   II  31 

Week  After 
Transplant* 

Yes 
No 

34 
399 

4.4 
51.5 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

44 

5.7 

7249 

11.6 

N/A*:  No 

298 

38.5 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

147 
286 

19.0 
36.9 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

147 

19.0 

12277 

19.6 

N/A*:  No 

195 

25.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Washington  Hospital  Center 
110  Irving  Street,  N.S.,  Washington,  DC  20010 
Provider  Number  090011  (DCWH) 


May  6,  1997 


The  Washington  Hospital  Center,  Transplantation  Services  is  proud  of  its  achievements  in  the  field  of  kidney 
transplantation.  The  UNOS  report  is  an  accurate  reflection  of  the  Washington  Hospital  Center's  commitment  to 
excellence  in  patient  care.  Our  kidney  transplant  program  graft  survival  rates  for  three  months,  one  year,  and 
conditional  three  years  have  improved  significantly  and  exceed  the  expected  rates  for  a  center  of  our  size  and  urban 
location.  The  first  era  (1988  through  April  1992)  the  one  year  survival  rate  for  grafts  was  85.7%  and  95.3%  for 
patients,  and  those  rates  improved  to  90.7%  for  graft  survival  and  96.1%  for  patient  survival  for  the  time  period  of 
May  1992  through  April  1994. 

Between  January  1,  1988  ~  April  30,  1994,  there  were  775  kidneys  transplanted  by  Transplantation  Services 
physicians.  Overall  those  775  kidneys  had  a  three  month  survival  rate  of  92.2%,  a  one  year  survival  rate  of  87.3%, 
and  a  conditional  three  year  survival  of  92.8%.  These  are  highly  significant  outcomes  considering  that  the  cadaveric 
kidneys  transplanted  tend  to  have  longer  preservation  times  and  a  lower  levels  of  HLA  matches. 

Patient  survival  continues  to  improves  with  98%  of  our  patients  being  alive  at  three  months  and  96%  alive  at  one 
year.  Overall  conditional  three  year  patient  survival  is  97%.  Again  our  rates  exceeded  the  expected  rates  for  a 
center  like  ours  which  serves  a  population  of  older  recipients  and  a  higher  percentage  of  African  Americans. 

Our  excellent  graft  and  patient  survival  rates  are  due  to  the  expertise  of  our  surgeons  and  the  highly  trained 
professional  staff  of  nurses,  social  workers  and  allied  health  professions.  The  goal  of  the  entire  team  is  excellence  in 
patient  care—patients  first. 

Jimmy  A.  Light,  M.D. 

Director,  Transplant  Program  ^try\/  " .  - 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Walter  Reed  Army  Medical  Center  -  Washington  DC 
Provider  Number  09003F  (DCWR) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

96  84.4  86.2 
96  81.3  79.8 
77     93.3  87.7 

40     92.5  88.9 
40     87.5  83.4 

136       136         18     86.8     87.0     -0.2  0.93 
136       136         23     83.1     80.8      2.3  0.49 
77         72          5     93.3     87.7      5.5  0.13 

3  Years  3 

75.8  70.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

94  95.7  96.8 
94  92.6  93.9 
85     98.8  94.0 

40   100.0  97.3 
40   100.0  94.4 

134     133.0        4.0     97.0     97.0      0.1  0.97 
134     130.0        7.0     94.7     94.0      0.7  0.74 
85       76.5         1.0     98.8     94.0      4.8  0.07 

3  Years  3 

91.4  88.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


45  -  a 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Walter  Reed  Army  Medical  Center  -  Washington  DC 
Provider  Number  09003F  (DCWR) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

136 

100.0 

62572 

100.0 

Dnnnr  Tvnp 

Living 

5 

3.7 

14525 

23.2 

v_  uvj a  vwi  it.    oil  VJixv 

41 

30.1 

15624 

25.0 

vuUdVtl  IV,     ivi  V 

35 

25.7 

13317 

21.3 

Cadaveric:  Other 

55 

40.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

mJ\J\1\}1  /\gc 

0-1  7 

\J    1  / 

i  < 

l  j 

1  1  .u 

1U  1  JO 

1  7  7 
1  /  .Z 

18-30 

62 

45.6 

19464 

31.1 

31-45 

34 

25.0 

18538 

29.6 

46-60 

20 

14.7 

11397 

18.2 

61  + 

5 

3.7 

2394 

3.8 

Not  Reported 

a 
0 

A  A 
U.O 

A  1 

41 

A  1 

0. 1 

Donor  Race 

White 

102 

75.0 

49654 

79.4 

Black 

21 

15.4 

6469 

10.3 

Hispanic 

9 

6.6 

4943 

7.9 

Asian 

3 

2.2 

801 

1.3 

Other 

1 

0.7 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

35 

25.7 

25808 

41.2 

Male 

101 

74.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

5 
0 

3.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

4 

2.9 

5889 

9.4 

Cadaveric:  12-21 

31 

22.8 

161 12 

25.7 

Cadaveric:  22-31 

46 

33.8 

14287 

22.8 

Cadaveric:  32-41 

40 

29.4 

7669 

12.3 

Cadaveric:  42+ 

10 

7.4 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

n 

u 

1 

1 

1 1 
1 1 

1 

8  1 

O.  1 

0  7 

J7JJ 

1484 

7.3 

s  ft 

Z 

1  A 
14 

l  ft  1 
1  U.J 

1  ^  A 
1  J. 4 

1 
3 

30 

16.  <; 

ZD.  J 

1  OUUj 

Zj.O 

4 

34 

25.0 

14003 

22.4 

5 

32 

23.5 

8963 

14.3 

6 

8 

5.9 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

U- 1  / 

U 

ft  ft 
u.u 

inc  i 
jyj  1 

6.  1 

0.3 

io  -jc 
1  0-3  J 

jU 

16  c 
30. o 

Oft/1  1  /I 

ZU4 1 4 

3Z.0 

36-45 

36 

26.5 

16397 

26.2 

46-60 

43 

31.6 

17170 

27.4 

61  + 

7 

5.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wnite 

6.6. 

DO 

A  Q  < 

4o.  j 

41213 

oj.y 

tsiacK 

J  / 

A  1  O 

lZo/j 

Oft  7 

ZU.3 

Hispanic 

3 

2.2 

5632 

9.0 

Asian 

9 

6.6 

1740 

2.8 

Other 

1 

0.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

44 

32.4 

25078 

40.1 

Male 

92 

67.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

132 

97.1 

59783 

95.5 

Kidney  and  Pancreas 

4 

2.9 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

112 

24 

82.4 
17.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

A 

u 

1-5 

6.Q 
00 

44 

jU.U 

32.4 

l  yo  /  / 
23207 

1\  A 

3  1 .4 
37.1 

6-10 

14 

10.3 

5736 

9.2 

11  + 

10 

7.4 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

15 

75 

11.0 
55.1 

20469 
26645 

32.7 
42.6 

20-  79 

32 

23.5 

9976 

15.9 

80-100 

14 

10.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

16 

11.8 

11726 

18.7 

21-25 

47 

34.6 

23821 

38.1 

26-30 

35 

25.7 

12454 

19.9 

31  + 

2 

1.5 

5762 

9.2 

Not  Reported 

36 

26.5 

8809 

14.1 

Primary 

Glomerular 

47 

34.6 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

18 

13.2 

7349 

11.7 

Systemic 

22 

16.2 

11759 

18.8 

Tubulointerstitial 

2 

1.5 

4233 

6.8 

Diabetes 

21 

15.4 

14059 

22.5 

Other  Diagnosis 

19 

14.0 

5271 

8.4 

Not  Reported 

7 

5.1 

2978 

4.8 

D  £»nir\iDnf 

ixcrL  l(Jlcii  I 

Description  at 
Transplant 

A    ■   U  11  J  Will  II  I 

1NUL  nUoUlld.1  l/.CU 

1  jU 

y J  .o 

SQ7Rf) 

J7Z0U 

04  7 

yH.  / 

Hospitalized 

6 

4.4 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

23 

16.9 

9021 

14.4 

Transplant 

1989 

17 

12.5 

8951 

14.3 

1  QQft 
1  yy\J 

zz 

1  (s  ? 
1  U._ 

08 1  0 

yo  1  y 

1  S  7 

1991 

21 

15.4 

10077 

16.1 

1992 

26 

19.1 

10157 

16.2 

1993-1994 

27 

19.9 

14547 

23.2 

Dialysis  in  First 

Yes 

12 

8.8 

5716 

9.1 

Week  After 

65 

47.8 

26528 

42.4 

Transplant* 

No 

T\Jnt  R  pnnrtpH 

o 

0.0 

949 

1.5 

N/A*:  Yes 

10 

7.4 

7249 

11.6 

N/A*:  No 

49 

36.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

21 

15.4 

13559 

21.7 

First  6  Months 

56 

41.2 

19634 

After  Transplant* 

No 

31.4 

N/A*:  Yes 

25 

18.4 

12277 

19.6 

N/A*:  No 

34 

25.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Walter  Reed  Army  Medical  Center 
6825  Georgia  Avenue,  NW,  Washington,  DC  20307 
Provider  Number  09003F  (DCWR) 


June  13,  1997 


The  Walter  Reed  Army  Medical  Center  Pancreas  Transplant  Program  was  started  in  1991.  Our  first  transplant  was 
on  December  25,  1992.  For  the  reporting  period  which  reflects  our  start-up  experience,  we  performed  4  combined 
kidney-pancreas  transplants  with  an  overall  graft  survival  rate  of  50%  at  one  year. 

This  survival  report  does  not  accurately  reflect  the  commitment  to  care  and  standards  of  excellence  which  are  the 
routine  at  Walter  Reed  Organ  Transplant  Service.  This  sample  only  includes  our  first  four  transplants  as  our  list 
was  gaining  time  waiting.  This  small  number  obviously  affects  the  statistics  and  does  not  reflect  the  long  standing 
excellence  of  the  kidney  program  in  general  at  WRAMC  which  routinely  exceeds  national  averages.  We  had  no 
technical  graft  losses  and  no  patients  deaths.  Our  two  graft  losses  are  as  follows.  Our  third  patient  lost  both  organs 
at  30  days  due  to  OKT-3  resistant  rejection.  We  chose  not  to  press  beyond  a  second  course.  This  led  to  the 
requirement  for  at  least  1  DR  match  for  all  our  pancreas  recipients.  Our  fourth  patient  was  doing  extremely  well 
until  he  was  noted  to  have  developed  Hepatitis  C  despite  being  negative  for  HCV  preoperatively,  his  donor  being 
HCV-negative,  and  his  receiving  only  two  units  of  blood  perioperatively.  We  attempted  Interferon  which  led  to 
kidney  rejection  and  subsequent  graft  loss  as  the  patient  preferred  to  have  both  organs  removed  rather  than  risk 
chronic  liver  disease. 

Walter  Reed  Army  Medical  Center  met  stringent  membership  criteria  in  order  to  become  a  member  of  UNOS.  We 
are  extremely  proud  of  our  transplant  program  which  is  only  one  of  two  in  the  Department  of  Defense.  We  will 
forever  endeavor  to  provide  the  best  care  for  the  military  end-stage  renal  patient  that  they  can  receive  anywhere  in 
the  United  States. 

LTC  S.  John  Swanson,  III,  MD,  FACS  „  n 


Chief,  Organ  Transplant  Service 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Alfred  I.  Dupont  Institute  -  Wilmington  DE 
Provider  Number  083300  (DEAI) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  95.2 
1    100.0  92.6 

1           1          0   100.0     95.2      4.8  1.00 
1           1          0   100.0     92.6      7.4  1.00 

3  Years  3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  99.7 
1    100.0  99.0 

1         1.0        0.0   100.0     99.7      0.3  1.00 
1        1.0        0.0   100.0     99.0      1.0  1.00 

3  Years  3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Alfred  I.  Dupont  Institute  -  Wilmington  DE 
Provider  Number  083300  (DEAI) 


 Program- 

—  National 

Number 

0/ 

Number 

% 

Total  Transplants  and  Percentages 

i 
i 

inn  o 

i  nn  n 

1  uU.U 

Donor  Type 

Living 

1 

100.0 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

ft  ft 

i  j  j  i  i 

Cadaveric:  Other 

n 
u 

ft  ft 

1  Qft^ft 

1  7UJU 

"?ft  4 

Not  Reported 

o 

ft  ft 

76 

0  1 

Vs.  1 

Donor  Age 

0-17 

0 

0.0 

10738 

17.2 

18-30 

1 

100.0 

19464 

31.1 

31-45 

0 

0.0 

18538 

29.6 

46-60 

ft 

u 

ft  ft 

1  1  "}Q7 

1  8  1 
1  o  ._ 

61  + 

u 

ft  ft 

^  8 

J.O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

0 

0.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

1 

100.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

1 

100.0 

25808 

41.2 

Male 

0 

0.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

0 

0.0 

16112 

25.7 

Cadaveric:  22-31 

0 

0.0 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

1 

100.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

0 
0 

0.0 
0.0 

5935 
3484 

9.5 
5.6 

2 

1 

100.0 

9648 

15.4 

3 

o 

0.0 

16005 

25.6 

4 

0 

0.0 

14003 

22.4 

5 

0 

0.0 

8963 

14.3 

6  • 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

1 

100.0 

3951 

6.3 

18-35 

o 

0.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

0 

0.0 

41213 

65.9 

Black 

o 

0.0 

12675 

20.3 

Hispanic 

1 

100.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
(tenner 

Female 

0 

0.0 

25078 

40.1 

Male 

1 

100.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

1 

0 

100.0 
0.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

o 

1-5 

o 

0 

0.0 
0.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

1 1  + 

o 

0.0 

5280 

8.4 

iNoi  Keponeu 

1 

1 

i  no  n 

OD/Z 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

0 

1 

0.0 
100.0 

20469 
26645 

32.7 
42.6 

20-  79 

0 

0.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

0 

0.0 

11726 

18.7 

21-25 

0 

0.0 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

n 

0  0 
u.u 

Q  9 

1NOI  ixcpOrTcQ 

i 
i 

1  fin  ft 

1  UU.U 

ooUV 

14  1 
1  4. 1 

Primary 

Glomerular 

0 

0.0 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

1 

100.0 

7349 

11.7 

Systemic 

0 

0.0 

11759 

18.8 

i  UDUioiniersiiiiai 

u 

ft  n 
u.u 

0.0 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

0 

0.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

1 
1 

1  Aft  ft 
1  UU.U 

CQTOA 

jVzoU 

Q/1  7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

0 

0.0 

9021 

14.4 

Transplant 

1989 

0 

0.0 

8951 

14.3 

u 

rt  n 

u.u 

no  i  n 

1  J.  / 

1991 

0 

0.0 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

1 

100.0 

14547 

23.2 

Dialysis  in  First 

Yes 

0 

0.0 

5716 

9.1 

Week  After 

0 

26528 

42.4 

Transplant* 

No 

0.0 

lNoi  i\cponcu 

u 

ft  ft 

u.u 

QAQ 

i  .j 

N/A*:  Yes 

0 

0.0 

7249 

11.6 

N/A*:  No 

1 

100.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

0 

0.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

0 

0.0 

19634 

31.4 

N/A*:  Yes 

0 

0.0 

12277 

19.6 

N/A*:  No 

1 

100.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  All  Children's  Hospital  -  Saint  Petersburg  FL 
Provider  Number  103300  (FLAC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

12     75.0  89.5 
12     75.0  85.2 
9   100.0  90.3 

6   100.0  93.4 
6     83.3  90.2 

18         18          3     83.3     90.8     -7.5  0.27 
18         18          4     77.8     86.8     -9.1  0.25 
9          8          0   100.0     90.3      9.7  0.33 

3  Years  3 

75.0  76.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1 1  90.9  98.6 
1 1  90.9  97.2 
10     89.5  98.0 

6   100.0  99.3 
6     83.3  98.4 

17       17.0        1.0     94.1     98.8     -4.7  0.07 
17       17.0        2.0     88.2     97.6     -9.4  0.01* 
10        9.0        1.0     89.5     98.0     -8.5  0.06 

3  Years  3 

81.3  95.3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

All  Children's  Hospital  -  Saint  Petersburg  FL 
Provider  Number  103300  (FLAC) 


—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

18 

100.0 

62572 

100.0 

Donor  Type 

Living 

6 

33.3 

14525 

23.2 

Cadaveric:  Stroke 

2 

11.1 

15624 

25.0 

Cadaveric:  MVA 

3 

16.7 

13317 

21.3 

Cadaveric:  Other 

7 

38.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

2 

1 1.1 

10738 

17.2 

18-30 

5 

27.8 

19464 

31.1 

31-45 

1 1 

61.1 

18538 

29.6 

46-60 

0 

0.0 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

wnue 

16 

88.9 

49654 

79.4 

DldLK 

0 

0.0 

6469 

10.3 

nispdniL 

2 

11.1 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

0 

0.0 

620 

1.0 

in  ox  Keponea 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

Q 

o 

AA  A 
'+'4.4 

ZjoUo 

A  1  7 

Male 

i  n 
1  u 

Jj.O 

JO  IOZ 

JO. 8 

Not  Reported 

U 

(J. (J 

I 

U.U 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

6 
0 

33.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

1 

5.6 

5889 

9.4 

Cadaveric:  12-21 

5 

27.8 

16112 

25.7 

Cadaveric:  22-31 

3 

16.7 

14287 

22.8 

Cadaveric:  32-41 

2 

11.1 

7669 

12.3 

Cadaveric:  42+ 

1 

5.6 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

4 

22.2 

5935 

9.5 

Mismatch 

1 

1 

5.6 

3484 

5.6 

2 

5 

27.8 

9648 

15.4 

3 

5 

27.8 

16005 

25.6 

4 

2 

11.1 

14003 

22.4 

5 

1 

5.6 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

13 

72.2 

3951 

6.3 

18-35 

5 

27.8 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

15 

83.3 

41213 

65.9 

Black 

1 

5.6 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

2 

11.1 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

5 

27.8 

25078 

40.1 

1 3 

72.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

18 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

o 

0.0 

2789 

4.5 

Previous  Kidney 

No 

16 

88.9 

54138 

86.5 

Transplant 

Yes 

2 

11.1 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

0 

0.0 

19677 

31.4 

1  IdllM  USIUII> 

8 

44.4 

23207 

37.1 

1-5 

6-10 

2 

11.1 

5736 

9.2 

11  + 

8 

44.4 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

5 

27.8 

20469 

32.7 

toTransplant 

1-  19 

10 

55.6 

26645 

42.6 

20-  79 

2 

11.1 

9976 

15.9 

80-100 

1 

5.6 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

13 

72.2 

11726 

18.7 

J 

 '  o_  1 

Jo.  1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

5 
5 

27.8 
27.8 

16923 
7349 

27.0 
11.7 

Systemic 

2 

11.1 

11759 

18.8 

Tubulointerstitial 

3 

16.7 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

3 

16.7 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

18 
0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

0 

3 

0.0 
16.7 

9021 
8951 

14.4 

1'4.3 

1990 

8 

44.4 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1992 

5 

27.8 

10157 

16.2 

199.3-1994 

Z 

11.1 

1  A  CA  *7 

14547 

2.5. L 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

2 
7 

11.1 
38.9 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

3 

16.7 

7249 

11.6 

N/A*:No 

6 

33.3 

21509 

34.4 

in/a  .  Not  Reported 

u 

u.u 

OZ  1 

1  A 
1  .U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

6 
3 

33.3 
16.7 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

6 

33.3 

12277 

19.6 

N/A*:  No 

3 

16.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  AH  Children's  Hospital 
8016th  Street  South,  St.  Petersburg,  FL  33701 
Provider  Number  103300  (FLAC) 


May  6,  1997 


The  renal  transplant  program  at  All  Children's  Hospital  was  established  in  February  1989.  Since  then  the  renal  program 
has  grown,  but  the  number  of  transplants  performed  to  date  remains  small.  Interpretation  of  single-center  statistics  based 
on  this  small  number  of  patients  is  difficult.  Meaningful  comparison  with  national  data  based  on  large  numbers  of 
combined  adult  and  pediatric  age  groups  is  not  possible. 

We  are  proud  of  the  services  provided  to  the  children  and  adolescents  at  All  Children's  Hospital.  We  utilize  a  team 
approach  and  rely  on  a  broad  base  of  pediatric  subspecialistsat  our  institution  in  managing  this  special  group  of  patients. 
Our  goal  is  to  meet  the  complex  developmental  and  social  needs  of  our  patients,  as  well  as  their  extensive  medical  needs. 
We  look  forward  to  the  continued  growth  and  improvement  of  our  transplant  program. 

Sharon  Perlman,  M.D. 
Program  Director 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Florida  Hospital  Medical  Center  -  Orlando  FL 
Provider  Number  100007  (FLFH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 
of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

331  84.0  88.0 
331  79.1  82.4 
260     92.3  91.0 

161     88.2  90.4 
161     83.2  85.2 

492       492         72     85.4     88.8     -3.4  0.01* 
492       491         96     80.5     83.3     -2.8  0.08 
260       239         19     92.3     91.0      1.4  0.45 

3  Years  3 

73.1  74.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  '>5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

317     96.5  96.9 
317     92.8  94.0 
293     92.3  94.3 

157     96.7  97.7 
157     92.8  95.0 

468     466.5       16.0     96.6     97.2     -0.6  0.44 
468     462.5      33.5     92.8     94.3     -1.5  0.15 
293     277.5      22.0     92.3     94.3     -2.0  0.14 

3  Years  3 

85.6  88.6 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Florida  Hospital  Medical  Center  -  Orlando  FL 
Provider  Number  100007  (FLFH) 


Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

492 

100.0 

62572 

100.0 

Donor  Type 

Living 

76 

15.4 

14525 

23.2 

Cadaveric:  Stroke 

139 

28.3 

15624 

25.0 

Cadaveric:  MVA 

151 

30.7 

13317 

21.3 

Cadaveric:  Other 

126 

25.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U- 1  / 

76 

15.4 

10738 

17.2 

18-30 

154 

31.3 

19464 

31.1 

31-45 

141 

28.7 

18538 

29.6 

46-60 

97 

19.7 

11397 

18.2 

61  + 

24 

4.9 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Rtipp 

White 

415 

84.3 

49654 

79.4 

Black 

37 

7.5 

6469 

10.3 

Hisnanic 

k  11JL/UII1V 

35 

7.1 

4943 

7.9 

Asian 

5 

1.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

??4 

45  5 

25808 

41.2 

Male 

Z.UO 

54  5 

3676? 

58  8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

76 
0 

15.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

5 

1.0 

5889 

9.4 

Cadaveric:  12-21 

226 

45.9 

16112 

25.7 

Cadaveric:  22-31 

120 

24.4 

14287 

22.8 

Cadaveric:  32-41 

49 

10.0 

7669 

12.3 

Cadaveric:  42+ 

15 

3.0 

2519 

4.0 

Not  Reported 

1 

0.2 

3935 

6.3 
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 Program- 

—  National 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

35 
26 

7.1 

5.3 

5935 
3484 

9.5 
5.6 

2 

116 

23.6 

9648 

15.4 

3 

141 

28.7 

16005 

25.6 

4 

154 

31.3 

14003 

22.4 

5 

19 

3.9 

8963 

14.3 

6 

1 

0.2 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

3 

0.6 

3951 

6.3 

18-35 

147 

29.9 

20414 

32.6 

36-45 

145 

29.5 

16397 

26.2 

46-60 

154 

31.3 

17170 

27.4 

61  + 

43 

8.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

327 

66.5 

41213 

65.9 

Black 

104 

21.1 

12675 

20.3 

Hispanic 

54 

11.0 

5632 

9.0 

Asian 

4 

0.8 

1740 

2.8 

Other 

3 

0.6 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

205 

41.7 

25078 

40.1 

Male 

287 

58.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

492 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

423 
69 

86.0 
14.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

213 
124 

43.3 
25.2 

19677 
23207 

31.4 
37.1 

6-10 

15 

3.0 

5736 

9.2 

11  + 

16 

3.3 

5280 

8.4 

Not  Reported 

124 

25.2 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

149 

222 

30.3 
45.1 

20469 
26645 

32.7 
42.6 

20-  79 

88 

17.9 

9976 

15.9 

80-100 

33 

6.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 ildlllillal  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

87 

17.7 

1 1726 

18.7 

21-25 

201 

40.9 

23821 

38.1 

26-30 

114 

23.2 

12454 

19.9 

31  + 

55 

11.2 

5762 

9.2 

Not  Reported 

35 

7.1 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

167 

53 

33.9 
10.8 

16923 
7349 

27.0 
1 1.7 

Systemic 

105 

21.3 

11759 

18.8 

Tubulointerstitial 

49 

10.0 

4233 

6.8 

Diabetes 

104 

21.1 

14059 

22.5 

lltri*^!"  IliQnnncic 
WUlcr  L-MagllUblS 

Q 

y 

1  8 

^771 

8  A 

Not  Reported 

c 

J 

1  .U 

OQ78 

Zy  /o 

A  Q 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

482 
0 

98.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Lire  Support 

4 

0.5 

469 

0.7 

Not  Reported 

0 

1 .2 

vUo 

1  A 

1 .4 

Year  of 
Transplant 

1988 
1989 

55 
62 

1 1.2 
12.6 

9021 
8951 

14.4 
14.3 

1990 

99 

20.1 

9819 

15.7 

1991 

88 

17.9 

10077 

16.1 

1  QQ7 

87 

1  fi  7 

1U.  / 

1  0 1  S7 

1  7 

1U.Z 

1 yyj- 1 yy4 

1  UO 

7 1  ^ 
Z  1 .  j 

~)1  7 
Zj  .Z 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

66 
193 

13.4 
39.2 

5716 
26528 

9.1 

42.4 

Not  Reported 

1 

0.2 

949 

1.5 

N/A*:  Yes 

83 

16.9 

7249 

11.6 

N/A*-  Nn 

14Q 

10  1 

JvJ 

21  S09 

14  4 

N/A*  -  Not  Rpnnrtprl 

0 

0  0 

671 

1  0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

85 
175 

17.3 
35.6 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

96 

19.5 

12277 

19.6 

N/A*:  No 

136 

27.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Florida  Hospital  Medical  Center 
601  E.  Rollins  Street,  Orlando,  FL  32804 
Provider  Number  100007  (FLFH) 


May  8,  1997 


Florida  Hospital's  kidney  transplant  program  was  begun  in  January  of  1973.  Our  growth  reflects  that  of  the  Orlando 
area  in  the  Disney  era.  The  region  has  changed  from  a  primarily  rural,  retirement  population  to  the  amalgamation  of 
this  population  with  urban  sprawl.  Our  transplant  and  donor  populations  reflect  this  demographic  upheaval.  As  the 
statistics  indicate,  our  recipients  are  more  often  older,  on  fixed  income,  and  mixed  with  a  large  percentage  of 
diabetic  and  minority  referrals.  Our  donor  population  tends  to  be  older  with  fewer  living  donors.  As  a  tertiary  level 
community  hospital,  our  policy  has  been  to  provide  transplantation  services  to  as  many  of  these  patients  as  possible 
and  our  results  reflect  our  philosophy  of  transplanting  even  the  high  risk  patients. 

As  our  program  has  matured,  we  are  pleased  that  we  have  been  able  to  offer  this  service,  locally  and  successfully,  to 
central  Florida. 

Robert  A.  Metzger,  MD  _  .  


Medical  Director 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Columbia  Regional  Medical  Center  -  Fort  Meyers  FL 
Provider  Number  100220  (FLFR) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- : 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

36  88.9  90.4 
36  86.1  85.3 
31     89.4  93.2 

58     93.1  90.4 
58     86.1  85.0 

94         94           8     91.5     90.4       1.1  0.71 
94        93         13     86.1     85.1       1.0  0.79 
31         24          3     89.4    93.2     -3.8  0.42 

3  Years  3 

77.0  79.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

34  100.0  96.6 
34  97.1  92.9 
33     80.5  92.9 

58     98.3  97.0 
58     91.2  93.5 

92      91.5        1.0     98.9    96.8      2.1  0.25 
92      90.5        6.0     93.4     93.3      0.1  0.97 
33       29.0        6.0     80.5     92.9    -12.4  <0.01* 

3  Years  3 

78.2  86.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Columbia  Regional  Medical  Center  -  Fort  Meyers  FL 
Provider  Number  100220  (FLFR) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

94 

100.0 

62572 

100.0 

Donor  Type 

Living 

5 

5.3 

14525 

23.2 

Cadaveric:  Stroke 

37 

39.4 

15624 

25.0 

Cadaveric:  MVA 

17 

18.1 

13317 

21.3 

Cadaveric:  Other 

35 

37.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

17 

18.1 

10738 

17.2 

18-30 

25 

26.6 

19464 

31.1 

31-45 

27 

28.7 

18538 

29.6 

46-60 

20 

21.3 

11397 

18.2 

61  + 

5 

5.3 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

82 

87.2 

49654 

79.4 

Black 

6 

6.4 

6469 

10.3 

Hispanic 

4 

4.3 

4943 

7.9 

Asian 

1 

1.1 

801 

1.3 

Other 

1 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

34 

36.2 

25808 

41.2 

Male 

60 

63.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

5 
0 

5.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

22 

23.4 

5889 

9.4 

Cadaveric:  12-21 

30 

31.9 

16112 

25.7 

Cadaveric:  22-31 

24 

25.5 

14287 

22.8 

Cadaveric:  32-41 

6 

6.4 

7669 

12.3 

Cadaveric:  42+ 

2 

2.1 

2519 

4.0 

Not  Reported 

5 

5.3 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

- 

% 

Level  of 
Mismatch 

0 
1 

7 
7 

7.4 
7.4 

5935 
3484 

9.5 
5.6 

2 

18 

19.1 

9648 

15.4 

3 

18 

19.1 

16005 

25.6 

4 

20 

21.3 

14003 

22.4 

5 

19 

20.2 

8963 

14.3 

6 

4 

4.3 

3009 

4.8 

Not  Reported 

1 

1.1 

1525 

2.4 

Recipient  Age 

0-17 

1 

1.1 

3951 

6.3 

18-35 

20 

21.3 

20414 

32.6 

36-45 

27 

28.7 

16397 

26.2 

46-60 

24 

25.5 

17170 

27.4 

61  + 

22 

23.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recinient  Race 

White 

72 

76.6 

41213 

65  9 

Black 

14 

14.9 

12675 

20.3 

Hispanic 

8 

8.5 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

U 

U.U 

B  1 

a  1 

r>  i 
U.  1 

Recipient 
Gender 

Female 
Male 

38 

DO 

40.4 

25078 

40.1 

j9.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

94 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

U 

U.U 

078Q 

Z  loy 

A  K 
H.J 

Previous  Kidney 
Transplant 

No 
Yes 

86 
8 

91.5 
8.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

25 
60 

26.6 
63.8 

19677 
23207 

31.4 
37.1 

6-10 

4 

4.3 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

5 

5.3 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

36 
46 

38.3 
48.9 

20469 
26645 

32.7 
42.6 

20-  79 

10 

10.6 

9976 

15.9 

80-100 

2 

2.1 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

3 

3.2 

11726 

18.7 

21-25 

19 

20.2 

23821 

38.1 

26-30 

12 

12.8 

12454 

19.9 

31  + 

1 

1.1 

5762 

9.2 

Not  Reported 

59 

62.8 

8809 

14.1 

Cilomemlar 

24 

25.5 

16923 

27.0 

Cvstic/Conpen  ital 

13 

13.8 

7349 

1 1.7 

^v^tpm  if* 

14 

14  9 

1 1759 

18.8 

Tubulointerstitial 

4 

4.3 

4233 

6.8 

Diabetes 

22 

23.4 

14059 

22.5 

Other  Diagnosis 

14 

14.9 

5271 

8.4 

Not  Reported 

3 

3.2 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

94 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

4 

4.3 

9819 

15.7 

1991 

22 

23.4 

10077 

16.1 

1992 

33 

35.1 

10157 

16.2 

1993-1994 

35 

37.2 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


4 

4.3 

5716 

9.1 

27 

28.7 

26528 

42.4 

0 

0.0 

949 

1.5 

10 

10.6 

7249 

11.6 

53 

56.4 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


9 

9.6 

13559 

21.7 

22 

23.4 

19634 

31.4 

23 

24.5 

12277 

19.6 

40 

42.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Columbia  Regional  Medical  Center 
2727  Winkler  Avenue,  Fort  Myers,  FL  33901 
Provider  Number  100220  (FLFR) 


May  21,  1997 


Columbia  Regional  Medical  Center  began  its  renal  transplant  program  in  1990.  Our  institutional  philosophy  has 
been  to  provide  high  quality  patient  care  to  deserving  recipients  in  Southwest  Florida.  The  demographics  of  our 
ESRD  population  are  generally  older  patients  with  more  complex  medical  problems.  Our  intent  has  been  to  provide 
renal  transplantation  as  an  option  to  this  population  despite  advanced  age.  UNOS  survival  statistics  for  our  program 
for  the  time  period  January  1,  1988  through  April  30,  1994,  have  been  provided.  As  our  program  began  in  1990, 
the  total  number  of  transplants  included  in  the  analysis  between  January  1,  1988  through  April  30,  1992,  is  small 
and  makes  it  more  difficult  to  evaluate  the  program's  overall  long-term  success. 

However,  Columbia  Regional  Medical  Center's  graft  survival  from  May  1,  1992,  through  April  30,  1994,  is  93.1% 
at  3  months  and  86.1%  at  1  year.  Our  graft  survival  at  both  3  months  and  1  year  exceed  UNOS'  expected  survival 
rates  of  90.4%  and  85%,  respectively.  We  are  especially  pleased  with  the  graft  survival  data  given  that  89  of  the  94 
transplants  included  in  the  overall  analysis  were  of  cadaveric  origin. 

Columbia  Regional  Medical  Center's  patient  survival  at  3  months  and  1  year  are  98.9%  and  93.4%,  respectively. 
Both  are  better  than  UNOS'  expected  survival  rates  of  96.8  at  3  months  and  93.3%  at  1  year.  Our  3  year  conditional 
survival  rates  included  data  only  from  January  1,  1988  through  April  30,  1992.  The  statistical  analysis  was  on  33 
patients  which  demonstrated  a  80.5%  survival.  However,  we  believe  that  the  small  sample  size  makes  it  difficult  to 
adequately  evaluate  our  commitment  to  patient  care  and  standards  of  excellence.  Furthermore,  23.4%  of  our 
patients  were  over  the  age  of  61  at  the  time  of  transplantation  compared  with  UNOS'  national  statistics  of  only  7.4% 
of  recipients  over  the  age  of  61 .  Additionally,  our  patient  population  included  18%  of  patients  over  the  age  of  65 
and  9%  over  the  age  of  68.  This  further  emphasizes  our  commitment  to  our  elderly  patient  population. 

We  believe  that  the  renal  transplant  program  at  Columbia  Regional  Medical  Center  is  one  of  excellence  and 
committed  to  the  patients  we  serve.  We  believe  that  age  alone  should  not  be  an  impediment  to  the  benefit  provided 
by  transplantation.  Our  medical,  surgical  and  nursing  staff  will  continue  our  endeavor  to  provide  high  quality,  cost 
effective  renal  transplant  care. 

Joel  T.  Van  Sickler,  M.D. 
Medical  Director 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Jackson  Memorial  Hospital  -  Miami  FL 
Provider  Number  100022  (FLJM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

375  93.6  89.3 
375  89.3  84.1 
332     94.4  90.2 

187     93.6  91.6 
187     90.4  86.6 

562       562         36     93.6     90.0      3.6  <0.01* 
562       560         58     89.7     85.0      4.7  <0.01* 
332       317         18     94.4     90.2      4.2  <0.01* 

3  Years  3 

84.4  75.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

374     98.1  97.5 
374     95.8  95.1 
355     96.6  95.2 

187     95.7  97.6 
187     94.0  94.7 

560     557.5       15.0     97.3     97.5     -0.2  0.71 
560     553.5       26.5     95.2     95.0      0.3  0.77 
355     343.5       12.0     96.6     95.2       1.3  0.24 

3  Years  3 

92.5  90.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Jackson  Memorial  Hospital  -  Miami  FL 
Provider  Number  100022  (FLJM) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

562 

100.0 

62572 

100.0 

Donor  Type 

Living 

166 

29.5 

14525 

23.2 

Cadaveric:  Stroke 

81 

14.4 

15624 

25.0 

Cadaveric:  MVA 

122 

21.7 

13317 

21.3 

Cadaveric:  Other 

190 

33.8 

19030 

30.4 

Not  Reported 

3 

0.5 

76 

0.1 

Donor  Age 

0-17 

66 

1 1.7 

10738 

17.2 

18-30 

221 

39.3 

19464 

31.1 

31-45 

167 

29.7 

18538 

29.6 

46-60 

91 

16.2 

11397 

18.2 

61  + 

17 

3.0 

2394 

3.8 

Not  Reported 

\j  .vj 

A  1 

0  1 
yj.  l 

Donor  Race 

White 

349 

62.1 

49654 

79.4 

Black 

75 

13.3 

6469 

10.3 

Hispanic 

130 

23.1 

4943 

7.9 

Asian 

1 

0.2 

801 

1.3 

Other 

6 

1.1 

620 

1.0 

Not  Reported 

1 

0.2 

85 

0.1 

Donor  Gender 

Female 

229 

40.7 

25808 

41.2 

Male 

333 

59.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

150 
4 

26.7 
0.7 

10970 
640 

17.5 
1.0 

Living:  6+ 

7 

1.2 

551 

0.9 

Cadaveric:  0-11 

42 

7.5 

5889 

9.4 

Cadaveric:  12-21 

54 

9.6 

161  12 

25.7 

Cadaveric:  22-31 

105 

18.7 

14287 

22.8 

Cadaveric:  32-41 

100 

17.8 

7669 

12.3 

Cadaveric:  42+ 

73 

13.0 

2519 

4.0 

Not  Reported 

27 

4.8 

3935 

6.3 
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Number 

% 

—  National 
Number 

% 

Level  of 
Mismatch 

0 
1 

45 
48 

8.0 
8.5 

5935 
3484 

9.5 
5.6 

2 

116 

20.6 

9648 

15.4 

3 

146 

26.0 

16005 

25.6 

A 
H 

1 7Q 

I  Ay 

77  f\ 
Zj.U 

77  A 

5 

77 

13.7 

8963 

14.3 

6 

1 

0.2 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

27 

4.8 

3951 

6.3 

18-35 

184 

32.7 

20414 

32.6 

7£.  A  ^ 
JO-4J 

1 04 

7Q  7 
Zy.Z 

I  Ojy  1 

76.  7 

zo.z 

46-60 

144 

25.6 

17170 

21 A 

61  + 

43 

7.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

244 

43.4 

41213 

65.9 

Black 

109 

19.4 

12675 

20.3 

Hispanic 

1  Q/l 

7A  ^ 
J4.J 

K6.77 
JOjZ 

y.U 

Asian 

10 

1.8 

1740 

2.8 

Other 

5 

0.9 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

259 

46.1 

25078 

40.1 

Male 

303 

53.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

541 

96.3 

59783 

95.5 

Kidney  and  Pancreas 

21 

3.7 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

546 
16 

97.2 
2.8 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1  c 
1  -  J 

65 

7  C8 
JOO 

11.6 
oy.u 

19677 
ZjZU  / 

31.4 

17  1 

J  1 . 1 

6-10 

61 

10.9 

5736 

9.2 

1 1  + 

45 

8  0 

5280 

8  4 

Not  Reported 

5 

U.J 

00  11 

1  7  O 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

42 
276 

7.5 
49.1 

20469 
26645 

32.7 
42.6 

20-  79 

172 

30.6 

9976 

15.9 

80-100 

72 

12.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

110 

19.6 

11726 

18.7 

7 1  -75 

Z  1  Z  J 

748 

44  1 

7^87  1 
Z  J  o_  1 

"58  1 
JO.  1 

26-30 

105 

18.7 

12454 

19  9 

17.7 

1  1 

77 

1 3  7 

9  7 
y  .z 

iNOi  i\cpuricu 

77 
zz 

1  Q 

88HQ 

1  A  1 

Primary 

Kidney 

Disease 

Glomerular 

105 

18.7 

16923 

27.0 

Cystic/Congenital 

74 

13.2 

7349 

11.7 

O  >  MC  1  I  1  \\. 

1U1 

78  6 

1  1  750 

lit  J7 

1  8  8 

Tubulointerstitial 

36 

6.4 

4233 

6.8 

Diabetes 

106 

18.9 

14059 

22.5 

Other  Diagnosis 

52 

9.3 

5271 

8.4 

Not  Reported 

28 

5.0 

2978 

4.8 

Recipient 

Not  Hospitalized 

560 

99.6 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

2 

0.4 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

85 

15.1 

9021 

14.4 

Transplant 

1  QfiQ 
1  707 

en 

1  A  7 
It.z 

8Q^  1 
07J  1 

1  A  7 
1 4.  j 

1990 

87 

15.5 

9819 

15.7 

1991 

92 

16.4 

10077 

16.1 

1992 

86 

15.3 

10157 

16.2 

1993-1994 

132 

23.5 

14547 

23.2 

Dialysis  in  First 

Yes 

18 

3.2 

5716 

9.1 

Week  After 

55.9 

26528 

Transplant* 

No 

314 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

20 

3.6 

7249 

1 1.6 

N/A*:No 

209 

37.2 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.2 

621 

1.0 

Rejection  in 

Yes 

75 

13.3 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

257 

45.7 

31.4 

N/A*:  Yes 

81 

14.4 

12277 

19.6 

N/A*:  No 

149 

26.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Methodist  Medical  Center  -  Jacksonville  FL 
Provider  Number  100170  (FLJT) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

49  83.7  88.6 
49  73.5  82.9 
35     90.3  90.1 

62     90.3  91.2 
62     83.8  86.1 

111        111          14     87.4     90.0     -2.6  0.35 
111        110         23     79.2     84.7     -5.5  0.10 
35         28          3     90.3     90.1      0.2  0.97 

3  Years  3 

66.4  74.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

48  95.7  97.6 
48  89.1  95.1 
41     89.3  95.3 

62     98.4  97.4 
62     95.0  94.5 

109     107.5        3.0     97.2     97.5     -0.3  0.86 
109     104.5        8.0     92.5     94.8     -2.3  0.28 
41       32.5        4.0     89.3     95.3     -6.0  0.08 

3  Years  3 

79.6  90.6 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Methodist  Medical  Center  -  Jacksonville  FL 
Provider  Number  100170  (FLJT) 


 Program-- 

Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

111 

100.0 

62572 

100.0 

Hnnnr  Tvnp 

ls\)ll\JI    l  y  Lie 

Living 

36 

32.4 

14525 

23.2 

i^aUdveric  oiroKc 

33 

29.7 

15624 

25.0 

V^aUaVcriC    1VJ  V  r\ 

17 

15.3 

13317 

21.3 

Cadaveric:  Other 

25 

22.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

[^/.                     A  (111 

uonor  /\ j^c 

ft  1  7 
U  1  / 

Q  A 

1 U  /  jo 

1  /  .Z 

18-30 

30 

27.0 

19464 

31.1 

31-45 

38 

34.2 

18538 

29.6 

46-60 

30 

27.0 

11397 

18.2 

61  + 

3 

2.7 

2394 

3.8 

Not  Reported 

0 

0.0 

A  1 

41 

A  1 

0.1 

Donor  Race 

White 

86 

77.5 

49654 

79.4 

Black 

19 

17.1 

6469 

10.3 

Hispanic 

6 

5.4 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

53 

47.7 

25808 

41.2 

Male 

58 

52.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

31 
3 

27.9 
2.7 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

1.8 

551 

0.9 

Cadaveric:  0-11 

13 

1  1.7 

5889 

9.4 

Cadaveric:  12-21 

17 

15.3 

16112 

25.7 

Cadaveric:  22-31 

21 

18.9 

14287 

22.8 

Cadaveric:  32-41 

12 

10.8 

7669 

12.3 

Cadaveric:  42+ 

12 

10.8 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 

51  -b 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

5 
3 

4.5 
2.7 

5935 
3484 

9.5 
5.6 

2 

26 

23.4 

9648 

15.4 

3 

36 

32.4 

16005 

25.6 

4 

29 

26.1 

14003 

22.4 

< 

j 

1 1 

Q  Q 

y.y 

oyOJ 

1  A  1 

14.3 

6 

l 

a  A 

0.9 

3009 

A  O 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

2 

1.8 

3951 

6.3 

18-35 

32 

28.8 

20414 

32.6 

36-45 

27 

24.3 

16397 

26.2 

46-60 

36 

32.4 

1 7 1 70 

27.4 

61  + 

14 

12.6 

4627 

7.4 

Not  Reported 

0 

A  A 

u.o 

13 

A  A 
0.0 

Recipient  Race 

White 

59 

53.2 

41213 

65.9 

Black 

45 

40.5 

12675 

20.3 

Hispanic 

7 

6.3 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

49 

A  A  1 

44. 1 

25078 

A  A  1 

40.1 

Male 

62 

55.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1 1 1 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

106 

5 

95.5 
4.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

Trii  n<\fii\.ion*s 

1  I  llllJlUjIUIIJ 

0 

1-5 

99 
9 

89.2 
8.1 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

3 

2.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

57 
38 

51.4 
34.2 

20469 
26645 

32.7 
42.6 

20-  79 

12 

10.8 

9976 

15.9 

80-100 

4 

3.6 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

9 

8.1 

11726 

18.7 

21-25 

23 

20.7 

23821 

38.1 

26-30 

13 

11.7 

12454 

19.9 

31  + 

9 

8.1 

5762 

9.2 

Not  Reported 

57 

51.4 

8809 

14.1 

Prim  51  rv 

ninmpn  liar 

39 

35  1 

1  \)y  Z.D 

97  ft 

Kidney 
Disease 

f^VQtlP      c\r\  opn  lta  1 
v^y  oiiv/ v^uiitCiiiLai 

c 
o 

7  1 

7140 

/  JHy 

1  1  7 

Systemic 

23 

20.7 

1 1759 

18.8 

Tubulointerstitial 

2 

1.8 

4233 

6.8 

~K  1 

77  Q 

Z  /  .7 

1  4UJ7 

zz.  J 

Other  Diagnosis 

5 

4.5 

5271 

8.4 

Not  Reported 

3 

2.7 

2978 

4.8 

Recipient 

Not  Hospitalized 

109 

98.2 

59280 

94.7 

Description  at 
Transplant 

i 
i 

ion 
I  y  1  / 

Hospitalized 

j.  l 

ICU/Life  Support 

1 

0.9 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

c%  o  r*  f\  f 

I  cdr  UI 

1  088 

1  700 

o 
\j 

ft  ft 

Qf)7  1 
y\)z.  i 

14  A 

Transplant 

1989 

10 

9.0 

8951 

14.3 

1990 

16 

14.4 

9819 

15.7 

1  OO  1 

\yy  1 

1  o 

1  o.z 

1  A077 
1  UU  /  / 

1  A  1 
1  O.  1 

1992 

23 

20.7 

10157 

16.2 

1993-1994 

44 

39.6 

14547 

23.2 

Hi'j Ivcic  in  E*i t*c t 
UlfllyM>  III  r  II  M 

I  Co 

1 0 

1  \J 

9  ft 

y .  \j 

5716 

9.1 

Week  After 

22.5 

26528 

42.4 

Transplant* 

No 

25 

Not  Reported 

0 

0.0 

949 

1.5 

XT/ A  *•  Voc 

IN/A  .  Yes 

ZD 

4 

774Q 

/Z£+7 

1  1  .o 

N/A*:  No 

50 

45.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

27 

24.3 

13559 

21.7 

First  6  Months 

8 

19634 

After  Transplant* 

No 

7.2 

31.4 

N/A*:  Yes 

36 

32.4 

12277 

19.6 

N/A*:  No 

40 

36.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Methodist  Medical  Center 
580  West  8th  Street,  Jacksonville,  FL  32209 
Provider  Number  100170  (FLJT) 

May  19,  1997 

The  Jacksonville  Transplant  Center  at  Methodist  Medical  Center  and  its  staff  are  pleased  with  recently  released  data 
regarding  our  kidney  transplant  graft  and  patient  survival.  The  results  cover  the  first  1 1 1  organ  transplants  carried  out 
in  Jacksonville,  FL. 

We  believe  the  data  are  largely  in  agreement  with  our  own  analysis  of  outcomes,  and  further  agree  that  there  appears 
to  be  no  statistically  significant  difference  from  expected  and  observed  outcomes  in  patient  and  graft  survival  at  our 
center.  We  are  particularly  gratified,  however,  by  the  slightly  greater  than  expected  patient  survival  rates  in  era  2  since 
the  ongoing  mission  of  the  Jacksonville  Transplant  Center  has  been  to  serve  patients  with  end-stage  renal  disease 
regardless  of  co-morbidity,  age,  or  fiscal  limitations.  Among  the  1 1 1  patients  reported,  many  were  urban  or  inner  city 
dwellers  of  limited  means,  approximately  10%  of  the  patients  were  not  accepted  for  transplant  elsewhere  yet  were 
ultimately  transplanted  by  our  service,  and  a  number  were  severe  diabetics  who  either  required  amputation  or  were  blind 
from  diabetic  retinopathy.  These  additional  high  risk  characteristicsare  not  fully  evaluable  in  the  UNOS  data  analysis. 

The  following  data  from  the  UNOS  1997  report  confirm  our  commitment  to  transplanting  the  difficult  patient: 

1.  The  40%  proportion  of  black  recipients  is  double  the  national  average. 

2.  Nearly  13%  of  our  recipients  are  aged  61  or  older  compared  with  7.4%  nationally. 

3.  Kidneys  with  cold  ischemia  exceeding  40  hours,  or  kidneys  from  older  or  black  donors  are 
transplanted  more  frequently  in  Jacksonvilleas  compared  with  other  venues  nationwide,  optimizing 
the  use  of  offered  donor  organs. 

The  UNOS  1 997  Report  of  Center  Specific  Graft  and  Patient  Survival  Rates  affirm  how  our  program  differs  from  other 
centers,  disclose  our  willingness  to  offer  transplantation  to  nearly  all  who  seek  our  advice  and  care,  and  confirm  the 
improving  patient  survival  rates  in  the  face  of  caring  for  patients  with  difficult  co-morbidity.  As  the  Jacksonville 
Transplant  Center  has  grown  to  a  rate  of  transplanting  over  50  kidneys  per  year,  we  are  delighted  with  our  early  efforts 
which  are  reflected  in  the  current  report. 

Thomas  G.  Peters,  M.D. 
Director,  Jacksonville  Transplant  Center 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Tampa  General  Hospital  -  Tampa  FL 
Provider  Number  100128  (FLTG) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

553  83.3  87.4 
553  79.6  81.3 
436     91.3  90.5 

240     88.7  90.5 
240     84.2  85.2 

793       788       119     85.0     88.4     -3.4  <0.01* 
793        778        149     81.0     82.5     -1.4  0.27 
436       407        37     91.3     90.5      0.8  0.57 

3  Years  3 

72.7  73.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

530     95.6  96.0 
530     93.6  92.3 
475     93.5  92.8 

237     98.2  96.9 
237     94.0  93.5 

756     742.8       27.0     96.4     96.2      0.2  0.82 
756     709.3       46.0     93.7     92.6       1.0  0.26 
475     439.2      30.0     93.5     92.8      0.7  0.56 

3  Years  3 

87.5  85.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Tampa  General  Hospital  -  Tampa  FL 
Provider  Number  100128  (FLTG) 


 Program-- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

793 

100.0 

62572 

100.0 

uonur  iype 

Living 

A7 
O  / 

1  A 

1  A  ^7  ^ 

77  7 
15.1 

272 

34.3 

15624 

25.0 

v^dudvcnc.  ivi  v  t\ 

170 

21.4 

13317 

21.3 

Cadaveric:  Other 

283 

35.7 

19030 

30.4 

Not  Reported 

1 

0.1 

76 

0.1 

Donor  Age 

n  1 7 

U-  I  / 

1  77 

1 51 

l  o.o 

I U  /  jo 

17  7 

1  1.1 

1  0  7f» 
1  o-JU 

Ido 

51.5 

1  C\ACA 

7  1  1 

31.1 

31-45 

219 

27.6 

18538 

29.6 

46-60 

166 

20.9 

1 1397 

18.2 

61  + 

19 

2.4 

2394 

3.8 

Not  Reported 

1 

0.1 

41 

0.1 

Donor  Race 

White 

677 

85.4 

49654 

79.4 

Black 

69 

8.7 

6469 

10.3 

Hispanic 

40 

5.0 

4943 

7.9 

Asian 

4 

0.5 

801 

1.3 

Other 

1 

0.1 

620 

1.0 

Not  Reported 

2 

0.3 

85 

0.1 

Donor  Gender 

Female 

304 

38.3 

25808 

41.2 

Male 

489 

61.7 

36762 

58.8 

Not  Reported 

n 

0  0 

7 

0  0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

52 
1 

6.6 
0.1 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.1 

551 

0.9 

Cadaveric:  0-11 

173 

21.8 

5889 

9.4 

Cadaveric:  12-21 

238 

30.0 

16112 

25.7 

Cadaveric:  22-31 

154 

19.4 

14287 

22.8 

Cadaveric:  32-41 

77 

9.7 

7669 

12.3 

Cadaveric:  42+ 

12 

1.5 

2519 

4.0 

Not  Reported 

85 

10.7 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

43 
34 

5.4 
4.3 

5935 
3484 

9.5 
5.6 

2 

126 

15.9 

9648 

15.4 

•> 
J 

21  j 

27. 1 

1  £AAC 

16005 

25.6 

4 

258 

32.5 

14003 

22.4 

5 

105 

13.2 

8963 

14.3 

6 

7 

0.9 

3009 

4.8 

Not  Reported 

5 

0.6 

1525 

2.4 

Recipient  Age 

0-17 

20 

2.5 

3951 

6.3 

1  O  14 

1 0-35 

200 

25.2 

*}f\  A  1  A 

20414 

32.6 

36-45 

208 

26.2 

16397 

26.2 

46-60 

224 

28.2 

17170 

27.4 

61  + 

141 

17.8 

4627 

7.4 

Not  Reported 

o 

0.0 

13 

0.0 

Recipient  Race 

White 

571 

72.0 

41213 

65.9 

Black 

166 

20.9 

12675 

20.3 

Hispanic 

35 

4.4 

5632 

9.0 

Asian 

12 

1.5 

1740 

2.8 

Other 

7 

0.9 

1231 

2.0 

Not  Reported 

2 

0.3 

81 

0.1 

Recipient 
Gender 

Female 

294 

37.1 

25078 

40.1 

Male 

499 

62.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

793 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

685 
108 

86.4 
13.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

A 
U 

1-5 

\l 
421 

1  .5 
53.1 

\yo  1 1 
23207 

*2  1  A 
J  1  .4 

37.1 

f\  in 

Z4  1 

j  /  j\j 

1  1  + 

A  A 

40 

C  A 

5.0 

OOA 

O  A 

8.4 

Not  Reported 

79 

10.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

233 
401 

29.4 
50.6 

20469 
26645 

32.7 
42.6 

20-  79 

104 

13.1 

9976 

15.9 

80-100 

53 

6.7 

4277 

6.8 

Not  Reported 

2 

0.3 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

149 

18.8 

11726 

18.7 

21-25 

319 

40.2 

23821 

38.1 

26-30 

184 

23.2 

12454 

19.9 

j  1  + 

1  f\  "7 
1U.  / 

J  lOZ 

y.Z 

Not  Reported 

56 

/.  1 

14.1 

Primary 

Glomerular 

201 

25.3 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

85 

10.7 

7349 

11.7 

Systemic 

195 

24.6 

11759 

18.8 

Tubulointerstitial 

A  ^ 

j.  1 

All  1 

0.0 

Diabetes 

197 

24.8 

14059 

22.5 

Other  Diagnosis 

41 

5.2 

5271 

8.4 

Not  Reported 

29 

3.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

1  /4 

y  l.o 

coo  on 
->9zoU 

CiA  1 

Hospitalized 

1 

0.1 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

18 

2.3 

906 

1.4 

Year  of 

1988 

131 

16.5 

9021 

14.4 

Transplant 

14.3 

1989 

126 

15.9 

8951 

1990 

125 

15.8 

9819 

15.7 

1991 

130 

16.4 

10077 

16.1 

1992 

123 

15.5 

10157 

16.2 

1993-1994 

158 

19.9 

14547 

23.2 

Dialysis  in  First 

Yes 

73 

9.2 

5716 

9.1 

Week  After 

26528 

42.4 

Transplant* 

No 

356 

44.9 

Not  Reported 

l 

u.y 

1  c 
1  .J 

N/A*:  Yes 

110 

13.9 

7249 

11.6 

N/A*:  No 

243 

30.6 

21509 

34.4 

N/A*:  Not  Reported 

4 

0.5 

621 

1.0 

Rejection  in 

Yes 

225 

28.4 

13559 

21.7 

First  6  Months 

31.4 

After  Transplant* 

No 

211 

26.6 

19634 

N/A*:  Yes 

202 

25.5 

12277 

19.6 

N/A*:  No 

155 

19.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Tampa  General  Hospital 
2111  Su  a nn  Avenue,  Tampa,  FL  33606 
Provider  Number  100128  (FLTG) 


June  19,  1997 


The  professional  staff  of  Tampa  General  Hospital  and  the  LifeLink  Transplantation  Institute  take  pride  in  the 
recently  released  patient  and  graft  survival  data  for  the  period  of  January  1,  1988  through  April  30,  1994.  During 
the  time  period  addressed,  793  individual  kidney  transplants  were  performed  in  this  institution. 

In  keeping  with  our  past  and  current  philosophy  of  offering  the  transplant  option  to  all  those  suffering  from  end 
stage  renal  disease,  regardless  of  race,  age,  or  concomitant  illness,  our  recipient  population  was  older  (46%  older 
than  age  45,  17.8%  older  than  age  61),  sicker,  and  more  heavily  weighted  towards  cadaveric  transplantation  (94%) 
than  the  national  averages  for  these  important  parameters.  Even  with  these  limitations,  patient  survival  was  93.7% 
and  graft  survival  was  81%  at  one  year.  We  believe  it  to  be  noteworthy  that  21%  of  our  kidneys  were  transplanted 
with  0-11  hours  cold  ischemia  time  versus  the  national  average  of  9%. 

As  gratifying  as  we  find  these  results,  we  continue  in  a  concerted  effort  at  improvement  through  research  and 
development  of  new  immunosuppressive  drugs  and  new  and  different  management  techniques.  We  have  no 
intention  of  improving  outcomes  by  more  stringent  patient  selection  criteria.  As  a  community  based  program 
dedicated  to  serving  all  patients  in  need  of  our  care,  we  shall  continue  our  current  practice  of  applying  the  most 
liberal  criteria  in  accepting  patients  into  the  system. 

Lawrence  Kahana,  M.D. 

Medical  Director  /)  ) 


Tampa  General  Hospital 
Kidney  Transplant  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Shands  Hospital  -  Gainesville  FL 
Provider  Number  100113  (FLUF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

551  88.0  89.4 
551  82.0  84.1 
452     94.3  90.6 

230    92.6  91.6 
230    91.3  86.8 

781       781         83     89.4     90.1     -0.7  0.51 
781       781        119     84.8     84.9     -0.1  0.91 
452       431         25     94.3     90.6      3.8  <0.01* 

3  Years  3 

77.4  76.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

537     96.6  97.0 
537     93.6  94.2 
503     93.4  94.8 

228     97.4  97.5 
228     96.0  94.8 

762     758.8      24.0     96.8     97.2     -0.3  0.58 
762     758.8      43.0     94.3     94.4     -0.0  0.96 
503     495.5      33.0     93.4     94.8     -1.4  0.14 

3  Years  3 

87.4  89.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Shands  Hospital  -  Gainesville  FL 
Provider  Number  100113  (FLUF) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

781 

100.0 

62572 

100.0 

Donor  Type 

Living 

169 

21.6 

14525 

23.2 

Cadaveric:  Stroke 

160 

20.5 

15624 

25.0 

Cadaveric:  MVA 

218 

27.9 

13317 

21.3 

Cadaveric:  Other 

234 

30.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

130 

16.6 

10738 

17.2 

18-30 

301 

38.5 

19464 

31.1 

31-45 

223 

28.6 

18538 

29.6 

46-60 

115 

14.7 

1 1397 

18.2 

61  + 

12 

1.5 

2394 

3.8 

0 

0.0 

41 

0.1 

Donor  Race 

White 

664 

85.0 

49654 

79.4 

Black 

SQ 
oy 

1  1  A 

1  1  .H- 

in  ~\ 

I  U.J 

Hispanic 

ZZ 

Z.o 

AQA1 

7  Q 

Asian 

J 

a  £. 
U.o 

oU  1 

1  .j 

Other 

1 
1 

A  1 
U.  1 

/Tin 
ozU 

1  A 

1  .u 

Not  Reported 

0 

a  a 

o  c 

A  1 

U.  1 

Donor  Gender 

Female 

286 

36.6 

25808 

41.2 

Male 

495 

63.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

165 
0 

21.1 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

4 

0.5 

551 

0.9 

Cadaveric:  0-11 

30 

3.8 

5889 

9.4 

Cadaveric:  12-21 

190 

24.3 

161 12 

25.7 

Cadaveric:  22-31 

227 

29.1 

14287 

22.8 

Cadaveric:  32-41 

138 

17.7 

7669 

12.3 

Cadaveric:  42+ 

27 

3.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Prnoram- 

1  1  Ugl  lllll 

  National  -- 

Number 

% 

Number 

% 

Level  of 

0 

68 

8.7 

5935 

9.5 

Mismatch 

1 

84 

10.8 

3484 

5.6 

2 

197 

25.2 

9648 

15.4 

3 

249 

31.9 

16005 

25.6 

4 

132 

16.9 

14003 

22.4 

5 

40 

5.1 

8963 

14.3 

6 

6 

0.8 

3009 

4.8 

Not  Reported 

5 

0.6 

1525 

2.4 

Recipient  Age 

0-17 

82 

10.5 

3951 

6.3 

18-35 

209 

26.8 

20414 

32.6 

36-45 

178 

22.8 

16397 

26.2 

46-60 

223 

28.6 

17170 

27.4 

61  + 

89 

11.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

548 

70.2 

41213 

65.9 

Black 

202 

25.9 

12675 

20.3 

16 

2.0 

5632 

9.0 

Asian 

1 

0.9 

1740 

2.8 

Other 

6 

0.8 

1231 

2.0 

Not  Reported 

2 

0.3 

81 

0.1 

Recipient 
Gender 

Female 

310 

39.7 

25078 

40.1 

Male 

471 

60.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

781 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

691 

88.5 

54138 

86.5 

Transplant 

Yes 

90 

11.5 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

53 

6.8 

19677 

31.4 

Transfusions 

51  5 

65  9 

23207 

37.1 

1-5 

6-10 

153 

19.6 

5736 

9.2 

1 1  + 

60 

7.7 

5280 

8.4 

Mnt  RpnnrtpH 

n 

0  0 

867? 

13.9 

Peak  PRA  Prior 

0 

191 

24.5 

20469 

32.7 

toTransplant 

1-  19 

430 

55.1 

26645 

42.6 

20-  79 

129 

16.5 

9976 

15.9 

80-100 

28 

3.6 

4277 

6.8 

Not  Reported 

3 

0.4 

1205 

1.9 
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Program- 


—  National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Number 

% 

Number 

% 

0-20 

168 

21.5 

11726 

18.7 

21-25 

307 

39.3 

23821 

38.1 

26-30 

153 

19.6 

12454 

19.9 

31  + 

51 

6.5 

5762 

9.2 

Not  Reported 

102 

13.1 

8809 

14.1 

Glomerular 

227 

29.1 

16923 

27.0 

Cystic/Congenital 

117 

15.0 

7349 

11.7 

Systemic 

143 

18.3 

11759 

18.8 

Tubulointerstitial 

88 

11.3 

4233 

6.8 

Diabetes 

136 

17.4 

14059 

22.5 

Other  Diagnosis 

38 

4.9 

5271 

8.4 

Not  Reported 

32 

4.1 

2978 

4.8 

Not  Hospitalized 

769 

98.5 

59280 

94.7 

Hospitalized 

8 

1.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

4 

0.5 

906 

1.4 

Year  of 
Transplant 


1988 

126 

16.1 

9021 

14.4 

1989 

149 

19.1 

8951 

14.3 

1990 

125 

16.0 

9819 

15.7 

1991 

115 

14.7 

10077 

16.1 

1992 

112 

14.3 

10157 

16.2 

1993-1994 

154 

19.7 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


98 

12.5 

5716 

9.1 

352 

45.1 

26528 

42.4 

2 

0.3 

949 

1.5 

101 

12.9 

7249 

11.6 

227 

29.1 

21509 

34.4 

1 

0.1 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 


Yes 

129 

16.5 

13559 

21.7 

No 

323 

41.4 

19634 

31.4 

N/A*:  Yes 

89 

11.4 

12277 

19.6 

N/A*:  No 

240 

30.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Egleston  Children's  Hospital  -  Atlanta  GA 
Provider  Number  110196  (GAEH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

50  94.0  86.5 
50  92.0  81.4 
46     93.5  85.5 

17   100.0  90.8 
17   100.0  86.3 

67         67           3     95.5     87.5       8.0  0.04* 
67         67          4     94.0     82.6     11.4  0.01* 
46        46          3     93.5     85.5      8.0  0.11 

3  Years  3 

86.0  69.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

48  97.9  98.2 
48  93.8  96.2 
45   100.0  98.1 

17   100.0  98.9 
17   100.0  97.4 

65       65.0        1.0     98.5     98.4      0.1  0.96 
65      65.0        3.0     95.4     96.6     -1.2  0.59 
45      43.0        0.0   100.0     98.1       1.9  0.35 

3  Years  3 

93.8  94.4 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Egleston  Children's  Hospital  -  Atlanta  GA 
Provider  Number  110196  (GAEH) 


 Program- 

—  National 

Number 

0/ 
VO 

Number 

0/ 

/o 

Total  Transplants  and  Percentages 

67 

100  0 

62572 

100  0 

Donor  Type 

Living 

34 

50.7 

14525 

23.2 

Cadaveric:  Stroke 

7 

10.4 

15624 

25.0 

Cadaveric:  MVA 

12 

1 7  9 

1  /  .  7 

13317 

21.3 

Cadaveric:  Other 

14 

20  9 

19030 

30  4 

Not  Reported 

o 

0.0 

76 

0.1 

Donor  Age 

0-17 

18 

26.9 

10738 

17.2 

18-30 

22 

32.8 

19464 

31.1 

j  1-4D 

22 

32.8 

18538 

29.6 

46-60 

5 

7.5 

1 1397 

18.2 

61  + 

o 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

56 

83.6 

49654 

79.4 

Black 

11 

16.4 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

29 

43.3 

25808 

41.2 

Male 

38 

56.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

6 

9.0 

5889 

9.4 

Cadaveric:  12-21 

11 

16.4 

16112 

25.7 

Cadaveric:  22-31 

13 

19.4 

14287 

22.8 

Cadaveric:  32-41 

1 

1.5 

7669 

12.3 

Cadaveric:  42+ 

1 

1.5 

2519 

4.0 

Not  Reported 

35 

52.2 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

3 
8 

4.5 
1 1.9 

5935 
3484 

9.5 
5.6 

7 
z 

19 

1  Z 

1  7  Q 

1  /  .7 

0648 

7U40 

1  S  4 

7 
-? 

34 

so  7 

1  UUUJ 

95  6 

4 

6 

9.0 

14003 

22.4 

5 

4 

6.0 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

fXCLipiCIll  /Age 

64 

95  5 

J/J  1 

6  3 

1  R-1S 
l  o-J>  J 

J 

4  ^ 

'-T.J 

70414 

J  .u 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

txcCipiclll  I\d t v 

WViitp 

w  niic 

68  7 

OO.  / 

41911 

6S  0 

UJ.7 

OldLK. 

9  1 

J  I  .J 

1  967S 

1  ZD  /  J 

90  1 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

VJCIIUCl 

Female 

24 

35.8 

25078 

40.1 

Male 

43 

64.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

67 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

62 
5 

92.5 
7.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

I  It  1  Id  11  Slim  II I 

Transfusions 

n 
\j 

1-5 

99 
zz 

8 

JZ.O 

11.9 

1  0677 

23207 

1 1  4 

37.1 

6-10 

2 

3.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

35 

52.2 

8672 

13.9 

Peak  PRA  Prior 

IU  1  I  d  limpid  II  L 

0 

1-  19 

33 
23 

49.3 
34.3 

20469 
26645 

32.7 
42.6 

20-  79 

10 

14.9 

9976 

15.9 

80-100 

1 

1.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

43 

64.2 

11726 

18.7 

21-25 

8 

11.9 

23821 

38.1 

26-30 

3 

4.5 

12454 

19.9 

31  + 

7 

10.4 

5762 

9.2 

Not  Reported 

6 

9.0 

8809 

14.1 

Primary 

Glomerular 

15 

22.4 

16923 

27.0 

Kidney 

Cystic/Congenital 

7 

10.4 

7349 

1 1.7 

Systemic 

2 

3.0 

11759 

18.8 

Tubulointerstitial 

6 

9.0 

4233 

6.8 

Diabetes 

o 

0.0 

14059 

22.5 

Other  Diagnosis 

23 

34.3 

5271 

8.4 

Not  Reported 

14 

20.9 

2978 

4.8 

Recipient 

Not  Hospitalized 

67 

100.0 

59280 

94.7 

Description  at 

1  ransplant 

n  ubp  i  iu  i  i/lcu 

o 
w 

1  Q1  7 

1"1  / 

J .  1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

13 

19.4 

9021 

14.4 

Transplant 

1989 

10 

14.9 

8951 

14.3 

1990 

7 

10.4 

9819 

15.7 

1  QQ1 

1  7 
1  / 

ZJ.H 

1  0077 

l  f\  i 

1  O.  1 

1992 

11 

16.4 

10157 

16.2 

1993-1994 

9 

13.4 

14547 

23.2 

Dialysis  in  First 

Yes 

o 

0.0 

5716 

9.1 

Week  After 

46 

26528 

Transplant* 

No 

68.7 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

1 

1.5 

7249 

1 1.6 

N/A*:  No 

20 

29.9 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

11 

16.4 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

35 

52.2 

19634 

31.4 

N/A*:  Yes 

8 

11.9 

12277 

19.6 

N/A*:  No 

13 

19.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Emory  University  Hospital  -  Atlanta  GA 
Provider  Number  110010  (GAEM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

487  91.6  89.0 
487  87.9  83.5 
425     91.9  89.6 

259     91.5  92.0 
259     88.7  87.1 

746       745         63     91.5     90.0       1.5  0.15 
746       738         88     88.2     84.7      3.4  <0.01* 
425       395         33     91.9     89.6      2.3  0.12 

3  Years  3 

80.8  74.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

481     98.1  97.3 
481     96.8  94.7 
444     96.4  94.8 

259    98.0  98.0 
259     95.5  95.5 

739     722.0       14.0     98.1     97.5      0.6  0.33 
739     703.0      26.0     96.4     94.9      1.4  0.07 
444     398.0       15.0    96.4     94.8      1.6  0.14 

3  Years  3 

93.3  89.8 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Emory  University  Hospital  -  Atlanta  GA 
Provider  Number  110010  (GAEM) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

746 

100.0 

62572 

100.0 

Donor  Type 

Living 

164 

22.0 

14525 

23.2 

Cadaveric:  Stroke 

203 

27.2 

15624 

25.0 

Cadaveric:  MVA 

187 

25.1 

13317 

21.3 

Cadaveric:  Other 

192 

25.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

1 1 1 

14.9 

10738 

17.2 

18-30 

258 

34.6 

19464 

31.1 

31-45 

215 

28.8 

18538 

29.6 

46-60 

128 

17.2 

11397 

18.2 

61  + 

32 

4.3 

2394 

3.8 

Not  Reported 

9 
z 

U.J 

41 

n  1 

Donor  Race 

White 

607 

81.4 

49654 

79.4 

Black 

121 

16.2 

6469 

10.3 

Hispanic 

10 

1.3 

4943 

7.9 

Asian 

4 

0.5 

801 

1.3 

Other 

2 

0.3 

620 

1.0 

Not  Reported 

2 

0.3 

85 

0.1 

Donor  Gender 

Female 

300 

40.2 

25808 

41.2 

Male 

446 

59.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
0 

0.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.3 

551 

0.9 

Cadaveric:  0-11 

107 

14.3 

5889 

9.4 

Cadaveric:  12-21 

186 

24.9 

16112 

25.7 

Cadaveric:  22-31 

166 

22.3 

14287 

22.8 

Cadaveric:  32-41 

56 

7.5 

7669 

12.3 

Cadaveric:  42+ 

21 

2.8 

2519 

4.0 

Not  Reported 

206 

27.6 

3935 

6.3 
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 Program- 

—  National 

Number 

% 

Number 

% 

Level  of 
Mismatch 

1 

/  J 
JU 

1  Or  1 
1  U.  1 

f\  7 

Q  ^ 

J.O 

T 

L 

[  jU 

OA  1 

OA/1  O 

1  j. 4 

1 
J 

T3./I 
2J4 

"3  1/1 

J  1 .4 

16UU5 

OCA 

25.6 

4 

145 

19.4 

14003 

22.4 

5 

59 

7.9 

8963 

14.3 

6 

11 

1.5 

3009 

4.8 

Not  Reported 

22 

2.9 

1525 

2.4 

Recipient  Age 

ft  i  *7 
U- 1  / 

5 

ft  A 

U.4 

IOC  1 

JV5  1 

a  i 
0.3 

1  0-35 

o  -7  a 
2  /U 

36. 2 

2U4 14 

n  A 

32.6 

36-45 

221 

29.6 

16397 

26.2 

46-60 

222 

29.8 

17170 

27.4 

61  + 

30 

4.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

A  A  1 

44  I 

59. 1 

41213 

65. y 

Black 

T7  A 

274 

36.7 

12675 

20.3 

Hispanic 

6 

0.8 

5632 

9.0 

Asian 

8 

1.1 

1740 

2.8 

Other 

4 

0.5 

1231 

2.0 

Not  Reported 

13 

1.7 

81 

0.1 

Recipient 
Gender 

Female 
Male 

270 
476 

36.2 
63.8 

25078 
37493 

40.1 
59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

700 

93.8 

59783 

95.5 

Kidney  and  Pancreas 

46 

6.2 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

720 
25 

96.5 
3.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.1 

187 

0.3 

Pretransplant 
Transfusions 

U 

1-5 

"1  c  A 

254 
111 

"3  A  A 

34. U 
14.9 

Ivo  /  / 
23207 

3 1 .4 
37.1 

6-10 

7 

0.9 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

374 

50.1 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

346 
299 

46.4 
40.1 

20469 
26645 

32.7 
42.6 

20-  79 

79 

10.6 

9976 

15.9 

80-100 

18 

2.4 

4277 

6.8 

Not  Reported 

4 

0.5 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

113 

15.1 

11726 

18.7 

21-25 

321 

43.0 

23821 

38.1 

26-30 

149 

20.0 

12454 

19.9 

31  + 

59 

7.9 

5762 

9.2 

Not  Reported 

104 

13.9 

8809 

14.1 

i  n  in  dry 

Kidney 

Disease 

l»  1  /~\  tY\      fl  1  lot* 

i^ysuc/v^ongeniiai 

1  S"? 

J  / 

ZU.J 

7  A 
/  .0 

1 0/Zj 

77  n 

1  1  7 

11./ 

Systemic 

210 

28.2 

11759 

18.8 

Tubulointerstitial 

26 

3.5 

4233 

6.8 

Diabetes 

103 

13.8 

14059 

22.5 

Other  Diagnosis 

152 

20.4 

5271 

8.4 

Not  Reported 

45 

6.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

718 

3 

96.2 
0.4 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

2 

0.3 

469 

0.7 

Not  Renorted 

23 

3.1 

906 

1.4 

Year  of 
Transplant 

1  Q88 

1  yoo 
1989 

iii 
ill 

109 

1  A  Q 

14.  y 

14.6 

om  1 

VUZ  1 

8951 

1  A  A 
14.4 

14.3 

1990 

132 

17.7 

9819 

15.7 

1991 

99 

13.3 

10077 

16.1 

1992 

126 

16.9 

10157 

16.2 

1993-1994 

169 

22.7 

14547 

23.2 

uidiysis  in  rirsi 
Week  After 
Transplant* 

I  CS 

No 

77 

Z  / 

397 

J.O 

53.2 

^71  A 
J  /  1  O 

26528 

Q  1 

y.  1 

42.4 

Not  Reported 

1 

0.1 

949 

1.5 

N/A*:  Yes 

37 

5.0 

7249 

11.6 

N/A*:  No 

282 

37.8 

21509 

34.4 

N/A*:  Not  Reported 

2 

0.3 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

98 

327 

13.1 
43.8 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

113 

15.1 

12277 

19.6 

N/A*:  No 

208 

27.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Medical  College  of  Georgia  Hospital  -  Augusta  GA 
Provider  Number  110034  (GAMC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

279  94.2  89.3 
279  89.2  83.6 
247     88.8  89.5 

160     96.9  91.4 
160     96.2  86.2 

439       438         21     95.2     90.1      5.1  <0.01* 
439       434         36     91.7     84.6      7.2  <0.01* 
247       235         27     88.8     89.5     -0.8  0.68 

3  Years  3 

79.2  74.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

279     98.9  97.1 
279     96.4  94.4 
266     94.2  94.6 

160     98.7  97.7 
160     98.7  95.0 

435     432.0        5.0     98.8     97.3       1.5  0.05* 
435     426.0       12.0     97.2     94.6      2.6  0.01* 
266     250.0       15.0     94.2     94.6     -0.5  0.74 

3  Years  3 

90.7  89.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Medical  College  of  Georgia  Hospital  -  Augusta  GA 
Provider  Number  110034  (GAMC) 


—  Notional 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

439 

100.0 

62572 

100.0 

Donor  Type 

Living 

156 

35.5 

14525 

23.2 

Cadaveric:  stroke 

83 

18.9 

15624 

25.0 

Cadaveric:  MVA 

69 

15.7 

13317 

21.3 

Cadaveric:  Other 

130 

29.6 

19030 

30.4 

Not  Reported 

1 

0.2 

76 

0.1 

Donor  Age 

0-17 

77 

17.5 

10738 

17.2 

18-30 

150 

34.2 

19464 

31.1 

31-45 

138 

31.4 

18538 

29.6 

46-60 

58 

13.2 

11397 

18.2 

61  + 

16 

3.6 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

L/UIIUi  I\dlC 

W  11  lie 

313 

71.3 

49654 

79.4 

OldLK. 

109 

24.8 

6469 

10.3 

9 

2.1 

4943 

7.9 

A  cisin 

4 

0.9 

801 

1.3 

Othpr 

V_/ll  ICl 

4 

0.9 

620 

1.0 

TsJnt  RpnnrtpH 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

1  7  A 
1  10 

4ft  1 
tU.  1 

9^8ftR 

41  ? 

Male 

ZOj 

J7.7 

JO  / yjZ. 

JO.O 

Not  Reported 

o 
u 

fl  ft 

ft  ft 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

147 
4 

33.5 
0.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.5 

551 

0.9 

Cadaveric:  0-11 

33 

7.5 

5889 

9.4 

Cadaveric:  12-21 

86 

19.6 

16112 

25.7 

Cadaveric:  22-31 

101 

23.0 

14287 

22.8 

Cadaveric:  32-41 

31 

7.1 

7669 

12.3 

Cadaveric:  42+ 

10 

2.3 

2519 

4.0 

Not  Reported 

25 

5.7 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

47 
44 

10.7 
10.0 

5935 
3484 

9.5 
5.6 

2 

77 

17.5 

9648 

15.4 

3 

137 

31.2 

16005 

25.6 

4 

97 

22.1 

14003 

22.4 

5 

32 

7.3 

8963 

14.3 

6 

4 

0.9 

3009 

4.8 

Not  Reported 

1 

0.2 

1525 

2.4 

Recinient  Apc 

0-17 

10 

2.3 

3951 

6.3 

18-35 

138 

31.4 

20414 

32.6 

36-45 

105 

23.9 

16397 

26.2 

46-60 

136 

31.0 

17170 

27.4 

61  + 

50 

11.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Rppinipnt  Km  re* 

White 

215 

49.0 

41213 

65.9 

Black 

219 

49.9 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

4 

0.9 

1740 

2.8 

Other 

1 

0.2 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

177 

40.3 

25078 

40.1 

Male 

262 

59.7 

37493 

59.9 

Not  Reported 

U 

ft  ft 
U.U 

1 

r&  ft 
U.U 

Procedure  Type 

Kidney  Alone 

437 

99.5 

59783 

95.5 

Kidney  and  Pancreas 

2 

0.5 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

404 
34 

92.0 
7.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.2 

187 

0.3 

Pretransnlant 
Transfusions 

o 

1-5 

158 
173 

36.0 
39.4 

19677 
23207 

31.4 
37.1 

6-10 

56 

12.8 

5736 

9.2 

11  + 

40 

9.1 

5280 

8.4 

Not  Reported 

12 

2.7 

8672 

13.9 

Peak  PRA  Prior 
toTransnlant 

0 

1-  19 

61 
285 

13.9 
64.9 

20469 
26645 

32.7 
42.6 

20-  79 

83 

18.9 

9976 

15.9 

80-100 

10 

2.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 
Kidney 

Disease  Cystic/Congenital 
Systemic 
Tubulointerstitial 
Diabetes 
Other  Diagnosis 
Not  Reported 


 Program   —  National  — 

Number  %       Number  % 


57 

13.0 

11726 

18.7 

149 

33.9 

23821 

38.1 

104 

23.7 

12454 

19.9 

70 

15.9 

5762 

9.2 

59 

13.4 

8809 

14.1 

89 

20.3 

16923 

27.0 

52 

11.8 

7349 

11.7 

141 

32.1 

11759 

18.8 

30 

6.8 

4233 

6.8 

57 

13.0 

14059 

22.5 

58 

13.2 

5271 

8.4 

12 

2.7 

2978 

4.8 

Recipient  Not  Hospitalized 

Description  at  .... 
Transplant  Hospitalized 

ICU/Life  Support 

Not  Reported 


402 

91.6 

59280 

94.7 

33 

7.5 

1917 

3.1 

0 

0.0 

469 

0.7 

4 

0.9 

906 

1.4 

Year  of 

1988 

67 

15.3 

9021 

14.4 

Transplant 

1989 

59 

13.4 

8951 

14.3 

1990 

64 

14.6 

9819 

15.7 

1991 

65 

14.8 

10077 

16.1 

1992 

80 

18.2 

10157 

16.2 

1993-1994 

104 

23.7 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


55 

12.5 

5716 

9.1 

158 

36.0 

26528 

42.4 

34 

7.7 

949 

1.5 

46 

10.5 

7249 

11.6 

141 

32.1 

21509 

34.4 

5 

1.1 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant4 


Yes 

57 

13.0 

13559 

21.7 

No 

190 

43.3 

19634 

31.4 

N/A*:  Yes 

46 

10.5 

12277 

19.6 

N/A*:  No 

146 

33.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Piedmont  Hospital  -  Atlanta  GA 
Provider  Number  110083  (GAPH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

275  88.0  89.3 
275  83.6  84.0 
228     95.1  91.0 

106     93.4  92.2 
106     84.8  87.5 

381       381         40     89.5     90.1     -0.6  0.69 
381       376         61     83.9     85.0     -1.0  0.56 
228       215         11     95.1     91.0      4.0  0.03* 

3  Years  3 

79.5  76.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

271     97.6  97.2 
271     93.7  94.5 
235     98.0  94.9 

106   100.0  98.2 
106    95.0  95.9 

377     367.5        6.5     98.3     97.4      0.8  0.32 
377     348.5      21.5     94.0     94.9     -0.8  0.48 
235     214.5        4.5     98.0     94.9      3.1  0.03* 

3  Years  3 

91.8  89.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


57 -a 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Piedmont  Hospital  -  Atlanta  GA 
Provider  Number  110083  (GAPH) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

381 

100.0 

62572 

100.0 

Donor  Type 

Living 

106 

27.8 

14525 

23.2 

Cadaveric:  Stroke 

91 

23.9 

15624 

25.0 

Cadaveric:  MVA 

91 

23.9 

13317 

21.3 

Cadaveric:  Other 

93 

24.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

51 

13.4 

10738 

17.2 

18-30 

136 

35.7 

19464 

31.1 

31-45 

109 

28.6 

18538 

29.6 

46-60 

72 

18.9 

11397 

18.2 

/Til 
O  I  + 

13 

3.4 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

313 

82.2 

49654 

79.4 

Black 

59 

ICC 

15.5 

6469 

1  A  ") 

10.3 

Hispanic 

5 

1.3 

4943 

7.9 

Asian 

1 

0.3 

OA  1 

801 

1  "> 

1 .3 

Other 

3 

A  O 

0.8 

C  1  a 

620 

1  A 

1.0 

Not  Reported 

0 

0.0 

o  c 

85 

O.l 

Donor  Gender 

Female 

177 

46.5 

25808 

41.2 

Male 

204 

53.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

1 
0 

0.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.3 

551 

0.9 

Cadaveric:  0-11 

39 

10.2 

5889 

9.4 

Cadaveric:  12-21 

125 

32.8 

16112 

25.7 

Cadaveric:  22-31 

77 

20.2 

14287 

22.8 

Cadaveric:  32-41 

15 

3.9 

7669 

12.3 

Cadaveric:  42+ 

2 

0.5 

2519 

4.0 

Not  Reported 

121 

31.8 

3935 

6.3 
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  >  u  1 1  ( M 1  il  i  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

49 

33 

12.9 
8.7 

5935 
3484 

9.5 
5.6 

2 

100 

26.2 

9648 

15.4 

3 

117 

30.7 

16005 

25.6 

4 

58 

J  O 

1  5  1 

MOO'? 

11  A 

ZZ.*T 

5 

13 

3.4 

8963 

14.3 

6 

7 

1.8 

3009 

4.8 

Not  Reported 

4 

1.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

126 

33.1 

20414 

32.6 

J  U  H  J 

1  ox 

.-O.J 

i  u  j  y  i 

if,  l 

zu.z 

46-60 

123 

32.3 

17170 

27.4 

61  + 

24 

6.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

253 

66.4 

41213 

65.9 

Black 

120 

31.5 

12675 

20.3 

nispanic 

i 
i 

U.J 

JO  JZ 

q  n 

Asian 

5 

1.3 

1740 

2.8 

Other 

2 

0.5 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

164 

43.0 

25078 

40.1 

Male 

217 

57.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

381 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

359 
22 

94.2 
5.8 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

122 
j  i 

32.0 

1  7.  A 
1  J  .H 

19677 

Z  J  L\)  1 

31.4 
j  / .  i 

6-10 

2 

0.5 

5736 

9.2 

1 1  + 

o 

0.0 

5280 

8.4 

INUl  IvCLJUI  ICU 

1 

JH.  1 

oo  /  z 

1 "?  0 

1  J.7 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

171 
154 

44.9 
40.4 

20469 
26645 

32.7 
42.6 

20-  79 

46 

12.1 

9976 

15.9 

80-100 

10 

2.6 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

70 

18.4 

11726 

18.7 

21-25 

176 

46.2 

23821 

38.1 

26-30 

92 

24.1 

12454 

19.9 

31  + 

41 

10.8 

5762 

9.2 

Not  Reported 

2 

0.5 

8809 

14.1 

r  rim  a  ry 

Kidney 

Disease 

uiorneruiar 
^ysuc/^ongeniiai 

oU 
AQ 

i i  n 

Z  1  .u 

1  0  Q 

1  Z.7 

i  oyz  j 

17AQ 

z  /  .u 

1  1  7 
11./ 

Systemic 

100 

26.2 

11759 

18.8 

Tubulointerstitial 

12 

3.1 

4233 

6.8 

Diabetes 

54 

14.2 

14059 

22.5 

Other  Diagnosis 

58 

15.2 

5271 

8.4 

Not  Reported 

28 

7.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

369 
2 

96.9 
0.5 

59280 
1917 

94.7 
3.1 

ICU/Life  SuDDOrt 

2 

0.5 

469 

0.7 

Not  RpnortpH 

8 

2.1 

906 

1.4 

Year  of 
Transplant 

1  QOC 
1  700 

1989 

oU 

57 

7  i  n 
Z  1  .u 

15.0 

yUZ  1 

8951 

1  A  A 

14.3 

1990 

70 

18.4 

9819 

15.7 

1991 

51 

13.4 

10077 

16.1 

1992 

51 

13.4 

10157 

16.2 

1993-1994 

72 

18.9 

14547 

23.2 

1  111  li  e  ic    mw%    t<  ■  t~tr  t 

uidiysis  in  rirsi 
Week  After 
Transplant* 

I  CS 

No 

1  1 
1  z 

216 

56.7 

J  1  1  o 

26528 

Q  1 

7.  1 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

15 

3.9 

7249 

11.6 

N/A*:  No 

138 

36.2 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

34 
194 

8.9 
50.9 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

38 

10.0 

12277 

19.6 

N/A*:  No 

115 

30.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Joseph's  Hospital  -  Atlanta  GA 
Provider  Number  110082  (GASJ) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

10     70.0  86.6 
10     59.7  80.4 
5   100.0  94.4 

10         10           3     70.0     86.6    -16.6  0.12 
10          9          4     59.7     80.4    -20.7  0.09 
5          2          0   100.0     94.4      5.6  1.00 

3  Years  3 

59.7  75.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

10     89.5  96.5 
10     89.4  93.6 
6     70.0  95.4 

10        9.5         1.0     89.5     96.5     -7.1  0.22 
10        7.0        1.0     89.4     93.6     -4.2  0.58 
6        3.0        1.0     70.0     95.4    -25.4  0.15 

3  Years  3 

62.6  89.3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Joseph's  Hospital  -  Atlanta  GA 
Provider  Number  110082  (GASJ) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

10 

100.0 

62572 

100.0 

Donor  Tvoe 

Living 

2 

20.0 

14525 

23.2 

V_  UUU  V^l  IL.      Oil  \J  fv  V, 

4 

40.0 

15624 

25.0 

(^aHavprir**  N/TX/A 

vdUaVCI          Ivl  V  r\ 

1 

10.0 

13317 

21.3 

Cadaveric:  Other 

3 

30.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

0-17 

n  o 
u.u 

i  mis 

1U  /  jo 

1  7  7 

1  /  .Z 

18-30 

4 

40.0 

19464 

31.1 

31-45 

4 

40.0 

18538 

29.6 

46-60 

2 

20.0 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

A  1 

41 

0.1 

Donor  Race 

White 

9 

90.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

1 

10.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

8 

80.0 

25808 

41.2 

Male 

2 

20.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

20.0 

551 

0.9 

Cadaveric:  0-11 

4 

40.0 

5889 

9.4 

Cadaveric:  12-21 

2 

20.0 

16112 

25.7 

Cadaveric:  22-31 

1 

10.0 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

1 

10.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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R  I  ugl  a  111 

 National  

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

1 
1 

10.0 
10.0 

5935 
3484 

9.5 
5.6 

2 

1 

10.0 

9648 

15.4 

3 

2 

20.0 

16005 

25.6 

4 

3 

30.0 

14003 

22.4 

5 

1 

10.0 

8963 

14.3 

6 

1 

10.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

1 

10.0 

20414 

32.6 

36-45 

5 

50.0 

16397 

26.2 

46-60 

3 

30.0 

17170 

27.4 

61  + 

1 

10.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

5 

50.0 

41213 

65.9 

Black 

4 

40.0 

12675 

20.3 

1  1 1.)  IJH 1  1  1  v 

o 

0.0 

5632 

9.0 

Asian 

1 

10.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

3 

30.0 

25078 

40.1 

Male 

7 

70.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

10 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

7 
3 

70.0 
30.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

6 

■x 

60.0 
30.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

1 

10.0 

5280 

8.4 

Not  RenortpH 

o 

0  0 

8677 

1  3  9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

0 
4 

0.0 
40.0 

20469 
26645 

32.7 
42.6 

20-  79 

6 

60.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program-- 

—  National  — 

Nil  m  hpr 

I  ~  U  111  UCI 

/o 

1"U  111  UCI 

/o 

Body  Mass  Index 

U-zU 

3 

inn 
3U.U 

1 1  1  lb 

i  0.  / 

91  9S 

Z  1  Z  J 

/i 

4 

HU.U 

1 

ZjOZ  1 

JO.  1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

3 

30.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Glomerular 

4 

40.0 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

0 

0.0 

7349 

11.7 

Systemic 

4 

40.0 

11759 

18.8 

Tubulointerstitial 

0 

0.0 

4233 

6.8 

Diabetes 

1 

10.0 

14059 

22.5 

Other  Diagnosis 

1 

10.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 

Not  Hospitalized 

10 

100.0 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

0 

0.0 

9021 

14.4 

Transplant 

1989 

6 

60.0 

8951 

14.3 

1990 

4 

40.0 

9819 

15.7 

1  QQ1 

I  77  1 

n 

0.0 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

0 

0.0 

14547 

23.2 

Dialysis  in  First 

Yes 

1 

10.0 

5716 

9.1 

Week  After 

40.0 

26528 

42.4 

Transplant* 

No 

4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*-  Yes 

9 

20.0 

7249 

1 1.6 

N/A  .  No 

1 
1 

i  n  n 
1  U.U 

9  1  ^  AO 

z  1  jUV 

1  A  A 

N/A*:  Not  Reported 

2 

20.0 

621 

1.0 

Rejection  in 

Yes 

1 

10.0 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

4 

40.0 

31.4 

N/A*:  Yes 

2 

20.0 

12277 

19.6 

N/A*:  No 

3 

30.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Francis  Medical  Center  -  Honolulu  HI 
Provider  Number  120010  (HISF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

116  87.9  90.7 
116  83.6  86.5 
97     91.4  92.0 

53     92.5  92.9 
53     84.9  88.9 

169       169         18     89.3     91.4     -2.0  0.33 
169       168        27     84.0     87.2     -3.2  0.19 
97         88          8     91.4     92.0     -0.6  0.82 

3  Years  3 

76.4  79.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

116     94.8  97.5 
116     93.0  95.3 
107     91.4  96.0 

53    100.0  97.9 
53    100.0  95.4 

168     167.0        6.0     96.4     97.6     -1.2  0.29 
168     162.0        8.0     95.2     95.3     -0.2  0.92 
107     101.0        9.0     91.4     96.0     -4.7  0.01* 

3  Years  3 

85.0  91.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Francis  Medical  Center  -  Honolulu  HI 
Provider  Number  120010  (HISF) 


 Program- 

—  National 

Number 

0/ 

/o 

VS  U  HI  Dei 

/o 

Total  Transplants  and  Percentages 

169 

100.0 

62572 

100.0 

Donor  Type 

Living 

26 

15.4 

14525 

23.2 

Cadaveric:  Stroke 

39 

2.5. 1 

1  C£0/1 

OCA 

Cadaveric:  MVA 

40 

23.7 

13317 

21.3 

Cadaveric:  Other 

64 

37.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

30 

17.8 

10738 

17.2 

18-30 

60 

35.5 

19464 

31.1 

"J  1  AS 

CO 

Jo 

14  1 

34. 5 

I  OJ  JO 

J.y.0 

46-60 

19 

1  1.2 

1 1397 

18.2 

61  + 

2 

1.2 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

84 

49.7 

49654 

79.4 

Black 

3 

1.8 

6469 

10.3 

Hispanic 

5 

3.0 

4943 

7.9 

Asian 

72 

42.6 

801 

1.3 

Other 

5 

3.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

56 

33.1 

25808 

41.2 

Male 

113 

66.9 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

26 
0 

15.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

23 

13.6 

5889 

9.4 

Cadaveric:  12-21 

60 

35.5 

16112 

25.7 

Cadaveric:  22-31 

43 

25.4 

14287 

22.8 

Cadaveric:  32-41 

14 

8.3 

7669 

12.3 

Cadaveric:  42+ 

3 

1.8 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Lc\  cl  OI 

Mismatch 

u 

i 
i 

1 

A  1 

4. 1 

jyjj 

1/18/1 

Q  ^ 

y.j 

J.O 

— i 

2 

1  i 

13 

7.7 

9648 

15.4 

-> 

3 

A  A 

40 

23.7 

i  /r  r\  a  c 

16005 

25.6 

4 

42 

24.9 

14003 

22.4 

5 

43 

25.4 

8963 

14.3 

6 

9 

5.3 

3009 

4.8 

Not  Reported 

10 

5.9 

1525 

2.4 

Recipient  Age 

0-17 

1 1 

6.5 

3951 

6.3 

18-35 

65 

38.5 

20414 

32.6 

36-45 

46 

27.2 

16397 

26.2 

46-60 

42 

24.9 

17170 

27.4 

61  + 

5 

3.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

30 

17.8 

41213 

65.9 

Black 

2 

1.2 

12675 

20.3 

Hispanic 

6 

3.6 

5632 

9.0 

Asian 

130 

76.9 

1740 

2.8 

Other 

1 

0.6 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

75 

44.4 

25078 

40.1 

Male 

94 

55.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

167 

98.8 

59783 

95.5 

Kidney  and  Pancreas 

2 

1.2 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

157 
12 

92.9 
7.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

97 
47 

57.4 
27.8 

19677 
23207 

3 1 .4 
37.1 

6-10 

6 

3.6 

5736 

9.2 

11  + 

14 

8.3 

5280 

8.4 

Not  Reported 

5 

3.0 

8672 

13.9 

Peak  PRA  Prior 

A.  „  T>  1  A. 

toTransplant 

0 

1-  19 

26 
76 

15.4 
45.0 

20469 
26645 

32.7 
42.6 

20-  79 

18 

10.7 

9976 

15.9 

80-100 

11 

6.5 

4277 

6.8 

Not  Reported 

38 

22.5 

1205 

1.9 
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Program- 


—  National 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

40 

23.7 

1 1726 

18.7 

21-25 

56 

33.1 

23821 

38.1 

26-30 

24 

14.2 

12454 

19.9 

31  + 

10 

5.9 

5762 

9.2 

Not  Reported 

39 

23.1 

8809 

14.1 

Glomerular 

96 

56.8 

16923 

27.0 

Cystic/Congenital 

7 

4.1 

7349 

11.7 

Systemic 

27 

16.0 

11759 

18.8 

Tubulointerstitial 

7 

4.1 

4233 

6.8 

Diabetes 

23 

13.6 

14059 

22.5 

Other  Diagnosis 

6 

3.6 

5271 

8.4 

Not  Reported 

3 

1.8 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

166 

98.2 

59280 

94.7 

Hospitalized 

1 

0.6 

1917 

3.1 

ICU/Life  Support 

1 

0.6 

469 

0.7 

Not  Reported 

1 

0.6 

906 

1.4 

Year  of 

1988 

16 

9.5 

9021 

14.4 

Transplant 

1989 

33 

19.5 

8951 

14.3 

1990 

25 

14.8 

9819 

15.7 

1991 

27 

16.0 

10077 

16.1 

1992 

37 

21.9 

10157 

16.2 

1993-1994 

31 

18.3 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


13 

7.7 

5716 

9.1 

79 

46.7 

26528 

42.4 

5 

3.0 

949 

1.5 

20 

11.8 

7249 

11.6 

51 

30.2 

21509 

34.4 

1 

0.6 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


43 

25.4 

13559 

21.7 

54 

32.0 

19634 

31.4 

40 

23.7 

12277 

19.6 

32 

18.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Iowa  Methodist  Medical  Center  -  Des  Moines  IA 
Provider  Number  160082  (IAIM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

50  100.0  89.4 
50  96.0  84.9 
48     93.6  92.2 

29     82.8  92.0 
29     82.8  87.9 

79         79           5     93.7     90.4      3.3  0.31 
79         79          7     91.1     86.0      5.2  0.18 
48         44          3     93.6     92.2      1.4  0.72 

3  Years  3 

89.8  78.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

49  100.0  97.1 
49  97.9  94.2 
48     95.6  94.7 

29     89.3  97.8 
29     89.0  95.4 

77       75.0        3.0     96.0     97.4     -1.4  0.46 
77       74.0        4.0     94.6     94.6     -0.0  0.99 
48       44.0        2.0     95.6     94.7      0.9  0.78 

3  Years  3 

93.6  89.2 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Iowa  Methodist  Medical  Center  -  Des  Moines  IA 
Provider  Number  160082  (IAIM) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

79 

100.0 

62572 

100.0 

uuuor  i  y pc 

•  • 
Living 

15 

19.0 

14525 

23.2 

Cadaveric:  Stroke 

16 

20.3 

15624 

25.0 

Cadaveric:  MVA 

25 

31.6 

13317 

21.3 

Cadaveric:  Other 

23 

29.1 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

A    1  "7 

U- 1  / 

1  *5 

13 

16.5 

10738 

1  H  O 

17.2 

18-30 

29 

36.7 

19464 

31.1 

31-45 

22 

27.8 

18538 

29.6 

46-60 

12 

15.2 

ll  397 

18.2 

61  + 

3 

3.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

77 

97.5 

49654 

79.4 

Black 

1 

1.3 

6469 

10.3 

Hispanic 

1 

1.3 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

31 

39.2 

25808 

41.2 

Male 

48 

60.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

15 
0 

19.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

21 

26.6 

5889 

9.4 

Cadaveric:  12-21 

35 

44.3 

16112 

25.7 

Cadaveric:  22-31 

6 

7.6 

14287 

22.8 

Cadaveric:  32-41 

2 

2.5 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


 Program- 

—  National  — 

Number 

% 

Number 

% 

n 

\J 

o 

y 

1 1  4 

5935 

9  5 

y.j 

1 

1 

7 

8  9 
o.y 

3484 

J  .u 

7 

z 

i  n 
1  u 

1  7  7 

1 Z.  / 

QAzlS 

1  S  A 

■) 
j 

7Q  1 

Zy.  1 

1  AftftS 
1  OUUj 

7S  A 
Zj.O 

4 

13 

16.5 

14003 

22.4 

5 

13 

16.5 

8963 

14.3 

6 

3 

3.8 

3009 

4.8 

Not  Reported 

1 

1.3 

1525 

2.4 

n  1 7 

U-  I  / 

A 
H 

«  i 

j.  i 

J/J  i 

A  "\ 

O.J 

1  o-JJ 

77 

Z  / 

T.A  7 
J4.Z 

7ft4  1  A 
ZVH 1 4 

"J7  A 
jZ.u 

36-45 

24 

30.4 

16397 

26.2 

46-60 

17 

21.5 

17170 

27.4 

61  + 

7 

8.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

\\FU\to 

wmie 

7ft 

88  A 
OO.O 

A\ 7 1 1 
4  1 Z  1 J 

AS  Q 
0  J.y 

DiacK 

7 

8  Q 

1  7A7S 
1 ZO  /  j 

7ft  1 
ZU.  j 

Hispanic 

1 

1.3 

5632 

9.0 

Asian 

1 

1.3 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Female 

38 

48.1 

25078 

40.1 

Male 

41 

51.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Kidney  Alone 

79 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

No 

68 

86.1 

54138 

86.5 

Yes 

11 

13.9 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

n 
u 

as 

03 

87  1 
6Z.J 

1  QA77 
I  yO  1  1 

1 1  A 
j  1  .t 

1-5 

6 

7.6 

23207 

37.1 

6-10 

1 

1.3 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

7 

8.9 

8672 

13.9 

0 

67 

84.8 

20469 

32.7 

1-  19 

7 

8.9 

26645 

42.6 

20-  79 

4 

5.1 

9976 

15.9 

80-100 

1 

1.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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—  iiaiionai  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

19 

24.1 

1 1726 

18.7 

21-25 

36 

45.6 

23821 

38.1 

26-30 

18 

22.8 

12454 

19.9 

31  + 

5 

6.3 

5762 

9.2 

Not  Reported 

1 

1.3 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

23 
11 

29.1 
13.9 

16923 
7349 

27.0 
1 1.7 

Systemic 

9 

11.4 

11759 

18.8 

Tubulointerstitial 

6 

7.6 

4233 

6.8 

Diabetes 

Z4 

1f\  A 

1  /I  ACQ 

ZZ.  J 

winer  uiagnosis 

c. 
o 

1 .0 

JZ  /  1 

0.4 

Not  Reported 

A 

U 

A  A 

ly  /o 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

77 

97.5 

59280 

94.7 

Hospitalized 

2 

2.5 

1917 

3.1 

lCU/Lite  Support 

0 

0.0 

A  £.  A 

469 

A  *7 

0.7 

Not  Reported 

0 

A  A 

0.0 

AAZI 

906 

1  A 

1.4 

Year  of 
Transplant 

1988 
1989 

8 
11 

10.1 
13.9 

9021 
8951 

14.4 
14.3 

1990 

12 

15.2 

9819 

15.7 

1991 

14 

17.7 

10077 

16.1 

1  QQ7 

1  yy£ 

1  c 
1 J 

i  o  n 

1 U  1  J  / 

1  A  7 
1  O.Z 

1QQ-J    1  QQ/I 

1 yyj- lyyQ 

1  o 
ly 

~>A  1 
Z4.  1 

1  /I  -C/l  "7 

~>1  7 
Zj.Z 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

8 
40 

10.1 
50.6 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

5 

6.3 

7249 

11.6 

N/A*:  No 

26 

32.9 

21509 

34.4 

N/A*-  Nnt  Rpnortprl 

n 

u 

0  0 

1  0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

14 

34 

17.7 
43.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

11 

13.9 

12277 

19.6 

N/A*:  No 

20 

25.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Iowa  Hospitals  &  Clinics  -  Iowa  City  IA 
Provider  Number  160058  (IAIV) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

316  87.3  88.0 
316  84.2  82.4 
266     92.7  92.3 

179     87.6  90.6 
179     84.2  85.5 

495       494         62     87.5     88.9     -1.5  0.28 
495       493         78     84.2     83.5      0.7  0.68 
266       257         19    92.7     92.3      0.5  0.76 

3  Years  3 

78.1  76.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

308     96.0  96.6 
308     94.7  93.3 
292     94.8  94.0 

175     97.6  97.4 
175     96.3  94.2 

477     469.5       16.0     96.6     96.9     -0.3  0.71 
477     464.5      22.0     95.3     93.7      1.6  0.14 
292     283.5       15.0     94.8     94.0      0.8  0.57 

3  Years  3 

89.8  87.7 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Iowa  Hospitals  &  Clinics  -  Iowa  City  IA 
Provider  Number  160058  (IAIV) 


 Program-- 

ii  urn  ucr 

/o 

—  National 

M  1 1  m  nor 

ii  u  iii  i>t  r 

/o 

Total  Transplants  and  Percentages 

495 

100.0 

62572 

100.0 

Donor  Type 

Living 

9j 

ly.z 

1  A  CO  C 

145.0 

2.5.1 

Cadaveric:  Stroke 

126 

25.5 

15624 

25.0 

Cadaveric:  MVA 

1 16 

23.4 

13317 

21.3 

1    o H o  \  / ot*i '     /   It  n  or 

L,dudvenc.  vjiner 

158 

31.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

91 

18.4 

10738 

17.2 

1  o-ju 

\  Af\ 

14U 

zo.i 

19464 

31.1 

31-45 

130 

26.3 

18538 

29.6 

46-60 

1 14 

23.0 

1 1397 

18.2 

61  + 

20 

4.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

462 

93.3 

49654 

79.4 

Black 

16 

3.2 

6469 

10.3 

Hispanic 

13 

2.6 

4943 

7.9 

Asian 

4 

0.8 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

198 

40.0 

25808 

41.2 

Male 

297 

60.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

95 
0 

19.2 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

76 

15.4 

5889 

9.4 

Cadaveric:  12-21 

150 

30.3 

16112 

25.7 

Cadaveric:  22-31 

121 

24.4 

14287 

22.8 

Cadaveric:  32-41 

42 

8.5 

7669 

12.3 

Cadaveric:  42+ 

11 

2.2 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 

61 


-b 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 

—  National 

... 

Number 

% 

Number 

% 

Level  of 

0 

49 

9.9 

5935 

9.5 

Mismatch 

1 

16 

3.2 

3484 

5.6 

2 

78 

15.8 

9648 

15.4 

3 

139 

28.1 

16005 

25.6 

4 

120 

24.2 

14003 

22.4 

5 

76 

1  C  A 

15.4 

8963 

1  A  *> 

14.3 

6 

15 

3.0 

3009 

4.8 

Not  Reported 

2 

0.4 

1525 

2.4 

Recipient  Age 

0-17 

41 

8.3 

3951 

6.3 

18-35 

169 

34.1 

20414 

32.6 

36-45 

124 

25.1 

16397 

26.2 

46-60 

126 

25.5 

17170 

27.4 

61  + 

35 

7.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

453 

91.5 

41213 

65.9 

Black 

28 

5.7 

12675 

20.3 

Hispanic 

6 

1.2 

5632 

9.0 

Asian 

5 

1.0 

1740 

2.8 

Other 

3 

0.6 

1231 

2.0 

Not  Reported 

o 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

191 

38.6 

25078 

40.1 

Male 

304 

61.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

414 

83.6 

59783 

95.5 

Kidney  and  Pancreas 

81 

16.4 

2789 

4.5 

Previous  Kidney 

No 

418 

"to 

84  4 

54138 

86.5 

Transplant 

Yes 

77 

15.6 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

267 

53.9 

19677 

31.4 

'  1 '  t"o  ncfiiciAnc 
1  IdllMUMullS 

1-5 

134 

27.1 

23207 

37.1 

6-10 

48 

9.7 

5736 

9.2 

11  + 

46 

9.3 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

323 

65.3 

20469 

32.7 

toTransplant 

1-  19 

85 

17.2 

26645 

42.6 

20-  79 

63 

12.7 

9976 

15.9 

80-100 

23 

4.6 

4277 

6.8 

Not  Reported 

1 

0.2 

1205 

1.9 
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 Program- 

—  National 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

71 

14.3 

11726 

18.7 

21-25 

170 

34.3 

23821 

38.1 

26-30 

83 

16.8 

12454 

19.9 

31  + 

34 

6.9 

5762 

9.2 

Not  Reported 

137 

27.7 

8809 

14.1 

Primarv 

filnmpnilar 

104 

21  0 

~~  i  .yj 

16923 

27  0 

Kidney 
Disease 

Cvstic/Conf?enital 

69 

13.9 

7349 

1 1.7 

Systemic 

67 

13.5 

11759 

18.8 

Tubulointerstitial 

39 

7.9 

4233 

6.8 

Diabetes 

1  f>Q 

1  HVJy 

L.L.J 

Other  Diagnosis 

29 

5.9 

5271 

8.4 

Not  Reported 

18 

3.6 

2978 

4.8 

Recipient 

Not  Hospitalized 

493 

99.6 

59280 

94.7 

Description  at 

Transplant 

Hospitalized 

I 

U.4 

ion 

i  y  i  / 

i  i 
J.  1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Vpi*  1*  Cif 
I  Cal  1/1 

1988 

I  "OO 

69 

1  3  9 

i  j  .y 

9091 

14  A 

Transplant 

1989 

63 

12.7 

8951 

14.3 

1990 

76 

15.4 

9819 

15.7 

i  no  i 

ivy  i 

lo.o 

1UU/ / 

lo.  1 

1992 

67 

13.5 

10157 

16.2 

1993-1994 

138 

27.9 

14547 

23.2 

Dinlvcic  in  Fir^t 

\J  I C*  1  Jjlj  III    1  1131. 

I  Cj 

5  7 

-J  /   1  V 

9  1 

Week  After 

238 

48.1 

26528 

42.4 

Transplant* 

No 

Not  Reported 

0 

0.0 

949 

1.5 

in/a  .  i  es 

'to 

Q  7 

y.  1 

1  ZHy 

1  1  .o 

N/A*:  No 

181 

36.6 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

137 

27.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

129 

26.1 

19634 

31.4 

N/A*:  Yes 

93 

18.8 

12277 

19.6 

N/A*:  No 

136 

27.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  University  of  Iowa  Hospitals  and  Clinics 
200  Hawkins  Drive,  Iowa  City,  IA  52242 
Provider  Number  160058  (IAIV) 

April  25,  1997 

The  University  of  Iowa  Hospitals  and  Clinics  Renal  Transplant  program  was  initiated  in  November,  1969.  Since  the 
beginning  of  the  program  1850  transplants  have  been  performed.  From  January  1,  1988  to  April  30,  1994,  477 
transplants  were  performed  at  our  institution  with  an  overall  1  year  patient  rate  of  95.3%  and  1  year  graft  survival  rate 
of  84.2%.  These  survival  rates  actually  exceed  the  expected  survival  rates  calculated  for  case  mix.  An  analysis  of  the 
data  reveals  that  70.1%  of  our  transplants  were  performed  with  a  cold  ischemia  time  less  than  31  hours  compared  to 
58.0%  on  the  national  average.  In  addition,  16.4%  of  our  total  renal  transplants  were  performed  simultaneously  with 
the  pancreas  compared  to  national  average  of  4.5%.  Our  population  of  diabetics  in  this  period  was  34.1%  compared 
to  22.5%  nationally.  These  outcomes  reflect  our  commitmentto  an  aggressive  approach  to  acceptance  of  suitable  high 
risk  candidates  into  our  program  ans  also  is  a  tribute  to  a  finely  tuned  multidisciplinary  team  caring  for  these  patients. 

Since  April  30,  1994,  our  team  has  performed  300  renal  transplants  with  1  year  and  2  year  patient  survival  rates  of  98% 
and  96.6%  respectively.  The  1  year  and  2  year  graft  survival  rates  are  92.3%  and  89.3%  respectively. 

The  University  of  Iowa  Hospitals  and  Clinics  has  met  stringent  criteria  in  order  to  become  a  member  of  UNOS  in 
addition  to  becoming  a  "center  of  excellence"  on  numerous  managed  care  contract  panels.  We  are  proud  of  our 
longstandingexcellence  in  solid  organ  transplantation  and  will  continue  to  provide  the  finest  care  for  patients  with  end 
stage  renal  disease  who  are  referred  for  transplant  services  from  the  state  of  Iowa  and  surrounding  and  distant  states. 

Alfredo  Fabrega,  M.D. 
Director,  Renal  and  Pancreas  Programs 

Lawrence  Hunsicker,  M.D. 
Medical  Director,  Organ  Transplantation 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Mercy  Hospital  Medical  Center  -  Des  Moines  IA 
Provider  Number  160083  (IAMH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

43  79.1  88.5 
43  71.7  83.5 
30     89.5  91.8 

19     89.5  91.8 
19     89.5  87.5 

62         62         11     82.3     89.5     -7.3  0.06 
62        61         14     77.2     84.8     -7.5  0.09 
30         28          3     89.5     91.8     -2.3  0.65 

3  Years  3 

64.2  76.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

42  87.8  96.6 
42  87.6  93.2 
36     97.0  93.6 

19     94.4  97.9 
19     94.3  95.3 

60      59.0        6.0     89.8     97.0     -7.1  <0.01* 
60       57.5        6.0     89.7     93.8     -4.2  0.18 
36      32.0        1.0     97.0     93.6      3.4  0.40 

3  Years  3 

85.1  87.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Mercy  Hospital  Medical  Center  -  Des  Moines  IA 
Provider  Number  160083  (1AMH) 


1   1          1  Cllll 

 National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

62 

100.0 

62572 

100.0 

Donor  Type 

Living 

21 

33.9 

14525 

23.2 

Cadaveric:  Stroke 

14 

22.6 

15624 

25.0 

Cadaveric:  MVA 

9 

14.5 

13317 

21.3 

Cadaveric:  Other 

18 

29.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

8 

12.9 

10738 

17.2 

18-30 

17 

27.4 

19464 

31.1 

31-45 

17 

27.4 

18538 

29.6 

46-60 

16 

25.8 

11397 

18.2 

61  + 

4 

6.5 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

UOIIOl  tlalc 

W  11 UC 

62 

100.0 

49654 

79.4 

OlaLK 

0 

0.0 

6469 

10.3 

nibpalllL 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

uincr 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

JO 

JO.  1 

ZjoUo 

4 1  .Z 

Male 

ZD 

A  1  O 

JO  /oz 

co  n 
JO.O 

Not  Reported 

A 

0 

0.0 

2 

A  A 

u.u 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

20 
1 

32.3 
1.6 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

21 

33.9 

5889 

9.4 

Cadaveric:  12-21 

12 

19.4 

16112 

25.7 

Cadaveric:  22-31 

6 

9.7 

14287 

22.8 

Cadaveric:  32-41 

1 

1.6 

7669 

12.3 

Cadaveric:  42+ 

1 

1.6 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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Number 

% 

—  National  — 
Number 

% 

Level  oi 
Mismatch 

0 
1 

9 
6 

14.5 
9.7 

5935 
3484 

9.5 
5.6 

2 

6 

9.7 

9648 

15.4 

3 

17 

27.4 

16005 

25.6 

4 

13 

21.0 

14003 

22.4 

5 

6 

9.7 

8963 

14.3 

6 

5 

8.1 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

1 

1.6 

3951 

6.3 

18-35 

19 

30.6 

20414 

32.6 

36-45 

18 

29.0 

16397 

26.2 

46-60 

22 

35.5 

17170 

27.4 

61  + 

2 

3.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

56 

90.3 

41213 

65.9 

Black 

4 

6.5 

12675 

20.3 

Hispanic 

1 

1.6 

5632 

9.0 

Asian 

1 

1.6 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

25 

40.3 

25078 

40.1 

Male 

37 

59.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

62 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

57 
5 

91.9 
8.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

62 
0 

100.0 
0.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

o 

0.0 

5280 

8.4 

\|At  D     r\  /~\  t~+  a  r\ 

iNoi  tvcponcQ 

u 

U.KJ 

OO  /  L 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

56 
2 

90.3 
3.2 

20469 
26645 

32.7 
42.6 

20-  79 

2 

3.2 

9976 

15.9 

80-100 

2 

3.2 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program— 

—  National  — 

Nnmher 

% 

Nn  m  her 

% 

Body  Mass  Index 

0-20 

7 

11.3 

11726 

18.7 

L  1  -Zj 

Jo.  / 

ZjoZ  1 

JO.  1 

26-30 

19 

30.6 

12454 

19.9 

31  + 

4 

6.5 

5762 

9.2 

Not  Reported 

8 

12.9 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 

13 

21.0 

16923 

27.0 

Cystic/Congenital 

3 

4.8 

7349 

11.7 

Systemic 

7 

11.3 

11759 

18.8 

Tubulointerstitial 

2 

3.2 

4233 

6.8 

Diabetes 

31 

50.0 

14059 

22.5 

Other  Diagnosis 

2 

3.2 

5271 

8.4 

Not  Reported 

4 

6.5 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

61 

98.4 

59280 

94.7 

Hospitalized 

1 

1.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

Trjinsnljint 

i  i  a  1 1  :>  ij  in  1 1 1 

1988 
1989 

15 

9 

24.2 
14.5 

9021 
8951 

14.4 
14.3 

1990 

7 

11.3 

9819 

15.7 

1991 

7 

11.3 

10077 

16.1 

1992 

13 

21.0 

10157 

16.2 

1993-1994 

1 1 

17.7 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

9 
21 

14.5 
33.9 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

7 

11.3 

7249 

11.6 

N/A*:No 

24 

38.7 

21509 

34.4 

XT/A  )k  .                 T>  -.  ..  .-.       i  —m  ,-1 

N/A*:  Not  Reported 

1 

1  ZT 

1.6 

621 

1  .U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

21 
9 

33.9 
14.5 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

14 

22.6 

12277 

19.6 

N/A*:  No 

18 

29.0 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  VA  Medical  Center  -  Iowa  City  IA 
Provider  Number  16004F  (IAVA) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  91.1 
1    100.0  86.9 
1       0.0  92.9 

1           1          0   100.0     91.1       8.9  1.00 
1           1           0   100.0     86.9     13.1  1.00 
1           1           1      0.0     92.9   -92.9  0.07 

3  Years  3 

0.0  80.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  98.9 
1    100.0  97.7 
1    100.0  98.3 

1         1.0        0.0    100.0     98.9       1.1  1.00 
1         1.0        0.0   100.0     97.7      2.3  1.00 
1         1.0        0.0   100.0     98.3       1.7  1.00 

3  Years  3 

100.0  96.0 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

VA  Medical  Center  -  Iowa  City  IA 
Provider  Number  16004F  (IAVA) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

1 

t  A  A  A 

100.0 

62572 

1  AA  A 

100.0 

Donor  Type 

Living 

0 

0.0 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

0 

0.0 

13317 

21.3 

Cadaveric:  Other 

1 

1 

i  aa  a 
100.0 

1  AA*}  A 

19030 

1  A  A 

30.4 

Not  Reported 

A 

o 

A  A 

o.o 

10 

A  1 
0.  1 

Donor  Age 

0-17 

0 

0.0 

10738 

17.2 

18-30 

1 

100.0 

19464 

31.1 

31-45 

0 

0.0 

18538 

29.6 

46-60 

0 

0.0 

11397 

18.2 

61  + 

A 

0 

A  A 

0.0 

"fi  CIA 

2394 

3.8 

Not  Reported 

A 

o 

A  A 

o.o 

A  1 

4 1 

A  1 

0.  1 

Donor  Race 

White 

1 

100.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

o 

0  0 

4943 

7  9 

Asian 

o 

0  0 

801 

1  3 

Other 

n 

0  0 

f>?0 

1  0 

Not  Reported 

o 

\j 

0  0 

O  J 

0  1 

Donor  Gender 

Female 

0 

0.0 

25808 

41.2 

Male 

i 

100.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

0 

0.0 

16112 

25.7 

Cadaveric:  22-31 

0 

0.0 

14287 

22.8 

Cadaveric:  32-41 

1 

100.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

0/ 

/o 

Number 

0/ 

/o 

Level  of 
Mismatch 

0 
1 

0 
0 

0.0 
0.0 

5935 
3484 

9.5 
5.6 

2 

1 

100.0 

9648 

15.4 

3 

0 

0.0 

16005 

25.6 

4 

0 

0.0 

14003 

22.4 

j 

u 

ft  ft 

u.u 

070J 

1  A  T. 
1  H.J 

o 

A 
U 

a  n 
U.U 

1AAQ 

juuy 

A  O 
4.o 

Not  Reported 

A 
U 

a  a 
U.U 

1  ^7  ^ 

1  JZJ 

7  /I 
Z.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

1 

100.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

/ia  aa 

A 

u 

a  ft 

U.U 

1  7 1  7ft 
1  /  1  /U 

77  A 
Z  /  .4 

O  1  + 

A 
U 

A  A 

U.U 

4oZ  / 

1 A 

Not  Reported 

A 
U 

ft  ft 

U.U 

1 J 

ft  ft 

U.U 

Recipient  Race 

White 

1 

100.0 

41213 

65.9 

Black 

0 

0.0 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Utner 

A 

u 

a  n 
U.U 

1 15  1 

7  A 
Z.U 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

A 

u 

a  a 
U.U 

ZjU  /o 

/IA  1 
4U.  1 

Gender 

Male 

1 

100.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1 

1 

1  A  A  A 

1  uu.u 

yj.j 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

1 

A 

u 

100.0 

A  A 
U.U 

54138 

07/1  T 

oZ4  / 

86.5 

117 

1 5.1 

Not  Reported 

A 

u 

A  A 
U.U 

1  8  / 

A  "J 

U.  5 

Pretransplant 
Transfusions 

0 

1-5 

0 

1 

0.0 
100.0 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

reaK  rKA  rnor 
toTransplant 

a 
U 

1-  19 

A 

u 

1 

ft  ft 

U.U 

100.0 

7ft46Q 

ZUHU7 

26645 

"?7  7 

42.6 

20-  79 

0 

0.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Number 

% 

—  i^iaiionai  — 
Number 

% 

Body  Mass  Index 

0-20 

0 

0.0 

1 1726 

18.7 

21-25 

1 

100.0 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

0 

1 

0.0 
100.0 

16923 
7349 

27.0 
11.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

0 

0.0 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

0 

0.0 

5271 

8.4 

Not  Reported 

A 

u 

U.U 

OQ70 

Zy  /o 

4.5 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

1 

0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1 .4 

Year  of 
Transplant 

1988 
1989 

0 
0 

0.0 
0.0 

9021 
8951 

14.4 
14.3 

1990 

1 

100.0 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

i no i  i on  a 

u 

U.U 

1  A  £  A  H 
1454/ 

15. 2. 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

0 

1 

0.0 
100.0 

5716 
26528 

9.1 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

0 

0.0 

7249 

11.6 

N/A*:  No 

0 

0.0 

21509 

34.4 

.  inoi  iveponeu 

u 

U.U 

OZ  1 

1  .u 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

0 

1 

0.0 
100.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

0 

0.0 

12277 

19.6 

N/A*:  No 

0 

0.0 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  LTNOS  OPTN/Scientific  Registry  data. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

49  89.8  87.8 
49  87.8  83.5 
43     86.0  89.9 

11    100.0  93.7 
11    100.0  90.3 

60         60           5     91.7     88.9      2.8  0.48 
60         60           6     90.0     84.8      5.2  0.23 
43         43          6     86.0     89.9     -3.8  0.40 

3  Years  3 

75.5  75.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

45  100.0  98.6 
45  100.0  96.8 
45     97.8  98.1 

11    100.0  99.5 
11    100.0  98.7 

56      55.0        0.0   100.0     98.7      1.3  0.40 
56       55.0        0.0   100.0     97.2      2.8  0.20 
45       44.0        1.0     97.8     98.1      -0.3  0.88 

3  Years  3 

97.8  94.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Children's  Memorial  Hospital  -  Chicago  IL 
Provider  Number  143300  (ILCM) 


■    1  yj  CL  0  U  111 

Number 

% 

 National 

Number 

% 

Total  Transplants  and  Percentages 

60 

100.0 

62572 

100.0 

Donor  Type 

Living 

39 

65.0 

14525 

23.2 

Cadaveric:  Stroke 

5 

8.3 

15624 

25.0 

Cadaveric:  MVA 

7 

11.7 

13317 

21.3 

Cadaveric:  Other 

9 

15.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

8 

13.3 

10738 

17.2 

18-30 

20 

33.3 

19464 

31.1 

31-45 

28 

46.7 

18538 

29.6 

46-60 

4 

6.7 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

uonor  ivdie 

WVlitA 

w  nue 

37 

61.7 

49654 

79.4 

DldCK. 

9 

15.0 

6469 

10.3 

I  I  icn^nip 

nibpdniL 

12 

20.0 

4943 

7.9 

Asian 

1 

1.7 

801 

1.3 

1 

1.7 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

30 

oU.U 

-t  c  one 

4  I  .Z 

Male 

Z4 

4U.U 

jo  /oz 

^0  8 
JO.O 

Not  Reported 

U 

0.0 

z 

U.U 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

38 
0 

63.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

1.7 

551 

0.9 

Cadaveric:  0-11 

2 

3.3 

5889 

9.4 

Cadaveric:  12-21 

10 

16.7 

16112 

25.7 

Cadaveric:  22-31 

5 

8.3 

14287 

22.8 

Cadaveric:  32-41 

3 

5.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

1 

1.7 

3935 

6.3 
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 \I  o  f  ■  r\  n  q  1  

 ii  d  Lll/lldl 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

5 
4 

8.3 
6.7 

5935 
3484 

9.5 
5.6 

2 

16 

26.7 

9648 

15.4 

-3 
J 

1  R 

~k(\  ft 

l  fiftfts 

1  UVJVJ  J 

Z.  J.U 

4 

10 

16.7 

14003 

22.4 

5 

4 

6.7 

8963 

14.3 

6 

3 

5.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

53 

88.3 

3951 

6.3 

1  O  J  J 

7 

1 1  7 

70414 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

31 

51.7 

41213 

65.9 

DlaCH 

e 
o 

1 7, 
i  j  .j 

1767S 

1  Z.\J  l  J 

70  3 

Hispanic 

18 

30.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

3 

5.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Vjcnucr 

Female 

20 

33.3 

25078 

40.1 

Male 

40 

66.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

60 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

50 
10 

83.3 
16.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Prf'lr'i  n  «  n  1  'j  n  1 
I  I  ClI  tl  II  >  I)  I  a  II I 

Transfusions 

\j 

1-5 

77 
24 

36  7 
40.0 

19677 
23207 

31.4 
37.1 

6-10 

3 

5.0 

5736 

9.2 

1 1  ■+- 

1  IT 

1 1 

1 8  3 

1  O.J 

5280 

8  4 

Not  Reported 

u 

f\  ft 
0.0 

60  11 

1  1  Q 

1  S.y 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

17 
28 

28.3 
46.7 

20469 
26645 

32.7 
42.6 

20-  79 

12 

20.0 

9976 

15.9 

80-100 

3 

5.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Body  Mass  Index 


Primary 

Kidney 

Disease 


 Program- 

—  National  — 

Number 

% 

Number 

% 

0-20 

50 

83.3 

11726 

18.7 

21-25 

9 

15.0 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

1 
1 

1  *7 
1.7 

J  /  oZ 

A  1 

y.Z 

Not  Reported 

0 

A  A 

0.0 

O  O  A  A 

8809 

14.1 

Glomerular 

13 

21.7 

16923 

27.0 

Cystic/Congenital 

15 

25.0 

7349 

11.7 

Systemic 

5 

8.3 

11759 

18.8 

Tubulointerstitial 

17 

28.3 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

8 

13.3 

5271 

8.4 

Not  Reported 

2 

3.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Not  Hospitalized 

59 

98.3 

59280 

94.7 

Hospitalized 

1 

1.7 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

11 

18.3 

9021 

14.4 

1989 

18 

30.0 

8951 

14.3 

1990 

8 

13.3 

9819 

15.7 

1991 

11 

18.3 

10077 

16.1 

1992 

2 

3.3 

10157 

16.2 

1993-1994 

10 

16.7 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


2 

3.3 

5716 

9.1 

41 

68.3 

26528 

42.4 

0 

0.0 

949 

1.5 

7 

11.7 

7249 

11.6 

10 

16.7 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


25 

41.7 

13559 

21.7 

18 

30.0 

19634 

31.4 

6 

10.0 

12277 

19.6 

11 

18.3 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

179  89.3  88.9 
179  83.7  83.8 
146     96.3  92.2 

89     88.8  90.0 
89     88.5  84.8 

268       267        29     89.1     89.3     -0.1  0.96 
268       260         39     85.3     84.1       1.2  0.59 
146        120           5     96.3     92.2      4.1  0.07 

3  Years  3 

80.6  77.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

174     98.3  97.1 
174     94.7  94.3 

159     97.6  94.3 

89     98.8  97.8 
89     98.8  95.1 

262     258.0        4.0     98.5     97.3       1.1  0.26 
262     248.0       10.0     96.1     94.6       1.5  0.27 
159     127.0        3.5     97.6     94.3      3.2  0.09 

3  Years  3 

92.4  89.0 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Loyola  University  Medical  Center  -  Maywood  IL 
Provider  Number  140276  (ILLU) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

i  on  n 

1  uu.u 

i  nn  n 

1  UU.U 

Donor  Type 

Living 

37 

13.8 

14525 

23.2 

Cadaveric:  Stroke 

76 

28.4 

15624 

25.0 

Cadaveric:  MVA 

Jo 

71  f, 

i  "n  1 7 

71  ~\ 

A  l  .J 

Cadaveric:  Other 

96 

7U 

JJ.O 

1 9fnn 

i  yyjjyj 

Jyj.'-T 

Not  Reported 

J 

0.4 

76 

0.1 

Donor  Age 

0-17 

45 

16.8 

10738 

17.2 

18-30 

90 

33.6 

19464 

31.1 

31-45 

74 

27.6 

18538 

29.6 

46-60 

1  8  7 
1  o.  / 

1  1  "?Q7 
1  1  j  y  1 

1  8  7 

61  + 

Q 

y 

8 

J.O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

215 

80.2 

49654 

79.4 

Black 

35 

13.1 

6469 

10.3 

Hispanic 

13 

4.9 

4943 

7.9 

Asian 

2 

0.7 

801 

1.3 

Other 

3 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

100 

37.3 

25808 

41.2 

Male 

168 

62.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

27 
1 

10.1 
0.4 

10970 
640 

17.5 
1.0 

Living:  6+ 

6 

2.2 

551 

0.9 

Cadaveric:  0-11 

36 

13.4 

5889 

9.4 

Cadaveric:  12-21 

68 

25.4 

16112 

25.7 

Cadaveric:  22-31 

78 

29.1 

14287 

22.8 

Cadaveric:  32-41 

22 

8.2 

7669 

12.3 

Cadaveric:  42+ 

15 

5.6 

2519 

4.0 

Not  Reported 

15 

5.6 

3935 

6.3 

65  -b 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 
Number 

0/ 
VO 

—  National  -- 
Number 

0/ 

/o 

Level  of 
lvusmaicn 

0 
1 

29 
22 

10.8 
8.2 

5935 
3484 

9.5 
5.6 

2 

58 

21.6 

9648 

15.4 

3 

67 

25.0 

16005 

25.6 

4 

1 4  Q 

??  4 

c 

j 

18 

1  A  7 

1 4.Z 

1  A  1 
1 4.  J 

0 

1  1 
I J 

A  Q 
4.7 

juuy 

/I  8 
4.0 

inoi  Keponea 

1 
1 

U.4 

1  JZ  J 

7  /l 
Z.4 

Recipient  Age 

0-17 

8 

3.0 

3951 

6.3 

18-35 

91 

34.0 

20414 

32.6 

1A  AS 

o  / 

7^  n 
zj.u 

1  Ojy  1 

7fi  7 

zo.z 

4o-oU 

07 
OJ 

5  1  .U 

171 7n 
1  / 1  /U 

77  A 
LI  A 

£  1  4- 

O  1  T 

1  Q 

7  1 

M-OZ  1 

7  4 

Not  Reported 

U 

U.U 

1  7 
1  J 

U.U 

Recipient  Race 

White 

208 

77.6 

41213 

65.9 

Black 

32 

11.9 

12675 

20.3 

Hispanic 

ZU 

/.J 

JOjZ 

o  n 
y.U 

Asian 

1 
J 

1  1 
1  .  1 

i  7/i  fi 
1  /4U 

7  e 
Z.o 

Other 

4 

1.5 

1231 

2.0 

Not  Reported 

1 

0.4 

81 

0.1 

Recipient 
Gender 

Female 

109 

40.7 

25078 

40.1 

Male 

159 

59.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

268 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

NO 

Y  es 

7/1  1 
Z4j 

Z  J 

on  7 

yu.  / 

Q  1 

y.j 

<A  1 18 
j4  1  JO 

8747 
6Z4  / 

8£  ^ 

1  1  7 
1  J.Z 

Not  Reported 

u 

U.U 

1  87 
1  o  / 

fl  "J 
U.J 

Pretransplant 
Transfusions 

0 

1-5 

100 

55 

37.3 
20.5 

19677 
23207 

31.4 
37.1 

6-10 

9 

3.4 

5736 

9.2 

11  + 

16 

6.0 

5280 

8.4 

Not  Reported 

88 

32.8 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

101 
127 

37.7 
47.4 

20469 
26645 

32.7 
42.6 

20-  79 

24 

9.0 

9976 

15.9 

80-100 

14 

5.2 

4277 

6.8 

Not  Reported 

2 

0.7 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

57 

21.3 

11726 

18.7 

21-25 

111 

41.4 

23821 

38.1 

26-30 

75 

28.0 

12454 

19.9 

31  + 

22 

8.2 

5762 

9.2 

Not  Reported 

3 

1.1 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

76 
29 

28.4 
10.8 

16923 
7349 

27.0 
11.7 

Systemic 

56 

20.9 

1 1759 

18.8 

Tubulointerstitial 

28 

10.4 

4233 

6.8 

Diabetes 

41 

15.3 

14059 

22.5 

Other  Diagnosis 

23 

8.6 

5271 

8.4 

Not  Reported 

15 

5.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

268 
0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

38 

33 

14.2 
12.3 

9021 
8951 

14.4 
14.3 

1990 

40 

14.9 

9819 

15.7 

1991 

52 

19.4 

10077 

16.1 

1992 

44 

16.4 

10157 

16.2 

1993-1994 

61 

22.8 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

20 
123 

7.5 
45.9 

5716 
26528 

9.1 
42.4 

Not  Reported 

3 

1.1 

949 

1.5 

N/A*:  Yes 

25 

9.3 

7249 

11.6 

N/A*:  No 

96 

35.8 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.4 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

132 
14 

49.3 
5.2 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

99 

36.9 

12277 

19.6 

N/A*:  No 

23 

8.6 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Memorial  Medical  Center  -  Springfield  IL 
Provider  Number  140148  (ILMM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

50  76.0  89.6 
50  74.0  84.9 
37    97.3  91.8 

28    96.4  91.9 
28    85.7  87.7 

78        78         13     83.3    90.4     -7.1  0.03* 
78        78         17    78.2    85.9     -7.7  0.05* 
37         36          1     97.3     91.8      5.4  0.22 

3  Years  3 

72.0  77.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '•'     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

48  93.5  97.6 
48  93.5  95.2 
45     95.5  95.5 

28     96.2  98.2 
28     84.9  96.0 

73      72.5        4.0     94.5     97.8     -3.3  0.05 
73      72.5        7.0     90.3     95.5     -5.1  0.03* 
45      43.0        2.0    95.5     95.5      0.0  1.00 

3  Years  3 

89.3  90.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Memorial  Medical  Center  -  Springfield  IL 
Provider  Number  140148  (ILMM) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

78 

100.0 

62572 

100.0 

Donor  Type 

Living 

17 

21.8 

14525 

23.2 

Cadaveric:  Stroke 

17 

21.8 

15624 

25.0 

Cadaveric:  MVA 

15 

19.2 

13317 

21.3 

Cadaveric:  Other 

29 

37.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

14 

17.9 

10738 

17.2 

18-30 

28 

35.9 

19464 

31.1 

31-45 

23 

29.5 

18538 

29.6 

46-60 

13 

16.7 

1 1397 

18.2 

61  + 

\J  1  1 

0 

0.0 

2394 

3.8 

\If\t  f±r\r\rtf*r\ 
IxCUUI  ICU 

0 

0.0 

41 

0.1 

Donor  Race 

White 

59 

75.6 

49654 

79.4 

Black 

1  A 
1  H 

1  7  Q 

1  /  .y 

6AM 

Hispanic 

A 
H 

C  1 

J.  1 

AQA1 

1  Q 

1  .y 

Asian 

A 
U 

U.U 

oU  1 

1  1 
1  .j 

Other 

1 
1 

1  .j 

o/u 

1  .u 

Not  Reported 

A 

u 

U.U 

OJ 

U.  1 

Donor  Gender 

Female 

33 

42.3 

25808 

41.2 

Male 

45 

57.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

17 
0 

21.8 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

4 

5.1 

5889 

9.4 

Cadaveric:  12-21 

33 

42.3 

16112 

25.7 

Cadaveric:  22-31 

24 

30.8 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

8 
8 

10.3 
10.3 

5935 
3484 

9.5 
5.6 

2 

17 

21.8 

9648 

15.4 

3 

33 

42.3 

16005 

25.6 

4 

10 

12.8 

14003 

22.4 

5 

2 

2.6 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

6 

7.7 

3951 

6.3 

18-35 

28 

35.9 

20414 

32.6 

36-45 

27 

34.6 

16397 

26.2 

46-60 

12 

15.4 

17170 

27.4 

61  + 

5 

6.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

65 

83.3 

41213 

65.9 

Black 

11 

14.1 

12675 

20.3 

Hispanic 

1 

1.3 

5632 

9.0 

Asian 

1 

1.3 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

T^Jnt  RpnnrtpH 

n 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

25 

32.1 

25078 

40.1 

N4ale 

jj 

o  / .  y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

78 

100.0 

59783 

95.5 

0 

0  0 

2789 

4  5 

Previous  Kidney 
Transplant 

No 
Yes 

66 
12 

84.6 
15.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

24 
30 

30.8 
38.5 

19677 
23207 

31.4 
37.1 

6-10 

8 

10.3 

5736 

9.2 

11  + 

16 

20.5 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

39 
25 

50.0 
32.1 

20469 
26645 

32.7 
42.6 

20-  79 

11 

14.1 

9976 

15.9 

80-100 

3 

3.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program-- 

—  National  — 

Number 

1  1  U  III  UVI 

% 

Number 

1  1  \M  III  K7  V  1 

% 

Douy  iviass  inuc\ 

1  V 

1  J 

1  Q  1 

1  7.i 

III  Z.O 

1  8  1 
1  o.  / 

—  1   Z.  J) 

79 

37  7 

 '  O  _  1 

1 

26-30 

12 

15.4 

12454 

19.9 

31  + 

4 

5.1 

5762 

9.2 

Not  Reported 

18 

23.1 

8809 

14.1 

Primary 

Glomerular 

21 

26.9 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

14 

17.9 

7349 

11.7 

Systemic 

14 

17.9 

11759 

18.8 

Tubulointerstitial 

12 

15.4 

4233 

6.8 

Diabetes 

13 

16.7 

14059 

22.5 

Other  Diagnosis 

3 

3.8 

5271 

8.4 

Not  Reported 

1 

1.3 

2978 

4.8 

Recipient 

Not  Hospitalized 

76 

97.4 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

2 

2.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

10 

12.8 

9021 

14.4 

Transplant 

1989 

13 

16.7 

8951 

14.3 

1990 

11 

14.1 

9819 

15.7 

1001 

1  77  1 

1 1 

1  (\  7 
1  u.  / 

10077 

16.1 

1992 

10 

12.8 

10157 

16.2 

1993-1994 

21 

26.9 

14547 

23.2 

Dialysis  in  First 

Yes 

4 

5.1 

5716 

9.1 

Week  After 

26528 

42.4 

Transplant* 

No 

33 

42.3 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*-  Yes 

9 

1 1.5 

7249 

1 1.6 

X  T  /  A  A.  XT  — 

N/A*:  No 

32 

41.0 

1 1 5U9 

34.4 

X  1      A    -M      XT      a    T~>   .  1 

N/A*:  Not  Reported 

0 

0.0 

6z  1 

1  A 

1 .0 

Rejection  in 

Yes 

11 

14. 1 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

26 

33.3 

19634 

31.4 

N/A*:  Yes 

20 

25.6 

12277 

19.6 

N/A*:  No 

21 

26.9 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Memorial  Medical  Center 
800  North  Rutledge,  Springfield,  IL  62781 
Provider  Number  140148  (ILMM) 


May  8,  1997 

Memorial  Medical  Center  and  Southern  Illinois  University  School  of  Medicine  have  had  an  ongoing  renal 
transplant  program  since  July,  1973.  From  January  1,  1988  to  April  30,  1994,  Memorial  Medical  Center 
performed  78  transplants. 

The  survival  report  identifies  our  continuing  improvement  in  kidney  graft  survival  over  time.  One  year 
renal  graft  survival  improved  1 1%  between  Era  1  and  Era  2.  Conditional  3  year  kidney  and  patient 
survival  has  been  excellent,  reflecting  our  ongoing  commitment  to  posttransplant  care.  The  patient 
survival  rate  in  Era  2  does  not  reflect  our  overall  experience  with  transplantation,  due  to  variation  inherent 
in  analyzing  small  numbers.  Only  28  patients  were  transplanted  between  May  1,  1992  and  April  30,  1994 
(Era  2).  Of  the  4  patients  who  expired  within  a  year,  only  one  was  clearly  related  to  the  transplant  and 
immunosuppression. 

Memorial  Medical  Center  is  proud  of  our  kidney  and  pancreas  transplant  program,  which  is  part  of  a 
larger,  multi-disciplinary  effort  to  provide  comprehensive  renal  services  to  central  and  southern  Illinoisans. 
We  are  continuously  striving  to  better  provide  excellence  in  all  aspects  of  renal  patient  care. 

Timothy  P.  O'Connor,  M.D. 
Director,  Kidney  and  Pancreas  Transplantation 
Assistant  Professor  of  Surgery 
Southern  Illinois  University  School  of  Medicine 


66 -e 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Northwestern  Memorial  Hospital  -  Chicago  IL 
Provider  Number  140281  (ILNM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

155  87.1  89.0 
155  81.9  83.8 
126     88.1  91.5 

197     89.8  89.8 
197     83.2  84.4 

352       352        40     88.6     89.5     -0.8  0.61 
352       352         61     82.7     84.1     -1.5  0.44 
126       107         14     88.1     91.5     -3.4  0.17 

3  Years  3 

72.2  76.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

153     94.0  96.9 
153     91.4  94.0 
138     91.5  94.3 

195     98.2  97.8 
195     96.0  95.1 

344     339.3       12.5     96.3     97.4     -1.0  0.22 
344     336.8       20.5     93.9     94.6     -0.6  0.59 
138     119.0       11.0     91.5     94.3     -2.8  0.15 

3  Years  3 

83.6  88.7 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Northwestern  Memorial  Hospital  -  Chicago  IL 
Provider  Number  140281  (ILNM) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

352 

100.0 

62572 

100.0 

Donor  Type 

Living 

68 

19.3 

14525 

23.2 

Cadaveric:  Stroke 

84 

23.9 

15624 

25.0 

Cadaveric:  MVA 

85 

24.1 

13317 

21.3 

Cadaveric:  Other 

1 15 

32.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

66 

18.8 

10738 

17.2 

18-30 

117 

33.2 

19464 

31.1 

31-45 

84 

23.9 

18538 

29.6 

46-60 

70 

19.9 

1 1397 

18.2 

£14- 

15 

4.3 

2394 

3.8 

nui  ivcuui  lcu 

0 

0.0 

41 

0.1 

Donor  Race 

White 

249 

70.7 

49654 

79.4 

Black 

1  j 

zu.  1 

04oy 

1  ft  7 
1  U.J 

Hispanic 

zu 

J.  / 

7  0 

Asian 

e 

J 

1  A 
1 .4 

8ft  1 
oU  I 

1  .j 

Other 

4 

i  i 
1 . 1 

A7ft 
OZU 

1  ft 
1  .U 

Not  Reported 

1 

ft  1 
U.  J 

8< 

OJ 

ft  1 
U.  1 

Donor  Gender 

Female 

136 

38.6 

25808 

41.2 

Male 

216 

61.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

28 
17 

8.0 
4.8 

10970 
640 

17.5 
1.0 

Living:  6+ 

5 

1.4 

551 

0.9 

Cadaveric:  0-11 

32 

9.1 

5889 

9.4 

Cadaveric:  12-21 

58 

16.5 

16112 

25.7 

Cadaveric:  22-31 

89 

25.3 

14287 

22.8 

Cadaveric:  32-41 

64 

18.2 

7669 

12.3 

Cadaveric:  42+ 

22 

6.3 

2519 

4.0 

Not  Reported 

37 

10.5 

3935 

6.3 
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 Program- 
Number 

0/ 

/o 

—  National  -- 
Number 

0/ 

/o 

Level  of 
Mismatch 

0 
1 

47 
26 

13.4 
7.4 

5935 
3484 

9.5 
5.6 

2 

58 

16.5 

9648 

15.4 

3 

75 

21.3 

16005 

25.6 

4 

61 

17.3 

14003 

22.4 

< 

j 

Aft 

07U  J 

1  H.J 

o 

77 

JZ 

Q  1 

y.  1 

7ftfto 

JUUV 

zl  8 
4.o 

Not  Reported 

n 

1 

1  ft 

z.u 

1  ^7^ 

1  jZj 

7  /I 
Z.4 

Recipient  Age 

0-17 

2 

0.6 

3951 

6.3 

18-35 

139 

39.5 

20414 

32.6 

36-45 

85 

24.1 

16397 

26.2 

40-OU 

1  ft7 
1  UJ 

7 

1  7  1  7ft 
1  /  1  /U 

77  A 
Z  /  .t 

Ol  + 

77 

2.2. 

O.J 

A  ATI 
4oZ  / 

7  /I 
1 A 

inoi  ixcponcQ 

l 
1 

U.J 

1  7. 
1  J 

u.u 

Recipient  Race 

White 

215 

61.1 

41213 

65.9 

Black 

92 

26.1 

12675 

20.3 

Hispanic 

30 

8.5 

5632 

9.0 

Asian 

i  i 
1 1 

i  1 
j.  i 

1  7/1  ft 
1  /4U 

7  8 
Z.O 

Utner 

A 

4 

i .  i 

177  1 
IZj  1 

7  ft. 
Z.U 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

1  78 
1  JO 

7Q  7 
jy.Z 

ZjU  /o 

zlft  1 
HU.  1 

Male 

214 

60.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

770 

Q£  ft 

Vo.U 

jy  /oj 

Vj.j 

Kidney  and  Pancreas 

14 

4.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

295 

C7 

83.8 

1  A  Q 

14. o 

54138 
oZ4  / 

86.5 

1  7  7 
1  J.Z 

Not  Reported 

c 

J 

1  A 

1 A 

1  07 
1  o  / 

ft  7 
U.J 

Pretransplant 
Transfusions 

0 

1-5 

56 
84 

15.9 
23.9 

19677 
23207 

31.4 
37.1 

6-10 

28 

8.0 

5736 

9.2 

1 1  + 

48 

13.6 

5280 

8.4 

Not  Reported 

136 

38.6 

8672 

13.9 

Peak  rKA  rnor 
toTransplant 

u 

1-  19 

07 
OJ 

198 

77  A 
ZJ.O 

56.3 

7ft/IAO 

ZU4oy 
26645 

77  7 
JZ.  / 

42.6 

20-  79 

47 

13.4 

9976 

15.9 

80-100 

17 

4.8 

4277 

6.8 

Not  Reported 

7 

2.0 

1205 

1.9 
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1997  Center  Specific  Report 


Kidney  Volume 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


 Program- 

—  National  — 

Number 

0/ 

vo 

Number 

0/ 

/o 

0-20 

61 

17.3 

1 1726 

18.7 

21-25 

130 

36.9 

23821 

38.1 

26-30 

60 

17.0 

12454 

19.9 

31  + 

29 

8.2 

5762 

9.2 

Not  Reported 

72 

20.5 

8809 

14.1 

Glomerular 

88 

25.0 

16923 

27.0 

Cystic/Congenital 

35 

9.9 

7349 

11.7 

Systemic 

92 

26.1 

1 1759 

18.8 

Tubulointerstitial 

24 

6.8 

4233 

6.8 

Diabetes 

67 

19.0 

14059 

22.5 

Other  Diagnosis 

33 

9.4 

5271 

8.4 

Not  Reported 

13 

3.7 

2978 

4.8 

Not  Hospitalized 

341 

96.9 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

11 

3.1 

906 

1.4 

1988 

40 

11.4 

9021 

14.4 

1989 

35 

9.9 

8951 

14.3 

1990 

33 

9.4 

9819 

15.7 

1991 

24 

6.8 

10077 

16.1 

1992 

93 

26.4 

10157 

16.2 

1993-1994 

127 

36.1 

14547 

23.2 

Yes 

29 

8.2 

5716 

9.1 

No 

88 

25.0 

26528 

42.4 

Not  Reported 

9 

2.6 

949 

1.5 

N/A*:  Yes 

43 

12.2 

7249 

11.6 

N/A*:  No 

154 

43.8 

21509 

34.4 

N/A*:  Not  Reported 

29 

8.2 

621 

1.0 

Yes 

39 

11.1 

13559 

21.7 

No 

87 

24.7 

19634 

31.4 

N/A*:  Yes 

55 

15.6 

12277 

19.6 

N/A*:  No 

171 

48.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Rush-Presbyterian-St  Luke's  Medical  Center  -  Chicago  IL 
Provider  Number  140119  (ILPL) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

301  85.3  88.8 
301  79.6  83.8 
237     88.6  90.8 

174     92.5  90.7 
174     84.5  85.5 

475       474         57     88.0     89.5     -1.6  0.26 
475       472         88     81.4     84.4     -3.0  0.06 
237       218         26     88.6     90.8     -2.2  0.24 

3  Years  3 

70.5  76.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

297     95.2  97.5 
297     91.7  94.9 
269     92.5  95.1 

172     97.6  98.0 
172     94.1  95.5 

466     459.5       18.0     96.1     97.7     -1.6  0.02* 
466     456.5       34.0     92.6     95.1      -2.5  0.01* 
269     253.5       19.5     92.5     95.1     -2.6  0.05 

3  Years  3 

84.8  90.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Rush-Presbyterian-St  Luke's  Medical  Center  -  Chicago  IL 
Provider  Number  140119  (ILPL) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

475 

100.0 

62572 

100.0 

Donor  Type 

Living 

177 

37.3 

14525 

23.2 

Cadaveric:  Stroke 

90 

18.9 

15624 

25.0 

Cadaveric:  MVA 

77 

16.2 

13317 

21.3 

Cadaveric:  Other 

129 

27.2 

19030 

30.4 

Not  Reported 

2 

0.4 

76 

0.1 

Donor  Age 

0-17 

83 

17.5 

10738 

17.2 

18-30 

166 

34.9 

19464 

31.1 

31-45 

124 

26.1 

18538 

29.6 

46-60 

81 

17.1 

11397 

18.2 

o  1  + 

20 

4.2 

2394 

3.8 

Not  Reported 

1 

0.2 

41 

0.1 

Donor  Race 

White 

316 

66.5 

49654 

79.4 

Black 

89 

1 8.7 

6469 

1  A  "> 

10.3 

Hispanic 

57 

12.0 

4943 

7.9 

Asian 

7 

1.5 

801 

1.3 

Other 

5 

1.1 

620 

1  A 

1 .0 

Not  Reported 

1 

0.2 

o  c 

85 

A  1 

0.1 

Donor  Gender 

Female 

204 

42.9 

25808 

41.2 

Male 

271 

57.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

44 
1 1 1 

9.3 
23.4 

10970 
640 

17.5 
1.0 

Living:  6+ 

22 

4.6 

551 

0.9 

Cadaveric:  0-11 

28 

5.9 

5889 

9.4 

Cadaveric:  12-21 

67 

14.1 

16112 

25.7 

Cadaveric:  22-31 

107 

22.5 

14287 

22.8 

Cadaveric:  32-41 

69 

14.5 

7669 

12.3 

Cadaveric:  42+ 

27 

5.7 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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Kidney  Volume 


 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

49 

32 

10.3 
6.7 

5935 
3484 

9.5 
5.6 

2 

105 

22.1 

9648 

15.4 

3 

142 

29.9 

16005 

25.6 

4 

79 

16.6 

14003 

22.4 

5 

42 

8.8 

8963 

14.3 

6 

15 

3.2 

3009 

4.8 

Not  Reported 

11 

2.3 

1525 

2.4 

Recipient  Ape 

0-17 

35 

7.4 

3951 

6.3 

18-35 

165 

34.7 

20414 

32.6 

36-45 

115 

24.2 

16397 

26.2 

46-60 

137 

28.8 

17170 

27.4 

61  + 

23 

4.8 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Rprinipnt  Rjipp 

1  Lfl Vll  I  IXu^CT 

White 

229 

 7 

48  2 

41213 

65  9 

Black 

141 

29.7 

12675 

20.3 

Hispanic 

82 

17.3 

5632 

9.0 

Asian 

18 

3.8 

1740 

2.8 

Other 

5 

1.1 

1231 

2.0 

Not  Reported 

U 

n  ft 
u.u 

o  1 

n  1 

U.  1 

Recipient 
Gender 

Female 

165 

34.7 

25078 

40.1 

Male 

310 

1  HA  C\1 

jy.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

474 

99.8 

59783 

95.5 

Kidney  and  Pancreas 

i 
i 

o  ~> 

07CQ 
Z  toy 

Previous  Kidney 
Tra  nsnlant 

■   1  u  11.7  I J  llllll 

No 
Yes 

424 
49 

89.3 
10.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

2 

0.4 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

319 
135 

67.2 
28.4 

19677 
23207 

31.4 
37.1 

6-10 

14 

2.9 

5736 

9.2 

11  + 

3 

0.6 

5280 

8.4 

Not  Reported 

4 

0.8 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

145 
248 

30.5 
52.2 

20469 
26645 

32.7 
42.6 

20-  79 

55 

11.6 

9976 

15.9 

80-100 

24 

5.1 

4277 

6.8 

Not  Reported 

3 

0.6 

1205 

1.9 
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Kidney  Volume 


 Program-- 

—  National  — 

Mil  m  hpr 
1  ^  U  III  Ucl 

/o 

Nil  m  hpr 
1 1  U  111  Ucl 

% 

/o 

Body  Mass  Index 

U-zU 

no 

98 

on  £. 
2U.0 

1  1  lib 

1  O  "7 
1  0.  / 

21-25 

210 

44.2 

23821 

38.1 

26-30 

105 

22.1 

12454 

19.9 

31  + 

60 

12.6 

5762 

9.2 

Not  Reported 

2 

0.4 

8809 

14.1 

Primary 

KiHnpv 

i\iu  lit  y 

Disease 

Glomerular 
Cystic/Congenital 

86 
50 

18.1 
10.5 

16923 
7349 

27.0 
11.7 

Systemic 

144 

30.3 

11759 

18.8 

Tubulointerstitial 

19 

4.0 

4233 

6.8 

Diabetes 

89 

18.7 

14059 

22.5 

Other  Diagnosis 

51 

10.7 

5271 

8.4 

Not  Reported 

36 

7.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

466 
5 

98.1 
1.1 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

4 

0.8 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

67 
61 

14.1 
12.8 

9021 
8951 

14.4 
14.3 

1990 

69 

14.5 

9819 

15.7 

1991 

89 

18.7 

10077 

16.1 

1992 

63 

13.3 

10157 

16.2 

1993-1994 

126 

26.5 

14547 

23.2 

Dialysis  in  First 
Wee"k  After 
Transplant* 

Yes 
No 

44 
183 

9.3 
38.5 

5716 
26528 

9.1 
42.4 

Not  Reported 

10 

2.1 

949 

1.5 

N/A*:  Yes 

63 

13.3 

7249 

11.6 

N/A*:  No 

171 

36.0 

21509 

34.4 

N/A*:  Not  Reported 

4 

0.8 

621 

1 .0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

93 
144 

19.6 
30.3 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

72 

15.2 

12277 

19.6 

N/A*:  No 

166 

34.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  OSF  St  Francis  Medical  Center  -  Peoria  IL 
Provider  Number  140067  (ILSF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

86  87.2  85.3 
86  81.4  79.6 
70     94.0  91.2 

10     90.0  90.3 
10     80.0  85.7 

96         96         12     87.5     85.8      1.7  0.63 
96         96         18     81.3     80.3      1.0  0.80 
70         64          4    94.0     91.2      2.8  0.41 

3  Years 3 

76.5  72.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

85  97.6  96.5 
85  92.9  93.3 
78     90.9  93.8 

10   100.0  97.4 
10   100.0  94.8 

95      94.0        2.0     97.9     96.6      1.3  0.49 
95      93.5        6.0     93.6     93.4      0.2  0.95 
78       76.0        7.0     90.9     93.8     -3.0  0.27 

3  Years  3 

84.4  87.5 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

OSF  St  Francis  Medical  Center  -  Peoria  IL 
Provider  Number  140067  (ILSF) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

96 

100.0 

62572 

100.0 

1  In  n  A  t"     I  'n  wn  O 

uonor  type 

Living 

19 

19.8 

14525 

23.2 

Cadaveric:  Stroke 

25 

26.0 

15624 

25.0 

Cadaveric;  MVA 

18 

18.8 

13317 

21.3 

Cadaveric:  Other 

34 

35.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U-  1  / 

9 

9.4 

1  AT}  O 

10738 

1  H  O 

l/.z 

18-30 

34 

35.4 

19464 

31.1 

31-45 

34 

35.4 

18538 

29.6 

46-60 

16 

16.7 

11397 

18.2 

61  + 

3 

3.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

72 

75.0 

49654 

79.4 

Black 

18 

18.8 

6469 

10.3 

Hispanic 

6 

6.3 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

40 

TV/ 

41.7 

25808 

41.2 

Male 

58  3 

36762 

58  8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

18 

1 

18.8 
1.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

10 

10.4 

5889 

9.4 

Cadaveric:  12-21 

33 

34.4 

16112 

25.7 

Cadaveric:  22-31 

21 

21.9 

14287 

22.8 

Cadaveric:  32-41 

10 

10.4 

7669 

12.3 

Cadaveric:  42+ 

3 

3.1 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 
Mismatch 

a 
\j 

i 
i 

14 

f. 

14  f, 

O.J 

J7JJ 

^484 

Q  S 

J  .o 

-> 

z 

1 

1  O 

1  7 
1  O.  / 

V04o 

1  <  A 
1  J. 4 

3 

26 

27.1 

16005 

25.6 

4 

15 

15.6 

14003 

22.4 

5 

13 

13.5 

8963 

14.3 

6 

5 

5.2 

3009 

4.8 

Not  Reported 

1 

1.0 

1525 

2.4 

Recipient  Age 

(J- 1  / 

0 

O.J 

jyj  I 

O.J 

18-35 

33 

34.4 

20414 

32.6 

36-45 

25 

26.0 

16397 

26.2 

46-60 

27 

28.1 

17170 

27.4 

61  + 

5 

5.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

on 

oz 

oj.4 

A  1  O  1  1 

4121  j 

OD.y 

Black 

12 

12.5 

12675 

20.3 

Hispanic 

2 

2.1 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

36 

37.5 

25078 

40.1 

Male 

60 

62.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

96 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

81 
15 

84.4 
15.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

58 
31 

60.4 
32.3 

19677 
23207 

31.4 
37.1 

6-10 

3 

3.1 

5736 

9.2 

11  + 

4 

4.2 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

9 
54 

9.4 
56.3 

20469 
26645 

32.7 
42.6 

20-  79 

13 

13.5 

9976 

15.9 

80-100 

18 

18.8 

4277 

6.8 

Not  Reported 

2 

2.1 

1205 

1.9 
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Body  Mass  Index 


Primary 

Kidney 

Disease 


 Program— 

—  National  -- 

/o 

iiumDcr 

0/ 

/o 

U-2U 

13 

13.5 

1 1726 

18.7 

21-25 

45 

46.9 

23821 

38.1 

26-30 

23 

24.0 

12454 

19.9 

31  + 

14 

14.6 

5762 

9.2 

Not  Reported 

1 

1.0 

8809 

14.1 

Glomerular 

28 

29.2 

16923 

27.0 

Cystic/Congenital 

15 

15.6 

7349 

11.7 

Systemic 

16 

16.7 

11759 

18.8 

Tubulointerstitial 

8 

8.3 

4233 

6.8 

Diabetes 

22 

22.9 

14059 

22.5 

Other  Diagnosis 

7 

7.3 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

94 

97.9 

59280 

94.7 

Hospitalized 

2 

2.1 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

32 

33.3 

9021 

14.4 

1989 

29 

30.2 

8951 

14.3 

1990 

11 

11.5 

9819 

15.7 

1991 

10 

10.4 

10077 

16.1 

1992 

13 

13.5 

10157 

16.2 

1993-1994 

1 

1.0 

14547 

23.2 

Dialysis  in  First  Yes 
Wee"k  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 

N/A*:  No 

N/A*:  Not  Reported 


17 

17.7 

5716 

9.1 

50 

52.1 

26528 

42.4 

3 

3.1 

949 

1.5 

11 

11.5 

7249 

11.6 

15 

15.6 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


37 

38.5 

13559 

21.7 

33 

34.4 

19634 

31.4 

21 

21.9 

12277 

19.6 

5 

5.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Chicago  Medical  Center  -  Chicago  IL 
Provider  Number  140088  (ILUC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

390  89.0  85.4 
390  81.4  78.7 
307     86.7  87.4 

112     93.7  88.8 
112     87.3  83.0 

502       501         50     90.0     86.1      3.9  <0.01* 
502       490         86     82.7     79.6      3.1  0.08 
307       215         35     86.7     87.4     -0.8  0.70 

3  Years  3 

70.6  68.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

374     98.1  96.8 
374    94.1  93.7 
337     94.9  94.0 

112     99.5  97.5 
112     96.6  94.5 

480     474.0        7.5     98.4     96.9       1.5  0.06 
480     456.0      25.0     94.7     93.8      0.8  0.44 
337     242.5       15.0     94.9     94.0      0.9  0.51 

3  Years  3 

89.3  88.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Chicago  Medical  Center  -  Chicago  IL 
Provider  Number  140088  (ILUC) 


—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

502 

100.0 

62572 

100.0 

uuiior  i  ype 

Living 

51 

10.2 

14525 

23.2 

Cadaveric:  Stroke 

137 

27.3 

15624 

25.0 

Cadaveric:  MVA 

119 

23.7 

13317 

21.3 

Cadaveric:  Other 

195 

38.8 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U- 1  / 

1  1  C 

1 15 

22.9 

10738 

17.2 

18-30 

161 

32.1 

19464 

31.1 

31-45 

136 

27.1 

18538 

29.6 

46-60 

76 

15.1 

11397 

18.2 

61  + 

14 

2.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

358 

71.3 

49654 

79.4 

Black 

108 

21.5 

6469 

10.3 

Hispanic 

30 

6.0 

4943 

7.9 

Asian 

5 

1.0 

801 

1.3 

Other 

1 

0.2 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

185 

36.9 

25808 

41.2 

Male 

6?  9 

3676? 

58  8 

Not  Reported 

I 

0.2 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

16 
15 

3.2 
3.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

8 

1.6 

551 

0.9 

Cadaveric:  0-11 

43 

8.6 

5889 

9.4 

Cadaveric:  12-21 

83 

16.5 

16112 

25.7 

Cadaveric:  22-31 

140 

27.9 

14287 

22.8 

Cadaveric:  32-41 

111 

22.1 

7669 

12.3 

Cadaveric:  42+ 

26 

5.2 

2519 

4.0 

Not  Reported 

60 

12.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

27 
19 

5.4 
3.8 

5935 
3484 

9.5 
5.6 

2 

58 

11.6 

9648 

15.4 

3 

97 

19.3 

16005 

25.6 

4 

103 

20.5 

14003 

22.4 

5 

123 

24.5 

8963 

14.3 

6 

61 

12.2 

3009 

4.8 

Not  Reported 

14 

2.8 

1525 

2.4 

Recipient  Age 

0-17 

37 

7.4 

3951 

6.3 

18-35 

216 

43.0 

20414 

32.6 

36-45 

119 

23.7 

16397 

26.2 

46-60 

117 

23.3 

17170 

27.4 

61  + 

13 

2.6 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

257 

51.2 

41213 

65.9 

Black 

200 

39.8 

12675 

20.3 

Hispanic 

30 

6.0 

5632 

9.0 

Asian 

11 

2.2 

1740 

2.8 

Other 

4 

0.8 

1231 

2.0 

Not  Renorted 

o 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

201 

40.0 

25078 

40.1 

IVlcll  t 

301 

60  0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

434 

86.5 

59783 

95.5 

Kidnev  and  Pancreas 

IvIUllv  j    UI1U   1    U 1  1  v  1  vUJ 

68 

13.5 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

406 
95 

80.9 
18.9 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.2 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

145 
105 

28.9 
20.9 

19677 
23207 

31.4 
37.1 

6-10 

47 

9.4 

5736 

9.2 

11  + 

21 

4.2 

5280 

8.4 

Not  Reported 

184 

36.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

46 
330 

9.2 
65.7 

20469 
26645 

32.7 
42.6 

20-  79 

82 

16.3 

9976 

15.9 

80-100 

36 

7.2 

4277 

6.8 

Not  Reported 

8 

1.6 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

130 

25.9 

11726 

18.7 

21-25 

227 

45.2 

23821 

38.1 

ZO-iU 

95 

18.9 

1  *\  A  C  A 

12454 

19.9 

31  + 

41 

8.2 

5762 

9.2 

Not  Reported 

9 

1.8 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

103 
40 

20.5 
8.0 

16923 
7349 

27.0 
11.7 

Systemic 

160 

31.9 

1 1759 

18.8 

Tubulointerstitial 

26 

5.2 

4233 

6.8 

Diabetes 

120 

23.9 

14059 

22.5 

Other  Diagnosis 

35 

7.0 

5271 

8.4 

Not  Reported 

18 

3.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

492 
3 

98.0 
0.6 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

1 

0.2 

469 

0.7 

Not  Reported 

6 

1.2 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

88 
85 

17.5 
16.9 

9021 
8951 

14.4 
14.3 

1990 

92 

18.3 

9819 

15.7 

1991 

99 

19.7 

10077 

16.1 

1992 

58 

11.6 

10157 

16.2 

1993-1994 

80 

15.9 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

77 
1 14 

15.3 

A^i  C 

4z.o 

5716 
ZojZa 

9.1 

A  A 

Not  Reported 

16 

3.2 

949 

1.5 

N/A*:  Yes 

56 

11.2 

7249 

11.6 

N/A*:  No 

135 

26.9 

21509 

34.4 

N/A*:  Not  Reported 

4 

0.8 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

116 
191 

23.1 
38.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

66 

13.1 

12277 

19.6 

N/A*:  No 

129 

25.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Illinois  Hospital  -  Chicago  IL 
Provider  Number  140150  (ILUI) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  '       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

214  85.0  87.8 
214  76.4  81.5 
160     88.8  87.6 

128     90.6  90.5 
128     86.3  85.1 

342       340         44     87.1     88.8     -1.7  0.31 
342       332         67     80.1     82.8     -2.7  0.17 
160       142         17     88.8     87.6      1.2  0.64 

3  Years  3 

67.9  71.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

209     98.0  97.1 
209     94.3  94.4 
176     92.6  94.5 

128     96.7  97.9 
128     93.3  95.5 

334     316.5        8.0     97.5     97.4      0.1  0.89 
334     298.5       19.0     93.9     94.8     -0.9  0.47 
176     152.5       12.0     92.6     94.5     -1.9  0.29 

3  Years  3 

87.3  89.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 


A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Illinois  Hospital  -  Chicago  IL 
Provider  Number  140150  (ILUI) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

342 

100.0 

62572 

100.0 

i_»onor  i  ype 

Living 

61 

17.8 

14525 

23.2 

Cadaveric:  Stroke 

77 

22.5 

15624 

25.0 

Cadaveric:  MVA 

80 

23.4 

13317 

21.3 

Cadaveric:  Other 

123 

36.0 

19030 

30.4 

Not  Reported 

1 

0.3 

76 

0.1 

Donor  Age 

r\  i  "7 
U-  1  / 

56 

16.4 

1  AT>  O 

10738 

1  H  O 

1  1.1 

18-30 

135 

39.5 

19464 

31.1 

31-45 

91 

26.6 

18538 

29.6 

46-60 

47 

13.7 

ll  397 

18.2 

61  + 

13 

3.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

214 

62.6 

49654 

79.4 

Black 

81 

23.7 

6469 

10.3 

Hisnanic 

37 

10.8 

4943 

7.9 

Asian 

4 

1.2 

801 

1.3 

Other 

6 

1.8 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

124 

36.3 

25808 

41.2 

Male 

Z,  1  O 

63  7 

^8  8 

■J  O .  O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

43 
13 

12.6 
3.8 

10970 
640 

17.5 
1.0 

Living:  6+ 

3 

0.9 

551 

0.9 

Cadaveric:  0-11 

5 

1.5 

5889 

9.4 

Cadaveric:  12-21 

55 

16.1 

16112 

25.7 

Cadaveric:  22-31 

117 

34.2 

14287 

22.8 

Cadaveric:  32-41 

91 

26.6 

7669 

12.3 

Cadaveric:  42+ 

6 

1.8 

2519 

4.0 

Not  Reported 

9 

2.6 

3935 

6.3 
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Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

28 

27 

8.2 
7.9 

5935 
3484 

9.5 
5.6 

2 

56 

16.4 

9648 

15.4 

■j 
j 

91 

~>f>  6 

i  finos 

1  UUUJ 

9S  f> 

4 

77 

22.5 

14003 

22.4 

5 

40 

11.7 

8963 

14.3 

6 

22 

6.4 

3009 

4.8 

Not  Reported 

1 

0.3 

1525 

2.4 

Recipient  Age 

0-17 

15 

4.4 

3951 

6.3 

1  9fi 

~\f\  8 

JU.O 

904  1 A 

T9  f\ 

36-45 

87 

25.4 

16397 

26.2 

46-60 

96 

28.1 

17170 

27.4 

61  + 

18 

5.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

100 

29.2 

41213 

65.9 

1  O  1 

Al  1 

1  ZD  /  J 

90  1. 

Hispanic 

65 

19.0 

5632 

9.0 

Asian 

6 

1.8 

1740 

2.8 

Other 

10 

2.9 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

123 

36.0 

25078 

40.1 

Male 

219 

64.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

332 

97.1 

59783 

95.5 

Kidney  and  Pancreas 

10 

2.9 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

297 
43 

86.8 
12.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

2 

0.6 

187 

0.3 

1  II  I  fa  II  SI)  Mil  1 

Transfusions 

n 
\j 

1-5 

SQ 

J7 

174 

1  7  1 

50.9 

1  Qft77 

1  7D  /  / 

23207 

~K  1  A 
J  1.4 

37.1 

6-10 

41 

12.0 

5736 

9.2 

1 1 

^980 
jZoU 

8  A 

Not  Reported 

57 

16.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

32 
204 

9.4 
59.6 

20469 
26645 

32.7 
42.6 

20-  79 

67 

19.6 

9976 

15.9 

80-100 

17 

5.0 

4277 

6.8 

Not  Reported 

22 

6.4 

1205 

1.9 
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Program- 


National 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Number 

% 

Number 

% 

0-20 

67 

19.6 

11726 

18.7 

21-25 

145 

42.4 

23821 

38.1 

26-30 

94 

27.5 

12454 

19.9 

31  + 

33 

9.6 

5762 

9.2 

Not  Reported 

3 

0.9 

8809 

14.1 

Glomerular 

9  1 

28.4 

16923 

27.0 

Cystic/Congenital 

24 

7.0 

7349 

11.7 

Systemic 

87 

25.4 

11759 

18.8 

Tuhiilointersf  itial 

20 

5  8 

6  8 

Diabetes 

52 

1  5  2 

14059 

22  5 

 •  - 

Othpr  riiaonnsis 

7 

S771 

iNui  ivcporicu 

jy 

1  1  /l 
1  1 .4 

7Q78 

4.0 

Not  Hospitalized 

336 

98.2 

59280 

94.7 

Hospitalized 

2 

0.6 

1917 

3.1 

ICU/Life  Support 

2 

0.6 

469 

0.7 

Not  Reported 

2 

0.6 

906 

1.4 

Year  of 
Transplant 


1988 

59 

17.3 

9021 

14.4 

1989 

47 

13.7 

8951 

14.3 

1990 

47 

13.7 

9819 

15.7 

1991 

49 

14.3 

10077 

16.1 

1992 

54 

15.8 

10157 

16.2 

1993-1994 

86 

25.1 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


21 

6.1 

5716 

9.1 

111 

32.5 

26528 

42.4 

28 

8.2 

949 

1.5 

30 

8.8 

7249 

11.6 

136 

39.8 

21509 

34.4 

16 

4.7 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant" 


Yes 

36 

10.5 

13559 

21.7 

No 

124 

36.3 

19634 

31.4 

N/A*:  Yes 

51 

14.9 

12277 

19.6 

N/A*:  No 

131 

38.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  University  of  Illinois  Hospital 
840  S.  Wood,  Chicago,  IL  60612 
Provider  Number  140150  (ILUI) 


May  6,  1997 


The  Division  of  Transplantation  of  the  University  of  Illinois  is  pleased  that  LTNOS  survival  statistics  for  our  kidney 
transplant  program  reflect  our  long-standingcommitmentto  high-quality  patient  care,  especially  among  complex,  high 
risk  patients,  inclusive  of  large  numbers  of  Black  and  Hispanic  recipients.  While  no  purely  statistical  analysis  such  as 
this  one  should  ever  be  used  as  the  sole  measure  of  a  transplant  program's  quality,  the  UNOS  data  are  one  measure  of 
the  success  of  the  University  of  Illinois'  kidney  transplant  program. 

Even  when  the  statistics  on  graft  survival  and  patient  survival  are  adjusted  for  the  more  complex  cases  done  at  the 
University  of  Illinois,  our  results  exceed  or  match  the  national  expectations,  as  indicated  by  the  UNOS  statistics.  Our 
patient  survival  rates  also  exceed  or  match  UNOS'  expected  survival  rates  at  both  three  and  12  months. 

For  the  kidney  transplants  performed  in  the  reporting  period,  over  two  thirds  (66%)  were  done  on  minority  patients. 
Nationally, the  average  is  33  percent.  This  shows  that  the  data  from  the  University  of  Illinois  reflects  the  diversity  of 
the  community  it  serves,  as  well  as  the  complexity  of  our  patient  profile.  Hidden  in  the  composite  database,  are 
outcomes  for  a  number  of  our  patient  subpopulations  that  exceed  the  national  norms. 

In  conclusion,  we  believe  our  excellent  results  are  a  reflection  of  our  multi-disciplinary  approach,  with  careful  pre- 
transplant,  operative  and  post-transplantfollow-up,  and  close  cooperation  among  medical,  surgical  and  other  specialists. 

Raymond  Pollak,  M.B.,  F.R.C.S.,  (Ed.),  F.A.C.S.  r — >.  n  , 


Transplant  Program  Director 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Hines  VA  Hospital  -  Hines  IL 
Provider  Number  14007F  (ILVA) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

5   100.0  92.8 
5   100.0  89.5 
5     75.5  95.1 

8   100.0  91.3 
8   100.0  87.0 

13         13          0   100.0     91.9      8.1  0.28 
13         13          0   100.0     88.0     12.0  0.18 
5          3          1     75.5     95.1    -19.7  0.18 

3  Years  3 

75.5  85.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts."     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

5   100.0  97.8 
5   100.0  95.6 
5   100.0  96.5 

8   100.0  97.6 
8   100.0  95.0 

12       12.0        0.0   100.0     97.7      2.3  0.59 
12       12.0        0.0   100.0     95.2      4.8  0.43 
5        3.0        0.0   100.0     96.5      3.5  1.00 

3  Years  3 

100.0  92.2 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Hines  VA  Hospital  -  Hines  IL 
Provider  Number  14007F  (ILVA) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

13 

100.0 

62572 

100.0 

Donor  Type 

Living 

3 

23.1 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

4 

30.8 

13317 

21.3 

Cadaveric:  Other 

6 

46.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

4 

30.8 

10738 

17.2 

18-30 

4 

30.8 

19464 

31.1 

31-45 

4 

30.8 

18538 

29.6 

46-60 

1 

7.7 

11397 

18.2 

A  1  J- 

0 

0.0 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

9 

69.2 

49654 

79.4 

Black 

2 

15.4 

6469 

10.3 

Hispanic 

1 

7.7 

4943 

H  ft 

7.9 

Asian 

1 

7.7 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

O.l 

Donor  Gender 

Female 

6 

46.2 

25808 

41.2 

Male 

7 

53.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
0 

15.4 
0.0 

10970 
640 

17.5 
l.O 

Living:  6+ 

1 

7.7 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

2 

15.4 

16112 

25.7 

Cadaveric:  22-31 

3 

23.1 

14287 

22.8 

Cadaveric:  32-41 

3 

23.1 

7669 

12.3 

Cadaveric:  42+ 

1 

7.7 

2519 

4.0 

Not  Reported 

1 

7.7 

3935 

6.3 
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 rVntinnn  1  

,  1  (1  U  U  1 1  u  1 

Number 

% 

Number 

% 

Level  of 

0 

4 

30.8 

5935 

9.5 

Mismatch 

1 

1 

7.7 

3484 

5.6 

2 

4 

30.8 

9648 

15.4 

23. 1 

16005 

25.6 

4 

0 

0.0 

14003 

22.4 

5 

0 

0.0 

8963 

14.3 

6 

1 

7.7 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

1 8-35 

23.1 

20414 

32.6 

36-45 

4 

30.8 

16397 

26.2 

46-60 

5 

38.5 

17170 

27.4 

61  + 

1 

7.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

12 

92.3 

41213 

65.9 

Rlark 

1 

1 

7.7 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

1 

7.7 

25078 

40.1 

Male 

12 

92.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

13 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

10 

76.9 

54138 

86.5 

Transplant 

Yes 

-> 

23.1 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransnlanf 

o 

3 

23.1 

19677 

31.4 

Transfusions 

o 

0.0 

23207 

37.1 

1-5 

6-10 

1 

7.7 

5736 

9.2 

1 1  + 

1  1  ' 

1 

7.7 

5280 

8.4 

Not  Reported 

o 
o 

0  I  .J 

8A77 
OO  1 Z 

1  1  Q 

Peak  PRA  Prior 

0 

3 

23.1 

20469 

32.7 

toTransplant 

1-  19 

8 

61.5 

26645 

42.6 

20-  79 

1 

7.7 

9976 

15.9 

80-100 

1 

7.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 rrogram — 

—  ixdiiondi  — 

Number 

% 

Number 

% 

Roflv  IVTass  Index 

0-20 

3 

23.1 

1 1726 

18.7 

21-25 

8 

61.5 

23821 

38.1 

26-30 

l 

7.7 

12454 

19.9 

31  + 

1 

7.7 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

5 
2 

38.5 
15.4 

16923 
7349 

27.0 
11.7 

Systemic 

1 

7.7 

11759 

18.8 

Tubulointerstitial 

4 

30.8 

4233 

6.8 

Diabetes 

1 

7.7 

14059 

22.5 

Other  Diagnosis 

A 
U 

U.U 

JZ  /  1 

8.4 

Not  Reported 

A 

0 

A  A 

0.0 

2978 

A  o 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

13 
0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Lire  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

0 

1 

0.0 
7.7 

9021 
8951 

14.4 
14.3 

1990 

2 

15.4 

9819 

15.7 

1991 

1 

7.7 

10077 

16.1 

1992 

5 

38.5 

1  A  1 
101  J  1 

lo.z 

1  C\C\  *>     1  C\C\  A 

199j-1994 

4 

30.8 

1  A  Z  AH 

14547 

23. z 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

0 

3 

0.0 
23.1 

5716 
26528 

9.1 

42.4 

Not  Reported 

2 

15.4 

949 

1.5 

N/A*:  Yes 

1 

7.7 

7249 

11.6 

N/A*-  Nn 

7 

J  J .  o 

?  1  SftQ 

34  4 

in/a  .  iNoi  Keponea 

A 
U 

U.U 

OZ  1 

1  0 
1  .U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

5 
0 

38.5 
0.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

7 

53.8 

12277 

19.6 

N/A*:  No 

1 

7.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Methodist  Hospital  of  Indiana  -  Indianapolis  IN 
Provider  Number  150056  (INIM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

212  90.6  89.4 
212  87.3  84.2 
185     90.1  91.5 

124     89.5  91.3 
124     84.5  86.8 

336       336         33     90.2     90.1      0.1  0.95 
336       331         46     86.2     85.2      1.1  0.57 
185        178         18     90.1     91.5     -1.4  0.49 

3  Years  3 

78.6  77.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

210     97.6  97.0 
210     97.1  94.2 
203     94.5  94.5 

123     98.3  97.6 
123     96.4  94.9 

327     321.5        7.0     97.8     97.2      0.6  0.50 
327     312.5       10.0     96.9     94.5      2.4  0.06 
203     197.0       11.0     94.5     94.5     -0.0  1.00 

3  Years  3 

91.8  89.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Methodist  Hospital  of  Indiana  -  Indianapolis  IN 
Provider  Number  150056  (INIM) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

336 

100.0 

62572 

100.0 

Donor  Type 

Living 

47 

14.0 

14525 

23.2 

Cadaveric:  Stroke 

96 

28.6 

15624 

25.0 

Cadaveric:  MVA 

94 

28.0 

13317 

21.3 

Cadaveric:  Other 

99 

29.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

57 

17.0 

10738 

17.2 

18-30 

116 

34.5 

19464 

31.1 

31-45 

97 

28.9 

18538 

29.6 

46-60 

57 

17.0 

11397 

18.2 

A  1  4- 
O  1  T 

9 

2.7 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

315 

93.8 

49654 

79.4 

Black 

i  a 
19 

5.7 

£.  A  £LC\ 

o4oV 

1  A  ~1 

1U.3 

Hispanic 

i 

i 

0.3 

A  C\A  "5 

494J 

~l  A 

Asian 

0 

A  A 

0.0 

OA  1 

1 .5 

Other 

1 

1 

0.3 

a^s  a 

620 

1  A 

l.u 

Not  Reported 

0 

A  A 

0.0 

o  c 
o5 

A  1 
U.  I 

Donor  Gender 

Female 

130 

38.7 

25808 

41.2 

Male 

206 

61.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

44 
0 

13.1 
0.0 

10970 
640 

17. 5 
1.0 

Living:  6+ 

2 

0.6 

551 

0.9 

Cadaveric:  0-11 

61 

18.2 

5889 

9.4 

Cadaveric:  12-21 

126 

37.5 

16112 

25.7 

Cadaveric:  22-31 

72 

21.4 

14287 

22.8 

Cadaveric:  32-41 

23 

6.8 

7669 

12.3 

Cadaveric:  42+ 

3 

0.9 

2519 

4.0 

Not  Reported 

5 

1.5 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

28 

8.3 

5935 

9.5 

Mismatch 

1 

21 

6.3 

3484 

5.6 

2 

70 

20.8 

9648 

15.4 

3 

114 

33.9 

16005 

25.6 

4 

85 

25.3 

14003 

22.4 

5 

18 

5.4 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

2 

0.6 

3951 

6.3 

18-35 

126 

37.5 

20414 

32.6 

36-45 

90 

26.8 

16397 

26.2 

46-60 

91 

27.1 

17170 

27.4 

61  + 

27 

8.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

292 

86.9 

41213 

65.9 

Black 

41 

12.2 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

1 

0.3 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

inch  ixcpuncu 

9 

R1 

O  1 

0  1 

Recipient 
Gender 

Female 

133 

39.6 

25078 

40.1 

Male 

ZU  j 

J  my  j 

Jy.y 

1NUI  rvwUUl  icu 

0 

0  0 

1 

1 

0.0 

Procedure  Type 

Kidney  Alone 

324 

96.4 

59783 

95.5 

PviuiiCN  diiu  raiKi  tab 

3  6 

7789 

4  5 

Previous  Kidney 

INO 

304 

90.5 

54138 

86.5 

Transplant 

Yes 

32 

9.5 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

93 

27.7 

19677 

31.4 

Transfusions 

124 

36.9 

23207 

37.1 

1-5 

6-10 

16 

4.8 

5736 

9.2 

11  + 

24 

7.1 

5280 

8.4 

Not  Reported 

79 

23.5 

8672 

13.9 

Peak  PRA  Prior 

0 

246 

73.2 

20469 

32.7 

toTransplant 

1-  19 

39 

11.6 

26645 

42.6 

20-  79 

36 

10.7 

9976 

15.9 

80-100 

12 

3.6 

4277 

6.8 

Not  Reported 

3 

0.9 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

60 

17.9 

11726 

18.7 

21-25 

141 

42.0 

23821 

38.1 

26-30 

91 

27.1 

12454 

19.9 

31  + 

37 

11.0 

5762 

9.2 

Not  Reported 

7 

2.1 

8809 

14.1 

Primary 

Olomemlar 

104 

31.0 

16923 

27.0 

Kidney 

Ul.ScdSc 

Cystic/Congenital 

36 

10.7 

7349 

1 1.7 

Systemic 

49 

14.6 

11759 

18.8 

Tubulointerstitial 

15 

4.5 

4233 

6.8 

f^i  anptpc 

8S 

O  J 

Z.J  .J 

1 4DS0 

Other  Diagnosis 

43 

12.8 

5271 

8.4 

Not  Reported 

4 

1.2 

2978 

4.8 

Recipient 

Not  Hospitalized 

334 

99.4 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

u 

u.u 

1  Q  1  1 

1  y  I  / 

j.  i 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

2 

0.6 

906 

1.4 

Vpii r  nf 

1  t  a  I  Ul 

1988 

47 

14.0 

9021 

14.4 

Transplant 

1989 

47 

14.0 

8951 

14.3 

1990 

54 

16.1 

9819 

15.7 

1  QQ  1 

1  y  y  1 

/IQ 

1  A  £ 
14.0 

1  uu  /  / 

1  A  1 
1  0.  1 

1992 

59 

17.6 

10157 

16.2 

1993-1994 

80 

23.8 

14547 

23.2 

Dialvcic  in  F*ir^t 

L/iuIjjIj  III   1  II  Jl 

Yes 

9 

2.7 

5716 

9.1 

Week  After 

26528 

42.4 

Transplant* 

No 

171 

50.9 

Not  Reported 

5 

1.5 

949 

1.5 

XT/A*-  Vpc 
IN/ /A        I  Co 

.^u 

f\  ft 

774Q 
/  it? 

1 1 

1  1  .U 

N/A*:  No 

131 

39.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

56 

16.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

129 

38.4 

19634 

31.4 

N/A*:  Yes 

53 

15.8 

12277 

19.6 

N/A*:  No 

98 

29.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Indiana  University  Medical  Center  -  Indianapolis  IN 
Provider  Number  150032  (INIU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

426  88.5  89.3 
426  85.2  84.6 
361     94.9  91.8 

206     88.3  91.6 
206     85.0  87.5 

632       631         73     88.4     90.0     -1.6  0.17 
632       631         94     85.1     85.5     -0.4  0.75 
361        349         18     94.9     91.8      3.1  0.03* 

3  Years  3 

80.8  77.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

420     97.8  97.7 
420     96.6  95.4 
400     99.0  95.7 

206     98.2  98.2 
206     97.6  96.0 

618     605.5       12.5     98.0     97.8      0.1  0.82 
618     595-.0       18.5     96.9     95.6       1.3  0.10 
400     367.5        4.0     99.0     95.7      3.3  <0.01* 

3  Years  3 

95.6  91.3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


1    Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Indiana  University  Medical  Center  -  Indianapolis  IN 
Provider  Number  150032  (INIU) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants 

and  Percentages 

632 

100.0 

62572 

100.0 

Donor  Type 

Living 

205 

32.4 

14525 

23.2 

Cadaveric:  Stroke 

127 

20.1 

15624 

25.0 

Cadaveric:  MVA 

128 

20.3 

13317 

21.3 

Cadaveric:  Other 

172 

27.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

99 

15.7 

10738 

17.2 

18-30 

211 

33.4 

19464 

31.1 

31-45 

223 

35.3 

18538 

29.6 

46-60 

93 

14.7 

11397 

18.2 

61  + 

6 

0.9 

2394 

3.8 

INUl  IYC|JUI  LCU 

41 

0  1 

Donor  Race 

White 

579 

91.6 

49654 

79.4 

Black 

40 

6.3 

6469 

10.3 

Hispanic 

9 

1.4 

4943 

7.9 

Asian 

1 

0.2 

801 

1.3 

Other 

3 

0.5 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

287 

45.4 

25808 

41.2 

Male 

345 

54.6 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

186 
0 

29.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

15 

2.4 

551 

0.9 

Cadaveric:  0-11 

18 

2.8 

5889 

9.4 

Cadaveric:  12-21 

113 

17.9 

16112 

25.7 

Cadaveric:  22-31 

171 

27.1 

14287 

22.8 

Cadaveric:  32-41 

97 

15.3 

7669 

12.3 

Cadaveric:  42+ 

21 

3.3 

2519 

4.0 

Not  Reported 

11 

1.7 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
N  ii  m  her 

1  "  U  1  1  1  VJ  \*  ■ 

% 

Level  of 
Mismatch 

0 
1 

72 
30 

11.4 
4.7 

5935 
3484 

9.5 
5.6 

2 

112 

17.7 

9648 

15.4 

3 

202 

32.0 

16005 

25.6 

4 

1  1  i 

1 17 

18.5 

14003 

22.4 

5 

56 

8.9 

8963 

14.3 

6 

9 

1.4 

3009 

4.8 

Not  Reported 

34 

5.4 

1525 

2.4 

Recipient  Age 

0-17 

83 

13.1 

3951 

6.3 

18-35 

234 

37.0 

20414 

32.6 

36-45 

167 

26.4 

16397 

26.2 

46-60 

127 

20.1 

17170 

27.4 

61  + 

21 

3.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

536 

84.8 

41213 

65.9 

Black 

86 

13.6 

12675 

20.3 

Hispanic 

2 

0.3 

5632 

9.0 

Asian 

3 

0.5 

1740 

2.8 

Other 

5 

0.8 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

245 

38.8 

25078 

40.1 

Male 

387 

61.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

607 

96.0 

59783 

95.5 

Kidney  and  Pancreas 

25 

4.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

541 
90 

85.6 
14.2 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.2 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

38 

A  1  A 

414 

6.0 
65.5 

19677 

23207 

31.4 
37.1 

6-10 

45 

7.1 

5736 

9.2 

i  i  ■+- 

1A 

JZ.OU 

8  A 

Not  Reported 

1  A  1 

101 

1  Z  A 

16.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

99 
378 

15.7 
59.8 

20469 
26645 

32.7 
42.6 

20-  79 

111 

17.6 

9976 

15.9 

80-100 

29 

4.6 

4277 

6.8 

Not  Reported 

15 

2.4 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

177 

28.0 

11726 

18.7 

21-25 

260 

41.1 

23821 

38.1 

26-30 

127 

20.1 

12454 

19.9 

31  + 

62 

9.8 

5762 

9.2 

Not  Reported 

6 

0.9 

8809 

14.1 

Primary 

Glomerular 

1  OA 

loU 

TO  c 

ZO.J 

1  £00  1 

Z /.[) 

Kidney 
Disease 

Cystic/Congenital 

1  OA 

1  £  1 
1 0. 1 

/  j^y 

1  1  1 
11./ 

Systemic 

95 

15.0 

11759 

18.8 

Tubulointerstitial 

70 

11.1 

4233 

6.8 

Diabetes 

1  1  A 
1  10 

1-7/1 

1  7.4 

1  A  AC  A 

n  c 

ZZ.J 

Other  Diagnosis 

54 

8.5 

5271 

8.4 

Not  RpnortpH 

21 

3.3 

2978 

4.8 

Recipient 

Not  Hospitalized 

629 

99.5 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

2 

0.3 

1917 

3.1 

IPI  I/I  ifp  ^nnnnrt 

n 

u 

0  7 

i^ui  ivcpui ICU 

1 

1 

0  1 

906 
yvjvj 

1  4 

Year  of 

1  noo 

1 988 

AO 

98 

ICC 

15.5 

AAO  1 

902 1 

1  A  A 

14.4 

Transplant 

1989 

103 

16.3 

8951 

14.3 

1990 

107 

16.9 

9819 

15.7 

1991 

86 

13.6 

10077 

16.1 

1992 

108 

17.1 

10157 

16.2 

l 993-1994 

130 

20.6 

14547 

23.2 

Dialysis  in  First 

Yes 

1  A 

19 

"5  A 

3.0 

C 1  1  c 

9. 1 

Week  After 

26528 

42.4 

Transplant* 

No 

340 

53.8 

Not  Reported 

2 

0.3 

949 

1.5 

N/A*:  Yes 

13 

2.1 

7249 

1 1.6 

N/A*:  No 

255 

40.3 

21509 

34.4 

N/A*:  Not  Reported 

3 

0.5 

621 

1.0 

Rejection  in 

Yes 

175 

27.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

186 

29.4 

19634 

31.4 

N/A*:  Yes 

115 

18.2 

12277 

19.6 

N/A*:  No 

156 

24.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Via  Christi  Regional  Medical  Center  -  Wichita  KS 
Provider  Number  170122  (KSFW) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

169  94.7  88.8 
169  91.7  83.9 
155     91.4  92.0 

63     84.1  91.1 
63     77.8  86.7 

232       232         19     91.8     89.4      2.4  0.22 
232       232         28     87.9     84.7      3.3  0.16 
155        150         13     91.4     92.0     -0.5  0.81 

3  Years  3 

83.9  77.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

168     97.6  97.1 
168     95.8  94.3 
161     96.3  94.4 

62     95.8  97.8 
62     91.7  95.3 

226     226.0        6.5     97.1     97.3     -0.2  0.89 
226     226.0       12.0     94.7     94.6      0.1  0.92 
161      159.0        6.0     96.3     94.4       1.9  0.29 

3  Years  3 

92.2  89.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Via  Christi  Regional  Medical  Center  -  Wichita  KS 
Provider  Number  170122  (KSFW) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

232 

100.0 

62572 

100.0 

Donor  Type 

Living 

56 

24.1 

14525 

23.2 

Cadaveric:  Stroke 

41 

17.7 

15624 

25.0 

Cadaveric:  MVA 

62 

26.7 

13317 

21.3 

Cadaveric:  Other 

73 

31.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

52 

22.4 

10738 

17.2 

18-30 

79 

34.1 

19464 

31.1 

31-45 

63 

27.2 

18538 

29.6 

46-60 

35 

15.1 

11397 

18.2 

C  1  i 

o  1  + 

3 

1.3 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0.1 

Donor  Race 

White 

211 

90.9 

49654 

79.4 

Black 

9 

3.9 

6469 

10.3 

Hispanic 

10 

4.3 

4943 

7.9 

Asian 

1 

0.4 

801 

1.3 

Other 

1 

0.4 

620 

l.O 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

81 

34.9 

25808 

41.2 

Male 

151 

65.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

55 
0 

23.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.4 

551 

0.9 

Cadaveric:  0-11 

44 

19.0 

5889 

9.4 

Cadaveric:  12-21 

84 

36.2 

16112 

25.7 

Cadaveric:  22-31 

40 

17.2 

14287 

22.8 

Cadaveric:  32-41 

4 

1.7 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

4 

1.7 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

19 
13 

8.2 
5.6 

5935 
3484 

9.5 
5.6 

2 

38 

16.4 

9648 

15.4 

3 

49 

21.1 

16005 

25.6 

4 

54 

23.3 

14003 

22.4 

5 

38 

16.4 

8963 

14.3 

6 

20 

8.6 

3009 

4.8 

Not  Reported 

1 

0.4 

1525 

2.4 

Recipient  Age 

0-17 

8 

3.4 

3951 

6.3 

18-35 

76 

32.8 

20414 

32.6 

36-45 

80 

34.5 

16397 

26.2 

46-60 

60 

25.9 

17170 

27.4 

61  + 

8 

3.4 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

184 

79.3 

41213 

65.9 

Black 

22 

9.5 

12675 

20.3 

Hispanic 

22 

9.5 

5632 

9.0 

Asian 

2 

0.9 

1740 

2.8 

Other 

1 

0.4 

1231 

2.0 

Not  Reported 

1 

0.4 

81 

0.1 

Recipient 
Gender 

Female 

96 

41.4 

25078 

40.1 

Male 

136 

58.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

224 

96.6 

59783 

95.5 

Kidney  and  Pancreas 

8 

3.4 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

201 
31 

86.6 
13.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

8 
86 

3.4 
37.1 

19677 
23207 

31.4 
37.1 

6-10 

82 

35.3 

5736 

9.2 

11  + 

56 

24.1 

5280 

8.4 

inoi  ivcporicu 

n 
\j 

0  0 

1 0 

1  J.7 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

49 
92 

21.1 
39.7 

20469 
26645 

32.7 
42.6 

20-  79 

54 

23.3 

9976 

15.9 

80-100 

36 

15.5 

4277 

6.8 

Not  Reported 

1 

0.4 

1205 

1.9 
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L)      s  \  g-w  mi  t~\  rn 

IVT  (if  ■  Art  aI 

—  national  — 

Number 

% 

Number 

% 

Rodv  Mass  Index 

mJ\J\MJ     1*1(4             I  1 1  V 

0-20 

49 

21.1 

1 1726 

18.7 

21-25 

96 

41.4 

23821 

38.1 

26-30 

58 

25.0 

12454 

19.9 

31  + 

27 

11.6 

5762 

9.2 

Not  Reported 

2 

0.9 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

78 
26 

33.6 
11.2 

16923 
7349 

27.0 
11.7 

Systemic 

23 

9.9 

11759 

18.8 

Tubulointerstitial 

22 

9.5 

4233 

6.8 

Diabetes 

04 

21 .0 

1  a  a<o 

22. D 

Other  Diagnosis 

1  Q 
1  y 

a  9 
o.z 

S97  1 

jZ  1  I 

8  A 
5.4 

Not  Reported 

0 

A  A 

0.0 

0  mo 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

231 

99.6 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.4 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

39 
33 

16.8 
14.2 

9021 
8951 

14.4 
14.3 

1990 

37 

15.9 

9819 

15.7 

1991 

44 

19.0 

10077 

16.1 

1  QQ9 

1  77/ 

1A 

1  A  7 

1  m  ^7 

1 U  1  J  / 

1  f\  9 
1  O.Z 

A  Z. 

45 

1  n  a 
IV.  4 

1  A  C  A  H 

1454  / 

25.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

17 
136 

7.3 
58.6 

5716 
26528 

9.1 
42.4 

Not  Reported 

2 

0.9 

949 

1.5 

N/A*:  Yes 

18 

7.8 

7249 

11.6 

XT/ A  *•  XJn 

JO 

ZJ.U 

Z  1  JU7 

"?4  4 

XJ/A*-  Nnt  Rpnr>rtf>H 

in//\  .  iNui  iveporieu 

1 
1 

£9  1 
OZ  I 

1  .u 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

87 
68 

37.5 
29.3 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

40 

17.2 

12277 

19.6 

N/A*:  No 

37 

15.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Kansas  Medical  Center  -  Kansas  City  KS 
Provider  Number  170040  (KSUK) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

125  87.2  88.2 
125  83.1  83.1 
101     90.7  91.0 

56     98.2  91.4 
56     98.2  87.0 

181        181          17     90.6     89.2       1.4  0.53 
181        179         22     87.8     84.3      3.5  0.19 
101         93           9     90.7     91.0     -0.2  0.93 

3  Years  3 

75.4  75.6 

E'atieni  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

121     96.6  97.1 
121     93.2  94.5 
110     94.4  94.5 

56   100.0  97.9 
56   100.0  95.6 

175     174.0        4.0     97.7     97.4      0.3  0.79 
175      172.0        8.0     95.4     94.8      0.6  0.74 
110     103.5        6.0     94.4     94.5     -0.1  0.96 

3  Years  3 

88.0  89.3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Kansas  Medical  Center  -  Kansas  City  KS 
Provider  Number  170040  (KSUK) 


 Program   —  National  — 

Number  %      Number  % 


Total  Transplants  and  Percentages 

181 

100.0 

62572 

100.0 

Donor  Tvne 

Living 

10 

5.5 

14525 

23.2 

44 

24.3 

15624 

25.0 

Lauavti  ic    ivi  v  /  V 

50 

27.6 

13317 

21.3 

Cadaveric:  Other 

77 

42.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

\~\  n  n  n  f  A  i  t  i  * 

0-17 

46 

25.4 

10738 

17.2 

18-30 

69 

38.1 

19464 

31.1 

31-45 

43 

23.8 

18538 

29.6 

46-60 

21 

1 1.6 

1 1397 

18.2 

61  + 

2 

1.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

163 

90.1 

49654 

79.4 

Black 

10 

5.5 

6469 

10.3 

Hispanic 

6 

3.3 

4943 

7.9 

Asian 

1 

0.6 

801 

1.3 

Other 

1 

0.6 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

61 

33.7 

25808 

41.2 

Male 

120 

66.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

10 
0 

5.5 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

31 

17.1 

5889 

9.4 

Cadaveric:  12-21 

81 

44.8 

16112 

25.7 

Cadaveric:  22-31 

46 

25.4 

14287 

22.8 

Cadaveric:  32-41 

11 

6.1 

7669 

12.3 

Cadaveric:  42+ 

2 

1.1 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Propram  

Number 

% 

 National  — 

Number 

% 

Level  of 
Mismatch 

0 
1 

15 

7 

8.3 
3.9 

5935 
3484 

9.5 
5.6 

2 

36 

19.9 

9648 

15.4 

3 

47 

26.0 

16005 

25.6 

4 

52 

28.7 

14003 

22.4 

5 

20 

11.0 

8963 

14.3 

6 

3 

1.7 

3009 

4.8 

Not  Reported 

1 

0.6 

1525 

2.4 

Recipient  Age 

0-17 

4 

2.2 

3951 

6.3 

18-35 

65 

35.9 

20414 

32.6 

36-45 

55 

30.4 

16397 

26.2 

46-60 

50 

27.6 

17170 

27.4 

61  + 

7 

3.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

154 

85.1 

41213 

65.9 

Black 

20 

1 1.0 

12675 

20.3 

Hispanic 

4 

2.2 

5632 

9.0 

Asian 

1 

0.6 

1740 

2.8 

Other 

2 

1.1 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

VvCIIUCI 

Female 
Male 

72 
109 

39.8 
60.2 

25078 
37493 

40.1 
59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

181 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

156 

25 

86.2 
13.8 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransnlant 

ft     IV.ll    (Jil    l  1  /  I  it  1  I  l 

Transfusions 

o 

1-5 

74 
69 

40.9 
38.1 

19677 
23207 

31.4 
37.1 

6-10 

22 

12.2 

5736 

9.2 

1 1  + 

15 

8.3 

5280 

8.4 

Not  Reported 

i 

u.o 

SO  /z 

1  J  .7 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

50 
90 

27.6 
49.7 

20469 
26645 

32.7 
42.6 

20-  79 

29 

16.0 

9976 

15.9 

80-100 

12 

6.6 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

34 

18.8 

11726 

18.7 

21-25 

78 

43.1 

23821 

38.1 

26-30 

48 

26.5 

12454 

19.9 

31  + 

21 

1 1.6 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Glomerular 

64 

35.4 

16923 

27.0 

Cystic/Congenital 

29 

16.0 

7349 

11.7 

Systemic 

25 

13.8 

11759 

18.8 

Tubulointerstitial 

21 

11.6 

4233 

6.8 

Diabetes 

35 

19.3 

14059 

22.5 

Other  Diagnosis 

5 

2.8 

5271 

8.4 

Not  Reported 

2 

1.1 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

181 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

32 

17.7 

9021 

14.4 

1989 

29 

16.0 

8951 

14.3 

1990 

25 

13.8 

9819 

15.7 

1991 

29 

16.0 

10077 

16.1 

1992 

25 

13.8 

10157 

16.2 

1993-1994 

41 

22.7 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 

N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


18 

9.9 

5716 

9.1 

83 

45.9 

26528 

42.4 

0 

0.0 

949 

1.5 

20 

11.0 

7249 

11.6 

60 

33.1 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


41 

22.7 

13559 

21.7 

60 

33.1 

19634 

31.4 

27 

14.9 

12277 

19.6 

53 

29.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  LTNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Jewish  Hospital  -  Louisville  KY 
Provider  Number  180040  (KYJH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

262  91.2  89.6 
262  84.7  84.6 
222     92.6  91.8 

202     94.6  90.0 
202     89.6  84.9 

464       464        34    92.7     89.8      2.9  0.04* 
464       463         61     86.9     84.8      2.1  0.20 
222       210         16    92.6    91.8      0.9  0.62 

3  Years  3 

78.5  77.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

256     97.6  97.4 
256     92.8  94.9 
238     94.5  94.8 

199    98.7  97.6 
199    95.1  94.7 

446     445.0        8.5     98.1     97.5      0.6  0.40 
446     442.0      27.5     93.8     94.8     -1.0  0.33 
238     229.5       13.0     94.5     94.8     -0.4  0.79 

3  Years  3 

87.7  90.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Jewish  Hospital  -  Louisville  KY 
Provider  Number  180040  (KYJH) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

AdA 

i  no  n 

OA  J  1  L 

i  no  n 

Donor  Type 

Living 

94 

20.3 

14525 

23.2 

Cadaveric:  Stroke 

123 

26.5 

15624 

25.0 

Cadaveric:  MVA 

1  Uj 

99 
zz.o 

1 1ll  7 

9  1  1 

Cadaveric:  Other 

1  18. 

1  JO 

9Q  7 

Z7.  / 

1  y\Jj\) 

in  a 

Not  Reported 

4 

ft  0 

1  u 

0  1 
yj.  i 

Donor  Age 

0-17 

58 

12.5 

10738 

17.2 

18-30 

163 

35.1 

19464 

31.1 

31-45 

136 

29.3 

18538 

29.6 

46-60 

y1* 

9f>  1 

1  1  jy  1 

1  ft  9 
I  o.Z 

61  + 

1  1 

9  8 
Z.o 

Z  jy4 

1  8 
J.O 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

430 

92.7 

49654 

79.4 

Black 

22 

4.7 

6469 

10.3 

Hispanic 

5 

1.1 

4943 

7.9 

Asian 

3 

0.6 

801 

1.3 

Other 

2 

0.4 

620 

1.0 

Not  Reported 

2 

0.4 

85 

0.1 

Donor  Gender 

Female 

196 

42.2 

25808 

41.2 

Male 

268 

57.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

88 
0 

19.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.4 

551 

0.9 

Cadaveric:  0-11 

31 

6.7 

5889 

9.4 

Cadaveric:  12-21 

143 

30.8 

16112 

25.7 

Cadaveric:  22-31 

113 

24.4 

14287 

22.8 

Cadaveric:  32-41 

52 

11.2 

7669 

12.3 

Cadaveric:  42+ 

16 

3.4 

2519 

4.0 

Not  Reported 

19 

4.1 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

I  pvpI  r»f 

LC> v  I  UI 

Mismatch 

A 
U 

1 
1 

1A 

1  U.o 

7  1 
1  .J 

'sQI  ^ 

J7JJ 

1A9A 

Q  <\ 
y.j 

J.O 

I 

a  a 
94 

20.3 

yo4o 

1  C  A 

1  j  .4 

3 

132 

28.4 

16005 

25.6 

4 

107 

23.1 

14003 

22.4 

5 

37 

8.0 

8963 

14.3 

6 

7 

1.5 

3009 

4.8 

Not  Reported 

3 

0.6 

1525 

2.4 

Recipient  Age 

A    1  H 

U- 1  / 

1 

0.2 

3951 

6.3 

18-35 

168 

36.2 

20414 

32.6 

36-45 

143 

30.8 

16397 

26.2 

46-60 

124 

26.7 

17170 

27.4 

61  + 

28 

6.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

j67 

79.1 

41213 

65.9 

Black 

91 

19.6 

12675 

20.3 

Hispanic 

3 

0.6 

5632 

9.0 

Asian 

2 

0.4 

1740 

2.8 

Other 

1 

0.2 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

174 

37.5 

25078 

40.1 

Male 

290 

62.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

440 

94.8 

59783 

95.5 

Kidney  and  Pancreas 

24 

5.2 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

409 
55 

88.1 
11.9 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

109 
110 

23.5 
23.7 

19677 
23207 

31.4 
37.1 

6-10 

28 

6.0 

5736 

9.2 

11  + 

22 

4.7 

5280 

8.4 

Not  Reported 

195 

42.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

111 

257 

23.9 
55.4 

20469 
26645 

32.7 
42.6 

20-  79 

71 

15.3 

9976 

15.9 

80-100 

19 

4.1 

4277 

6.8 

Not  Reported 

6 

1.3 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

81 

17.5 

11726 

18.7 

21-25 

223 

48.1 

23821 

38.1 

26-30 

109 

23.5 

12454 

19.9 

31  + 

35 

7.5 

5762 

9.2 

Not  Reported 

16 

3.4 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

QQ 

yy 

£7 
0  / 

")  1  1 
L  1  .j 

1  A  A 
14.4 

1  ^QTI 

1  OyZj 

11AQ 
1 J4V 

L  /  .U 

1  1  7 
11./ 

Systemic 

97 

20.9 

11759 

18.8 

Tubulointerstitial 

24 

5.2 

4233 

6.8 

Diabetes 

115 

24.8 

14059 

22.5 

Other  Diagnosis 

40 

8.6 

5271 

8.4 

Not  Reported 

22 

4.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

461 

99.4 

59280 

94.7 

Hospitalized 

3 

0.6 

1917 

3.1 

ICl  J/I  ife  Sunnort 

o 

0.0 

469 

0.7 

o 

0.0 

906 

1 .4 

Year  of 
Transplant 

1  ClQQ 

i  yso 
1989 

46 

11/1 

1  1 .4 

9.9 

8951 

1  A  A 
14.4 

14.3 

1990 

57 

12.3 

9819 

15.7 

1991 

85 

18.3 

10077 

16.1 

1992 

82 

17.7 

10157 

16.2 

1993. 1994 

141 

30.4 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

1 1 

S  I 

179 

s.U 

38.6 

<;71  £ 

J  /  10 

26528 

O  1 

y.  1 

42.4 

Not  Reported 

6 

1.3 

949 

1.5 

N/A*:  Yes 

54 

11.6 

7249 

11.6 

N/A*:  No 

185 

39.9 

21509 

34.4 

N/A*:  Not  Reported 

3 

0.6 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

56 
166 

12.1 
35.8 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

68 

14.7 

12277 

19.6 

N/A*:  No 

174 

37.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 


77 -d 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Kosair  Children's  Hospital  -  Louisville  KY 
Provider  Number  180088  (KYKC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

19  89.5  88.9 
19  84.2  83.9 
16   100.0  89.1 

10     90.0  91.3 
10     80.0  86.8 

29        29          3     89.7     89.7     -0.0  0.99 
29         29           5     82.8     84.9     -2.1  0.74 
16         11           0   100.0     89.1     10.9  0.18 

3  Years  3 

84.2  74.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

17  100.0  99.0 
17  94.1  97.8 
16     93.0  98.3 

9   100.0  99.1 
9   100.0  97.5 

26       26.0        0.0   100.0     99.0       1.0  0.61 
26       26.0        1.0     96.2     97.7     -1.5  0.59 
16       13.0        1.0     93.0     98.3     -5.3  0.12 

3  Years  3 

87.6  96.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Kosair  Children's  Hospital  -  Louisville  KY 
Provider  Number  180088  (KYKC) 


 Program- 
Number 

0/ 

vo 

—  National 
Number 

0/ 

vo 

Total  Transplants  and  Percentages 

29 

100.0 

62572 

100.0 

Donor  Type 

Living 

17 

58.6 

14525 

23.2 

Cadaveric:  Stroke 

3 

10.3 

15624 

25.0 

Cadaveric:  MVA 

4 

13.8 

13317 

21.3 

Cadaveric:  Other 

5 

17.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

4 

13.8 

10738 

17.2 

18-30 

10 

34.5 

19464 

31.1 

5  1-43 

1 1 

37.9 

18538 

29.6 

46-60 

3 

10.3 

1 1397 

18.2 

61  + 

1 

3.4 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

25 

86.2 

49654 

79.4 

Black 

4 

13.8 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

16 

55.2 

25808 

41.2 

Male 

13 

44.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

17 
0 

58.6 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

6 

20.7 

16112 

25.7 

Cadaveric:  22-31 

3 

10.3 

14287 

22.8 

Cadaveric:  32-41 

2 

6.9 

7669 

12.3 

Cadaveric:  42+ 

1 

3.4 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

1 

2 

3.4 
6.9 

5935 
3484 

9.5 
5.6 

2 

9 

31.0 

9648 

15.4 

3 

1 1 

37.9 

16005 

25.6 

4 

2 

6.9 

14003 

22.4 

5 

3 

10.3 

8963 

14.3 

6 

1 

3.4 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

27 

93.1 

3951 

6.3 

18-35 

2 

6.9 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

21 

72.4 

41213 

65.9 

Black 

8 

27.6 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
fiender 

VJ  Via  \M  V  I 

Female 

9 

31.0 

25078 

40.1 

Male 

20 

69.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

29 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

25 
4 

86.2 
13.8 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

4 
13 

13.8 
44.8 

19677 
23207 

31.4 
37.1 

6-10 

2 

6.9 

5736 

9.2 

1 1  + 

10 

34.5 

5280 

8.4 

inch  rvcpui  icu 

o 

0  0 

867? 

1  J.7 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

24 

2 

82.8 
6.9 

20469 
26645 

32.7 
42.6 

20-  79 

2 

6.9 

9976 

15.9 

80-100 

1 

3.4 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

20 

69.0 

1 1726 

18.7 

21-25 

3 

10.3 

23821 

38.1 

26-30 

1 

3.4 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

5 

17.2 

8809 

14.1 

Primary 
Kidney 

D  IGAQ  G  A 

Glomerular 
Cystic/Congenital 

13 

9 

44.8 
31.0 

16923 
7349 

27.0 
11.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

4 

13.8 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

3 

10.3 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

24 
5 

82.8 
17.2 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

4 

4 

13.8 
13.8 

9021 
8951 

14.4 
14.3 

1990 

3 

10.3 

9819 

15.7 

1991 

7 

24.1 

10077 

16.1 

1992 

3 

10.3 

10157 

16.2 

1993-1994 

8 

27.6 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

4 
12 

13.8 
41.4 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

6 

20.7 

7249 

11.6 

N/A*:  No 

7 

24.1 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

14 

2 

48.3 
6.9 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

6 

20.7 

12277 

19.6 

N/A*:  No 

7 

24.1 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 

Survival  Report  for  University  of  Kentucky  Medical  Center  -  Lexington  KY 
Provider  Number  180067  (KYTJK) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- : 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

234  87.6  88.8 
234  81.6  83.9 
189     89.4  91.9 

118     83.7  90.3 
118     77.3  85.5 

352       350        48     86.3     89.3     -3.0  0.07 
352       344         69     80.2     84.4     -4.2  0.03* 
189       172         19     89.4     91.9     -2.5  0.22 

3  Years  3 

72.9  77.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

228     96.4  97.3 
228     91.4  94.9 
207     90.0  95.5 

116     96.3  97.9 
116     92.5  95.5 

336     331.8       12.0     96.4     97.5     -1.1  0.17 
336     323.8      27.0     91.8     95.1     -3.3  <0.01* 
207     194.5      20.0     90.0    95.5     -5.5  <0.01* 

3  Years  3 

82.3  90.6 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Kentucky  Medical  Center  -  Lexington  KY 
Provider  Number  180067  (KYUK) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

352 

100.0 

62572 

100.0 

Donor  Type 

Living 

83 

23.6 

14525 

23.2 

Cadaveric:  Stroke 

76 

21.6 

15624 

25.0 

Cadaveric:  MVA 

11 

21.9 

133  17 

21.3 

Cadaveric:  Other 

1 15 

32.7 

19030 

30.4 

Not  Reported 

i 
1 

0.3 

lb 

A  1 

U.  1 

Donor  Age 

0-17 

60 

17.0 

10738 

17.2 

18-30 

100 

28.4 

19464 

31.1 

31-45 

95 

27.0 

18538 

29.6 

46-60 

79 

22.4 

1   1  TAT 

1 1397 

1 8.2 

61  + 

1 7 

A  O 

4.8 

2394 

3.8 

KInt  R  pnnrtpH 

1 

0.3 

41 

0.1 

Donor  Race 

White 

321 

91.2 

49654 

79.4 

Black 

74 

fS  8 

i  n  3 

Hispanic 

s 

J 

1  4 

404 "3 

7  0 

Asian 

n 

\J 

0  ft 

801 

OVJ  1 

Other 

1 

1 

0  3 

67ft 

1  0 

Not  Reported 

1 

1 

85 

0  1 

U.  1 

Donor  Gender 

Female 

171 

48.6 

25808 

41.2 

Male 

181 

51.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

73 
1 

20.7 
0.3 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.3 

551 

0.9 

Cadaveric:  0-11 

19 

5.4 

5889 

9.4 

Cadaveric:  12-21 

74 

21.0 

16112 

25.7 

Cadaveric:  22-31 

87 

24.7 

14287 

22.8 

Cadaveric:  32-41 

35 

9.9 

7669 

12.3 

Cadaveric:  42+ 

15 

4.3 

2519 

4.0 

Not  Reported 

47 

13.4 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

23 
20 

6.5 
5.7 

5935 
3484 

9.5 
5.6 

2 

77 

21.9 

9648 

15.4 

3 

140 

39.8 

16005 

25.6 

4 

75 

21.3 

14003 

22.4 

5 

12 

3.4 

8963 

14.3 

6 

4 

1.1 

3009 

4.8 

Not  Reported 

1 

0.3 

1525 

2.4 

Recipient  Age 

0-17 

31 

8.8 

3951 

6.3 

18-35 

121 

34.4 

20414 

32.6 

36-45 

94 

26.7 

16397 

26.2 

46-60 

83 

23.6 

17170 

27.4 

61  + 

23 

6.5 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

320 

90.9 

41213 

65.9 

Black 

28 

8.0 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

3 

0.9 

1740 

2.8 

Other 

1 

0.3 

1231 

2.0 

inul  ixcpuricu 

yj 

u.u 

81 

O  1 

yj.  i 

Recipient 
Gender 

Female 

117 

33.2 

25078 

40.1 

Male 

OO.o 

CQ  Q 

jy.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

352 

100.0 

59783 

95.5 

PvlUIlLy  ulIU  t  UllLICub 

n 
yj 

0  0 

7789 

Previous  Kidney 
Transplant 

No 
Yes 

281 
71 

79.8 
20.2 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

T  1*  \  

Transfusions 

0 

1-5 

14 
214 

4.0 
60.8 

19677 
23207 

31.4 
37.1 

6-10 

32 

9.1 

5736 

9.2 

11  + 

27 

7.7 

5280 

8.4 

Not  Reported 

65 

18.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

159 
134 

45.2 
38.1 

20469 
26645 

32.7 
42.6 

20-  79 

43 

12.2 

9976 

15.9 

80-100 

15 

4.3 

4277 

6.8 

Not  Reported 

1 

0.3 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

58 

16.5 

11726 

18.7 

21-25 

114 

32.4 

23821 

38.1 

26-30 

72 

20.5 

12454 

19.9 

31  + 

34 

9.7 

5762 

9.2 

Not  Reported 

74 

21.0 

8809 

14.1 

Primary 

Kidney 

Disease 

vj  lumeru  lar 

\/ctii^/i    rtn  fr  at*i  i  1 
^ySUC/^UIlgcIlllal 

1  1  o 

JO 

JJ.U 
1  O.J 

I O7ZJ 

?7  n 

1  1  7 
i  1 .  / 

Systemic 

37 

10.5 

1 1759 

18.8 

Tubulointerstitial 

45 

12.8 

4233 

6.8 

Diabetes 

49 

13.9 

14059 

22.5 

Other  Diagnosis 

38 

10.8 

5271 

8.4 

Not  Reported 

9 

2.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

344 
1 

97.7 
0.3 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

3 

0.9 

469 

0.7 

Not  Renorted 

4 

1.1 

906 

1.4 

Year  of 
Transplant 

1  70S 

1989 

in 
54 

1  U.J 

15.3 

yVZ.  1 

8951 

1  A  A 

14.3 

1990 

61 

17.3 

9819 

15.7 

1991 

71 

20.2 

10077 

16.1 

1992 

55 

15.6 

10157 

16.2 

1993-1994 

74 

21.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Y  es 
No 

c.~i 

Oj 

117 

1  7  Q 

33.2 

S7 1  A 
J  /  I O 

26528 

Q  1 

y.  1 

42.4 

Not  Reported 

9 

2.6 

949 

1.5 

N/A*:  Yes 

81 

23.0 

7249 

11.6 

N/A*:  No 

77 

21.9 

21509 

34.4 

N/A*:  Not  Reported 

5 

1.4 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

154 

35 

43.8 
9.9 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

138 

39.2 

12277 

19.6 

N/A*:  No 

25 

7.1 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  Hospital  -  New  Orleans  LA 
Provider  Number  190035  (LANO) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

93  90.3  86.9 
93  76.3  80.3 
70     91.2  87.5 

51     88.2  90.6 
51     84.3  85.0 

144        144         15     89.6     88.2       1.4  0.60 
144        144         30     79.2     81.9     -2.8  0.38 
70         65          6     91.2     87.5      3.7  0.34 

3  Years  3 

69.7  70.2 

Patient  Sun  \\ al 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts/     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

91  97.8  97.1 
91  88.4  94.2 
80     89.8  94.5 

51     96.1  97.6 
51     93.8  94.8 

142     140.5        4.0     97.2     97.3     -0.1  0.94 
142     137.5       13.5     90.3     94.4     -4.1  0.03* 
80      76.0        8.0     89.8     94.5     -4.7  0.06 

3  Years  3 

79.4  89.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  Hospital  -  New  Orleans  LA 
Provider  Number  190035  (LANO) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

■%  A  A 

144 

t  AA  A 

100.0 

62572 

1  A  A  A 

100.0 

Donor  Type 

Living 

20 

13.9 

14525 

23.2 

Cadaveric:  Stroke 

34 

23.6 

15624 

25.0 

Cadaveric:  MVA 

28 

19.4 

133 17 

21.3 

Cadaveric:  Other 

62 

43.1 

19U3U 

3U.4 

Not  Reported 

U.U 

/O 

n  i 
U.  1 

Donor  Age 

0-17 

36 

25.0 

10738 

17.2 

18-30 

48 

33.3 

19464 

31.1 

31-45 

40 

27.8 

18538 

29.6 

46-60 

15 

1  A  A 

10.4 

I  1397 

1  o  o 
1  6.2 

61  + 

5 

3.5 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

108 

75.0 

49654 

79.4 

Black 

29 

20  1 

6469 

0"U7 

10.3 

Hispanic 

4 

2.8 

4943 

7.9 

Asian 

1 

1 

0  7 

801 

1.3 

Other 

2 

1  4 

620 

1.0 

Not  Reported 

0 

0  0 

85 

0.1 

Donor  Gender 

Female 

63 

43.8 

25808 

41.2 

Male 

81 

56.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

20 
0 

13.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

19 

13.2 

5889 

9.4 

Cadaveric:  12-21 

50 

34.7 

16112 

25.7 

Cadaveric:  22-31 

34 

23.6 

14287 

22.8 

Cadaveric:  32-41 

17 

11.8 

7669 

12.3 

Cadaveric:  42+ 

4 

2.8 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

n 
\j 

o 

A  0 

J7JJ 

Mismatch 

1 
i 

o 

A  9 

H.Z 

Z 

1  A  A 

1 4.0 

OA/1  Q 

1  ^  A 
I  3.4 

3 

37 

25.7 

16005 

25.6 

4 

45 

31.3 

14003 

22.4 

5 

20 

13.9 

8963 

14.3 

6 

5 

3.5 

3009 

4.8 

Not  Reported 

4 

2.8 

1525 

2.4 

Recipient  Age 

U-  1  / 

L 

1  A 

jVj  1 

O.J 

18-35 

53 

36.8 

20414 

32.6 

36-45 

34 

23.6 

16397 

26.2 

46-60 

48 

33.3 

17170 

27.4 

61  + 

7 

4.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

wnite 

0  1 

A  ">  A 

4Z.4 

A  1  O  1  *3 

4  I Z 1  j 

Black 

75 

52.1 

12675 

20.3 

Hispanic 

6 

4.2 

5632 

9.0 

Asian 

1 

0.7 

1740 

2.8 

Other 

1 

0.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

59 

41.0 

25078 

40.1 

Male 

85 

59.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

137 

95.1 

59783 

95.5 

Kidney  and  Pancreas 

7 

4.9 

2789 

4.5 

Previous  Kidney 

No 

131 

91.0 

54138 

86.5 

Transplant 

Yes 

13 

9.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

76 

52.8 

19677 

31.4 

Transfusions 

46 

1-5 

31.9 

23207 

37.1 

6-10 

18 

12.5 

5736 

9.2 

11  + 

4 

2.8 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

39 

27.1 

20469 

32.7 

toTransplant 

1-  19 

69 

47.9 

26645 

42.6 

20-  79 

29 

20.1 

9976 

15.9 

80-100 

6 

4.2 

4277 

6.8 

Not  Reported 

1 

0.7 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

31 

21.5 

11726 

18.7 

21-25 

56 

38.9 

23821 

38.1 

26-30 

26 

18.1 

12454 

19.9 

31  + 

26 

18.1 

5762 

9.2 

Not  Reported 

5 

3.5 

8809 

14.1 

Primarv 

Kidney 

Disease 

Glomerular 
Cvstic/Conpen  ital 

29 
8 

20.1 
5.6 

16923 
7349 

27.0 
1 1.7 

Systemic 

64 

44.4 

11759 

18.8 

Tubulointerstitial 

2 

1.4 

4233 

6.8 

Diabetes 

20 

13.9 

14059 

22.5 

Other  Diagnosis 

16 

11.1 

5271 

8.4 

Not  Reported 

5 

3.5 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

118 

23 

81.9 
16.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

1 

0.7 

469 

0.7 

Not  Reported 

2 

1.4 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

17 
18 

1 1 .8 

12.5 

9021 
8951 

14.4 
14.3 

1990 

15 

10.4 

9819 

15.7 

1991 

33 

22.9 

10077 

16.1 

1992 

30 

20.8 

10157 

16.2 

1993-1994 

31 

21.5 

14547 

23.2 

Oiiilvci^  in  First 

i/mi  y  313  ill  i  list 

Week  After 
Transplant* 

Yes 
No 

6 

53 

4.2 
36.8 

5716 
26528 

9.1 

42.4 

Not  Reported 

11 

7.6 

949 

1.5 

N/A*:  Yes 

20 

13.9 

7249 

11.6 

N/A*:  No 

50 

34.7 

21509 

34.4 

N/A*:  Not  Reported 

4 

2.8 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

25 
45 

17.4 
31.3 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

38 

26.4 

12277 

19.6 

N/A*:  No 

36 

25.0 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Ochsner  Foundation  Hospital  -  New  Orleans  LA 
Provider  Number  190036  (LAOF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

157  91.1  89.1 
157  84.1  83.4 
132     90.5  90.1 

82     93.9  92.6 
82     92.7  88.2 

239       239         19     92.1     90.3       1.7  0.36 
239       239         31     87.0     85.1       2.0  0.38 
132        120         12     90.5     90.1       0.4  0.87 

3  Years  3 

76.1  75.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

155     98.1  97.0 
155     96.8  94.1 
150     93.1  94.5 

82     97.5  98.0 
82     97.5  95.5 

236     233.5        5.0     97.9     97.3      0.5  0.62 
236     232.5        7.0     97.0     94.6      2.4  0.10 
150     141.0       10.0     93.1     94.5     -1.4  0.47 

3  Years  3 

90.1  88.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Ochsner  Foundation  Hospital  -  New  Orleans  LA 
Provider  Number  190036  (LAOF) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

239 

100.0 

62572 

100.0 

Donor  Type 

Living 

64 

26.8 

14525 

23.2 

Cadaveric:  Stroke 

40 

16.7 

15624 

25.0 

Cadaveric:  MVA 

42 

17.6 

13317 

21.3 

Cadaveric:  Other 

93 

38.9 

19030 

30.4 

Not  Reported 

0 

A  A 

0.0 

76 

0.1 

Donor  Age 

0-17 

41 

17.2 

10738 

17.2 

18-30 

84 

35.1 

19464 

31.1 

31-45 

70 

29.3 

18538 

29.6 

46-60 

40 

16.7 

1 1397 

18.2 

61  + 

4 

1.7 

2394 

3.8 

Xl^t  R  pnnrtpH 
1NUI  r\.t|JUl  LCU 

0 

0.0 

41 

0.1 

Donor  Race 

White 

180 

75.3 

49654 

79.4 

Black 

Hispanic 

•J 
J 

1  1 
1  .J 

AQA1 

7  Q 

Asian 

1 
1 

ft  A 

1  .J 

Other 

1 
1 

ft  A 

69f» 

i  n 

Not  Reported 

n 
U 

ft  0 

O  J 

U.  1 

Donor  Gender 

Female 

81 

33.9 

25808 

41.2 

Male 

158 

66.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

55 
0 

23.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

4 

1.7 

551 

0.9 

Cadaveric:  0-11 

11 

4.6 

5889 

9.4 

Cadaveric:  12-21 

80 

33.5 

16112 

25.7 

Cadaveric:  22-31 

53 

22.2 

14287 

22.8 

Cadaveric:  32-41 

23 

9.6 

7669 

12.3 

Cadaveric:  42+ 

2 

0.8 

2519 

4.0 

Not  Reported 

11 

4.6 

3935 

6.3 
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Program- 


--  National 


Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


Number 

% 

Number 

% 

0 

36 

15.1 

5935 

9.5 

1 

20 

8.4 

3484 

5.6 

2 

49 

20.5 

9648 

15.4 

3 

55 

23.0 

16005 

25.6 

4 

48 

20.1 

14003 

22.4 

5 

25 

10.5 

8963 

14.3 

6 

4 

1.7 

3009 

4.8 

Not  Reported 

2 

0.8 

1525 

2.4 

0-17 

3 

1.3 

3951 

6.3 

18-35 

74 

31.0 

20414 

32.6 

36-45 

72 

30.1 

16397 

26.2 

46-60 

72 

30.1 

17170 

27.4 

61  + 

18 

7.5 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

133 

55.6 

41213 

65.9 

Black 

94 

39.3 

12675 

20.3 

Hispanic 

5 

2.1 

5632 

9.0 

Asian 

2 

0.8 

1740 

2.8 

Other 

4 

1.7 

1231 

2.0 

Not  Reported 

1 

0.4 

81 

0.1 

r  ciuaic 

1  uO 

45  1 

25078 

40  1 

Male 

131 

54.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

KiHnpv  Alone 

223 

93.3 

59783 

95.5 

Kidney  and  Pancreas 

16 

6.7 

2789 

4.5 

No 

226 

94.6 

54138 

86.5 

Yes 

13 

5.4 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

0 

85 

35.6 

19677 

31.4 

1-5 

70 

29.3 

23207 

37.1 

6-10 

15 

6.3 

5736 

9.2 

11  + 

10 

4.2 

5280 

8.4 

Not  Reported 

59 

24.7 

8672 

13.9 

0 

92 

38.5 

20469 

32.7 

1-  19 

107 

44.8 

26645 

42.6 

20-  79 

29 

12.1 

9976 

15.9 

80-100 

10 

4.2 

4277 

6.8 

Not  Reported 

1 

0.4 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

45 

18.8 

1 1726 

18.7 

21-25 

101 

42.3 

23821 

38.1 

26-30 

57 

23.8 

12454 

19.9 

31  + 

30 

12.6 

5762 

9.2 

Not  Reported 

6 

2.5 

8809 

14.1 

Primary 

Glomerular 

50 

20.9 

16923 

27.0 

Kidney 

Cystic/Congenital 

20 

8.4 

7349 

1 1.7 

Systemic 

61 

25.5 

11759 

18.8 

Tubulointerstitial 

16 

6.7 

4233 

6.8 

Diabetes 

41 

17.2 

14059 

22.5 

Other  Diagnosis 

32 

13.4 

5271 

8.4 

Not  Reported 

19 

7.9 

2978 

4.8 

Recipient 

Not  Hospitalized 

230 

96.2 

59280 

94.7 

Description  at 
Transplant 

l~lnQnitfili7Prl 

g 

3.3 

1917 

3.1 

ICU/Life  Support 

1 

0.4 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

.  32 

13.4 

9021 

14.4 

Transplant 

1989 

32 

13.4 

8951 

14.3 

1990 

39 

16.3 

9819 

15.7 

1991 

46 

19.2 

10077 

16.1 

1992 

36 

15.1 

10157 

16.2 

1993-1994 

54 

22.6 

14547 

23.2 

Dialysis  in  First 

Yes 

48 

20.1 

5716 

9.1 

Week  After 

42.4 

Transplant* 

No 

75 

31.4 

26528 

Not  Reported 

9 

3.8 

949 

1.5 

N/A*:  Yes 

34 

14.2 

7249 

1 1.6 

N/A*:  No 

71 

29.7 

21509 

34.4 

N/A*:  Not  Reported 

2 

0.8 

621 

1.0 

Rejection  in 

Yes 

56 

23.4 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

76 

31.8 

19634 

31.4 

N/A*:  Yes 

36 

15.1 

12277 

19.6 

N/A*:  No 

71 

29.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Memorial  Medical  Center  -  New  Orleans  LA 
Provider  Number  190135  (LASB) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

25  92.0  86.2 
25  80.0  80.3 
20     94.7  86.8 

4     75.0  87.1 
4     75.0  82.1 

29         29          3     89.7     86.3      3.3  0.59 
29         29          6     79.3     80.6     -1.2  0.86 
20         18           1     94.7     86.8      7.9  0.30 

3  Years  3 

75.8  69.7 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  1,5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

24  100.0  97.3 
24  95.7  94.9 
22     95.2  95.5 

4     75.0  97.2 
4     75.0  95.3 

28       27.5         1.0     96.4     97.3     -0.9  0.77 
28      26.5        2.0     92.7     94.9     -2.2  0.59 
22       20.5         1.0     95.2     95.5     -0.3  0.95 

3  Years  3 

91.2  90.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Memorial  Medical  Center  -  New  Orleans  LA 
Provider  Number  190135  (LASB) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

29 

100.0 

62572 

100.0 

Donor  Type 

Living 

4 

13.8 

14525 

23.2 

Cadaveric:  Stroke 

8 

27.6 

15624 

25.0 

Cadaveric:  MVA 

6 

20.7 

13317 

21.3 

Cadaveric:  Other 

1 1 

37.9 

19030 

30.4 

Not  Reported 

0 

A  A 

0.0 

76 

A  1 

0.1 

Donor  Age 

0-17 

7 

24.1 

10738 

17.2 

18-30 

9 

31.0 

19464 

31.1 

31-45 

9 

31.0 

18538 

29.6 

46-60 

4 

13.8 

1 1397 

18.2 

0 

0.0 

2394 

3.8 

"Not  RpnnrtpH 

0 

0.0 

41 

0.1 

Donor  Race 

White 

19 

65.5 

49654 

79.4 

Black 

7 

/ 

1A  1 

0407 

1  ft  T. 

Hispanic 

i  ft  i 

4Q43 

1  9 

Asian 

n  ft 
v.yj 

Rftl 
oU  I 

1  .J 

Other 

u 

ft  ft 

1  ft 

Not  Reported 

u 

ft  ft 
yj.yj 

ft  1 
U.  1 

Donor  Gender 

Female 

10 

34.5 

25808 

41.2 

Male 

19 

65.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
0 

6.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

3.4 

551 

0.9 

Cadaveric:  0-11 

2 

6.9 

5889 

9.4 

Cadaveric:  12-21 

11 

37.9 

16112 

25.7 

Cadaveric:  22-31 

8 

27.6 

14287 

22.8 

Cadaveric:  32-41 

3 

10.3 

7669 

12.3 

Cadaveric:  42+ 

1 

3.4 

2519 

4.0 

Not  Reported 

1 

3.4 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 

0 

2 

6.9 

5935 

9.5 

Mismatch 

1 

0 

0.0 

3484 

5.6 

2 

4 

13.8 

9648 

15.4 

3 

8 

27.6 

16005 

25.6 

4 

10 

34.5 

14003 

22.4 

5 

3 

10.3 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

2 

6.9 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

17 

58.6 

20414 

32.6 

36-45 

4 

13.8 

16397 

26.2 

46-60 

6 

20.7 

17170 

27.4 

61  + 

2 

6.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

16 

55.2 

41213 

65.9 

Black 

10 

34.5 

12675 

20.3 

Hispanic 

1 

3.4 

5632 

9.0 

A  c  i  o  ri 

0 

0  0 

1740 

2  8 

Other 

1 

3.4 

1231 

2.0 

Not  Reported 

1 

3.4 

81 

0.1 

Recipient 

Female 

17 

58.6 

25078 

40.1 

Gender 

Male 

12 

41.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

29 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

20 

69.0 

54138 

86.5 

Transplant 

Yes 

9 

31.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

9 

31.0 

19677 

31.4 

m  t*Q ncfiicinnc 

1  I  allMUMUII> 

8 

27.6 

23207 

1-5 

37.1 

6-10 

1 

3.4 

5736 

9.2 

11  + 

2 

6.9 

5280 

8.4 

Not  Reported 

9 

31.0 

8672 

13.9 

Peak  PRA  Prior 

0 

3 

10.3 

20469 

32.7 

toTransplant 

1-  19 

14 

48.3 

26645 

42.6 

20-  79 

9 

31.0 

9976 

15.9 

80-100 

1 

3.4 

4277 

6.8 

Not  Reported 

2 

6.9 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

10 

34.5 

11726 

18.7 

21-25 

9 

31.0 

23821 

38.1 

26-30 

6 

20.7 

12454 

19.9 

31  + 

3 

10.3 

5762 

9.2 

Not  Reported 

1 

3.4 

8809 

14.1 

Primjirv 

M.    1  1111(11  J 

Cilnmpmlar 

V  J  1 V  7 1 1 1 V —  L  l.i  1  CI  1 

1 1 

37.9 

16923 

27.0 

Kidney 

LUScdSt 

Cystic/Congenital 

2 

6.9 

7349 

1 1.7 

Systemic 

11 

37.9 

11759 

18.8 

Tubulointerstitial 

4 

13.8 

4233 

6.8 

Diabetes 

14(159 

Other  Diagnosis 

1 

3.4 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 

Not  Hospitalized 

28 

96.6 

59280 

94.7 

Description  at 

A 
U 

u.u 

1  Q 1  7 

17  1  / 

Transplant 

Hospitalized 

i  i 
j.  i 

ICU/Life  Support 

1 

3.4 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1  \-  a  1  IM 

1988 

8 
o 

27  6 

9fP  1 

14.4 

Transplant 

1989 

3 

10.3 

8951 

14.3 

1990 

6 

20.7 

9819 

15.7 

1  QQ  1 
1  yy  1 

i 
j 

1  U.J 

I  uu  /  / 

1  0.  1 

1992 

6 

20.7 

10157 

16.2 

1993-1994 

3 

10.3 

14547 

23.2 

Dialvcic  in  Rirct 
u\<\\y  s>\?>  in  i  ii  9i 

Yes 

7 

24.1 

5716 

9.1 

Week  After 

13 

44.8 

26528 

42.4 

Transplant* 

No 

Not  Reported 

0 

0.0 

949 

1.5 

IN/ r\    .   I  cS 

1  J  .0 

\  1  .o 

N/A*:  No 

5 

17.2 

21509 

34.4 

N/A*:Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

12 

41.4 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

8 

27.6 

19634 

31.4 

N/A*:  Yes 

6 

20.7 

12277 

19.6 

N/A*:  No 

3 

10.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Provider  Number  190041  (LASM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

73  90.4  88.4 
73  84.7  82.1 
57     83.5  87.7 

34     88.2  89.9 
34     84.9  84.3 

107       106         11     89.7     88.9      0.8  0.79 
107       102         16     84.8     82.8      2.0  0.58 
57         52          9     83.5     87.7     -4.2  0.32 

3  Years  3 

70.7  72.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  I>5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

71  97.2  96.8 
71  95.6  93.7 
60     89.4  93.9 

34   100.0  97.2 
34   100.0  93.9 

105     101.0        2.0     98.1     96.9       1.1  0.50 
105      92.5        3.0     96.9     93.7      3.2  0.18 
60       52.0        6.0     89.4     93.9     -4.4  0.16 

3  Years  3 

85.5  87.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Schumpert  Medical  Center  -  Shreveport  LA 
Provider  Number  190041  (LASM) 


1     ■  \J  EL  I  €-4  111 

Number 

% 

 National 

1  1(11  wKJ  1 1  4.9  U 

Number 

% 

Total  Transplants  and  Percentages 

107 

100.0 

62572 

100.0 

rv  np  

Donor  Type 

Living 

26 

24.3 

14525 

23.2 

Cadaveric:  Stroke 

30 

28.0 

15624 

25.0 

Cadaveric:  MVA 

15 

14.0 

13317 

21.3 

Cadaveric:  Other 

36 

33.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

20 

18.7 

10738 

17.2 

18-30 

22 

20.6 

19464 

31.1 

31-45 

39 

36.4 

18538 

29.6 

46-60 

23 

21.5 

11397 

18.2 

61  + 

3 

2.8 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

UVUUl  IVdtC 

W  11 IIC 

82 

76.6 

49654 

79.4 

19 

17.8 

6469 

10.3 

4 

3.7 

4943 

7.9 

Asian 

1 

0.9 

801 

1.3 

1 

0.9 

620 

1.0 

iNoi  ixeponca 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

/IB 

AA  Q 

Zjouo 

A  1  1 

Male 

CQ 

J  J.  1 

JO  /OZ 

Jo.o 

Not  Reported 

U 

u.u 

z 

u.u 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

25 
1 

23.4 
0.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

10 

9.3 

5889 

9.4 

Cadaveric:  12-21 

40 

37.4 

16112 

25.7 

Cadaveric:  22-31 

22 

20.6 

14287 

22.8 

Cadaveric:  32-41 

6 

5.6 

7669 

12.3 

Cadaveric:  42+ 

3 

2.8 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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■  ■  uti  a  lit 

.  National  

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

6 
4 

5.6 
3.7 

5935 
3484 

9.5 
5.6 

2 

14 

13.1 

9648 

15.4 

3 

32 

29  9 

16005 

25.6 

4 

22 

20.6 

14003 

22.4 

5 

19 

17.8 

8963 

14.3 

6 

9 

8.4 

3009 

4.8 

Not  Reported 

1 

0.9 

1525 

2.4 

Recipient  Age 

0-17 

2 

1.9 

3951 

6.3 

1 8-35 

36 

33  6 

20414 

32  6 

36-45 

26 

24.3 

16397 

26.2 

46-60 

30 

28.0 

17170 

27.4 

61  + 

13 

12.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

55 

51.4 

41213 

65.9 

Rlark 

44 

41  1 

"1.1 

12675 

20  3 

Hispanic 

8 

7.5 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

\j  cllUcI 

Female 

35 

32.7 

25078 

40.1 

Male 

72 

67.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

107 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

100 
7 

93.5 
6.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretra  nsnla  nt 
Transfusions 

o 

1-5 

43 
49 

40.2 
45.8 

19677 
23207 

31.4 
37.1 

6-10 

9 

8.4 

5736 

9.2 

1 1  + 

6 

5  6 

5280 

8.4 

in  ox  Keponea 

n 

u.u 

SO  // 

1  1  Q 

Peak  PRA  Prior 
toTranspIant 

0 

1-  19 

67 
27 

62.6 
25.2 

20469 
26645 

32.7 
42.6 

20-  79 

11 

10.3 

9976 

15.9 

80-100 

2 

1.9 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

15 

14.0 

11726 

18.7 

21-25 

53 

49.5 

23821 

38.1 

26-30 

26 

24.3 

12454 

19.9 

31  + 

13 

12.1 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

35 
8 

32.7 

7.5 

16923 
7349 

27.0 
11.7 

Systemic 

32 

29.9 

11759 

18.8 

Tubulointerstitial 

7 

6.5 

4233 

6.8 

Diabetes 

20 

18.7 

14059 

22.5 

Other  Diagnosis 

3 

2.8 

5271 

8.4 

Not  Reported 

2 

1.9 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

101 

6 

94.4 
5.6 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

18 
12 

16.8 
11.2 

9021 
8951 

14.4 
14.3 

1990 

22 

20.6 

9819 

15.7 

1991 

16 

15.0 

10077 

16.1 

1992 

19 

17.8 

10157 

16.2 

1993-1994 

20 

18.7 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

13 
44 

12.1 
41.1 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

5 

4.7 

7249 

11.6 

N/A*:  No 

45 

42.1 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

34 

23 

31.8 
21.5 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

37 

34.6 

12277 

19.6 

N/A*:  No 

13 

12.1 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

40  75.0  85.7 
40  64.5  78.7 
25     76.0  83.3 

40         40         10     75.0     85.7    -10.7  0.05 
40         39         14     64.5     78.7    -14.2  0.03* 
25         25          6     76.0     83.3     -7.3  0.32 

3  Years  3 

49.0  65.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

39  97.3  96.8 
39  91.6  94.0 
35     94.0  93.7 

39       36.5         1.0     97.3     96.8      0.5  0.85 
39      35.5        3.0     91.6     94.0     -2.3  0.58 
35       33.5        2.0     94.0     93.7      0.4  0.90 

3  Years  3 

86.2  88.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Louisiana  State  University  Medical  Center  -  Shreveport  LA 
Provider  Number  190098  (LASU) 


 Program- 
Number 

o/ 
/o 

—  National 
Number 

0/ 

Vo 

Total  Transplants  and  Percentages 

inn  o 

inn  n 

1  uu.u 

Donor  Type 

Living 

2 

5.0 

14525 

23.2 

Cadaveric:  Stroke 

7 

17.5 

15624 

25.0 

Cadaveric:  MVA 

1  7 

47  S 

13317 

71  "3 
_  i .  j 

Cadaveric:  Other 

1  4 

IS  ft 

J  J.v 

1  Qft^ft 

"}ft  4 

Not  Reported 

o 

0  0 

76 

0.1 

Donor  Age 

0-17 

13 

32.5 

10738 

17.2 

18-30 

14 

35.0 

19464 

31.1 

31-45 

9 

22.5 

18538 

29.6 

46-60 

A 
t 

i  u.u 

1  1  "?Q7 

1  8  7 

61  + 

u 

ft  ft 
u.u 

J  .0 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

30 

75.0 

49654 

79.4 

Black 

6 

15.0 

6469 

10.3 

Hispanic 

2 

5.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

2 

5.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

22 

55.0 

25808 

41.2 

Male 

18 

45.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
0 

5.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

6 

15.0 

5889 

9.4 

Cadaveric:  12-21 

12 

30.0 

16112 

25.7 

Cadaveric:  22-31 

12 

30.0 

14287 

22.8 

Cadaveric:  32-41 

6 

15.0 

7669 

12.3 

Cadaveric:  42+ 

2 

5.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 

84 -b 


1997  Center  Specific  Report 


Kidney  Volume 


 Propram  

M     I  Kill 

 National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

1 

4 

2.5 
10.0 

5935 
3484 

9.5 
5.6 

2 

6 

15.0 

9648 

15.4 

3 

14 

35.0 

16005 

25.6 

4 

8 

20.0 

14003 

22.4 

5 

5 

12.5 

8963 

14.3 

6 

2 

5.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

1 

2.5 

3951 

6.3 

18-35 

16 

40.0 

20414 

32.6 

36-45 

11 

27.5 

16397 

26.2 

46-60 

12 

30.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

14 

35.0 

41213 

65.9 

Black 

25 

62.5 

12675 

20.3 

Hispanic 

1 

2.5 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

VltllULI 

Female 

16 

40.0 

25078 

40.1 

Male 

24 

60.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

40 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

35 
5 

87.5 
12.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransnlant 

R    1  V  11  ill!  J  I J  lil  II  I 

Transfusions 

0 

1-5 

3 
21 

7.5 
52.5 

19677 
23207 

31.4 
37.1 

6-10 

8 

20.0 

5736 

9.2 

11  + 

8 

20.0 

5280 

8.4 

in  oi  tvcponeu 

V 

u.u 

CAT) 
60  /Z 

1  "5  Q 
1  J.  y 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

4 
24 

10.0 
60.0 

20469 
26645 

32.7 
42.6 

20-  79 

9 

22.5 

9976 

15.9 

80-100 

3 

7.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 

84 -c 


1997  Center  Specific  Report 


Kidney  Volume 


Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Number 

% 

Number 

% 

0-20 

6 

15.0 

11726 

18.7 

21-25 

11 

27.5 

23821 

38.1 

26-30 

9 

22.5 

12454 

19.9 

31  + 

5 

12.5 

5762 

9.2 

Not  Reported 

9 

22.5 

8809 

14.1 

Glomerular 

9 

22.5 

16923 

27.0 

Cystic/Congenital 

3 

7.5 

7349 

11.7 

Systemic 

17 

42.5 

11759 

18.8 

Tubulointerstitial 

0 

0.0 

4233 

6.8 

Diabetes 

10 

25.0 

14059 

22.5 

Other  Diagnosis 

1 

2.5 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Not  Hospitalized 

34 

85.0 

59280 

94.7 

Hospitalized 

5 

12.5 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

2.5 

906 

1.4 

1988 

27 

67.5 

9021 

14.4 

1989 

13 

32.5 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

0 

0.0 

14547 

23.2 

Yes 

9 

22.5 

5716 

9.1 

No 

14 

35.0 

26528 

42.4 

Not  Reported 

2 

5.0 

949 

1.5 

N/A*:  Yes 

8 

20.0 

7249 

1 1.6 

N/A*:  No 

5 

12.5 

21509 

34.4 

N/A*:  Not  Reported 

2 

5.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


8 

20.0 

13559 

21.7 

17 

42.5 

19634 

31.4 

9 

22.5 

12277 

19.6 

6 

15.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Tulane  University  Medical  Center  -  New  Orleans  LA 
Provider  Number  190176  (LATU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

149  89.3  89.8 
149  84.6  84.7 
126     80.0  87.3 

103     90.3  90.8 
103     85.4  85.9 

252       252         26     89.7     90.2     -0.5  0.78 
252       252         38     84.9     85.2     -0.3  0.90 
126       124        25     80.0     87.3     -7.3  0.01* 

3  Years  3 

67.7  73.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

145     98.6  97.9 
145     95.7  96.0 
136     96.9  96.2 

102     99.0  98.2 
102     97.9  96.2 

240     238.0        3.0     98.7     98.1      0.7  0.44 
240     229.0        8.0     96.6     96.1      0.5  0.68 
136     124.0        4.0     96.9    96.2      0.7  0.67 

3  Years  3 

92.8  92.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Tulane  University  Medical  Center  -  New  Orleans  LA 
Provider  Number  190176  (LATU) 


 Program-- 

0/ 

/o 

—  National 
numDtr 

0/ 

/o 

Total  Transplants  and  Percentages 

252 

100.0 

62572 

100.0 

Donor  Type 

Living 

100 

39.7 

14525 

23.2 

Cadaveric:  Stroke 

32 

12.7 

15624 

25.0 

Cadaveric:  MVA 

56 

22.2 

13317 

21.3 

Cadaveric:  Other 

64 

25.4 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

41 

16.3 

10738 

17.2 

18-30 

114 

45.2 

19464 

31.1 

j  1-4  j 

75 

29.8 

1  o  o  o 

18538 

29.6 

46-60 

22 

8.7 

1 1397 

18.2 

61  + 

o 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

179 

71.0 

49654 

79.4 

Black 

64 

25.4 

6469 

10.3 

Hispanic 

6 

2.4 

4943 

7.9 

Asian 

2 

0.8 

801 

1.3 

Other 

1 

0.4 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

102 

40.5 

25808 

41.2 

Male 

150 

59.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

98 
1 

38.9 
0.4 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.4 

551 

0.9 

Cadaveric:  0-11 

10 

4.0 

5889 

9.4 

Cadaveric:  12-21 

94 

37.3 

16112 

25.7 

Cadaveric:  22-31 

41 

16.3 

14287 

22.8 

Cadaveric:  32-41 

6 

2.4 

7669 

12.3 

Cadaveric:  42+ 

1 

0.4 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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Program- 


—  National  — 


Level  of 
Mismatch 


Recipient  Age 


Recipient  Race 


Recipient 
Gender 


Procedure  Type 


Previous  Kidney 
Transplant 


Pretransplant 
Transfusions 


Peak  PRA  Prior 
toTransplant 


Number 

% 

Number 

% 

o 

21 

8.3 

5935 

9.5 

1 

15 

6.0 

3484 

5.6 

2 

51 

20.2 

9648 

15.4 

3 

86 

34.1 

16005 

25.6 

4 

66 

26.2 

14003 

22.4 

5 

7 

2.8 

8963 

14.3 

6 

4 

1.6 

3009 

4.8 

Not  Reported 

2 

0.8 

1525 

2.4 

0-17 

63 

25.0 

3951 

6.3 

18-35 

80 

31.7 

20414 

32.6 

36-45 

56 

22.2 

16397 

26.2 

46-60 

45 

17.9 

17170 

27.4 

61  + 

8 

3.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

White 

112 

44.4 

41213 

65.9 

Black 

136 

54.0 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

2 

0.8 

1740 

2.8 

Other 

I 

U.S 

\li  1 

z.U 

Not  Reported 

0 

0.0 

81 

0.1 

Female 

1  A  C 

105 

A  1  *7 

41.7 

or  Ann 

25078 

A  f\  1 

40. 1 

Male 

147 

58.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Kidney  Alone 

no  a 

ys.4 

yj.j 

Kidney  and  Pancreas 

4 

1.6 

2789 

4.5 

No 

209 

82.9 

54138 

86.5 

Yes 

43 

17.1 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

0 

67 

26.6 

19677 

31.4 

1-5 

92 

36.5 

23207 

37.1 

6-10 

46 

18.3 

5736 

9.2 

11  + 

41 

16.3 

5280 

8.4 

Not  Reported 

6 

2.4 

8672 

13.9 

0 

46 

18.3 

20469 

32.7 

1-  19 

148 

58.7 

26645 

42.6 

20-  79 

47 

18.7 

9976 

15.9 

80-100 

11 

4.4 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

66 

26.2 

11726 

18.7 

21-25 

99 

39.3 

23821 

38.1 

26-30 

51 

20.2 

12454 

19.9 

31  + 

36 

14.3 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

1   i  1 1 1 U  tl  1  y 

f~i  Inmpri  1 1  t\y 

VJ  !  1  U  1  I  *_  !  14  1G1 

56 

22.2 

16923 

77  0 

Kidney 
Disease 

^  y  oiiw  v_uiiiicii  iidi 

37 

14  7 

It.  / 

7349 

1  1  7 
it./ 

Systemic 

80 

31.7 

11759 

18.8 

Tubulointerstitial 

21 

8.3 

4233 

6.8 

LMdDclcS 

9Q 

1 1  s 

1  4f)^Q 

ZZ.J 

Other  Diagnosis 

25 

9.9 

5271 

8.4 

Not  Reported 

4 

1.6 

2978 

4.8 

Recipient 

Not  Hospitalized 

250 

99.2 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

Z 

A  O 
U.O 

inn 

[y  1  / 

"3  1 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Vpq  i*  nf 
I  L  <1  1  UI 

1  088 

1  700 

1  1  Q 

i  i  .y 

QO?  1 

1 4  4 

Transplant 

1989 

31 

12.3 

8951 

14.3 

1990 

37 

14.7 

9819 

15.7 

i  no  1 
1  yy  1 

Jo 

1  AAT7 
1UU  /  / 

i  £  i 
lo.l 

1992 

44 

17.5 

10157 

16.2 

1993-1994 

72 

28.6 

14547 

23.2 

nici  1  v c  it  in  \*  i  ret 
l/I<JI>M>  III   r  II  M 

I  Co 

9  1 

y .  i 

Week  After 

87 

26528 

42.4 

Transplant* 

No 

34.5 

Not  Reported 

8 

3.2 

949 

1.5 

in/a  .  Yes 

zy 

1 1  ^ 
1 1  .j 

79/1Q 
/ZhV 

1  1  .o 

N/A*:  No 

97 

38.5 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

42 

16.7 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

84 

33.3 

19634 

31.4 

N/A*:  Yes 

45 

17.9 

12277 

19.6 

N/A*:  No 

81 

32.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Survival  Report  for  Willis-Knighton  Medical  Center  -  Shreveport  LA 
Provider  Number  190111  (LAWK) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

98  90.8  88.2 
98  85.7  82.2 
84     88.9  86.7 

88     88.6  89.7 
88     80.7  84.0 

186       186         19     89.8     88.9      0.9  0.70 
186       186         31     83.3     83.1      0.3  0.93 
84         77          9     88.9     86.7      2.2  0.54 

3  Years  3 

76.2  71.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

98  96.9  97.3 
98  92.7  94.7 
91     89.8  94.4 

87     98.8  97.8 
87     95.3  95.4 

184     181.0        4.0     97.8     97.5      0.3  0.82 
184     179.0       11.0     93.9    95.0     -1.1  0.50 
91       88.0        9.0     89.8     94.4     -4.6  0.06 

3  Years  3 

83.3  89.3 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Willis-Knighton  Medical  Center  -  Shreveport  LA 
Provider  Number  190111  (LAWK) 


 Program- 
Number 

% 

—  National 
Number 

1  ^  W  111  a  /  V  I 

% 

Total  Transplants  and  Percentages 

186 

100.0 

62572 

100.0 

Donor  Type 

Living 

11 

5.9 

14525 

23.2 

Cadaveric:  Stroke 

J  o 

90  4 

1  5694 

Cadaveric:  MVA 

48 

25.8 

13317 

21.3 

Cadaveric:  Other 

89 

47.8 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

47 

25.3 

10738 

17.2 

18-30 

74 

39.8 

19464 

31.1 

31-45 

44 

93  7 

1 8538 

99  6 

46-60 

21 

11.3 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

133 

71.5 

49654 

79.4 

Black 

46 

24.7 

6469 

10.3 

Hispanic 

5 

2.7 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

2 

1.1 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

74 

39.8 

25808 

41.2 

Male 

112 

60.2 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

11 

0 

5.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

22 

11.8 

5889 

9.4 

Cadaveric:  12-21 

87 

46.8 

16112 

25.7 

Cadaveric:  22-31 

49 

26.3 

14287 

22.8 

Cadaveric:  32-41 

15 

8.1 

7669 

12.3 

Cadaveric:  42+ 

2 

1.1 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 lldUUIldl  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

10 

5 

5.4 
2.7 

5935 
3484 

9.5 
5.6 

2 

28 

15.1 

9648 

15.4 

J 

Z7.U 

1  UUUJ 

Z  J  .u 

4 

67 

36.0 

14003 

22.4 

5 

16 

8.6 

8963 

14.3 

6 

3 

1.6 

3009 

4.8 

Not  Reported 

3 

1.6 

1525 

2.4 

Recipient  Age 

0-17 

4 

2.2 

3951 

6.3 

I  o-J-> 

oj 

7  fid  i  d 

JZ.O 

36-45 

54 

29.0 

16397 

26.2 

46-60 

57 

30.6 

17170 

27.4 

61  + 

6 

3.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

72 

38.7 

41213 

65.9 

1 17 

1  1  z 

ou.z 

1  767^ 
1  ZO  ID 

ZU.  J 

Hispanic 

2 

1.1 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

m      a  n  M  n  i* 

Female 

62 

33.3 

25078 

40.1 

Male 

124 

66.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

186 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

155 
31 

83.3 
16.7 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

n 
u 

1-5 

Q1 

7J 

61 

32.8 

23207 

T,  1  d 

37.1 

17 

9  1 

.7.  1 

5736 

9  2 

1    1  _L_ 

1  1  + 

1  A 

JZoU 

ft  A 

Not  Reported 

i 

1 

0.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

34 
112 

18.3 
60.2 

20469 
26645 

32.7 
42.6 

20-  79 

29 

15.6 

9976 

15.9 

80-100 

11 

5.9 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National 

— 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

35 

18.8 

ll  726 

18.7 

21-25 

73 

39.2 

23821 

38.1 

26-30 

53 

28.5 

12454 

19.9 

*>  1  i 

31  + 

25 

13.4 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

34 
14 

18.3 
7.5 

16923 
7349 

27.0 
11.7 

Systemic 

91 

48.9 

1 1 759 

18.8 

Tubulointerstitial 

3 

1.6 

4233 

6.8 

Diabetes 

27 

14.5 

14059 

22.5 

Other  Diagnosis 

14 

7.5 

527 1 

8.4 

Not  Reported 

3 

1.6 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

184 

2 

98.9 
l.l 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

0 

11 

0.0 
5.9 

902 1 
895 1 

14.4 
14.3 

1990 

36 

19.4 

9819 

15.7 

1991 

35 

18.8 

10077 

16.1 

1992 

40 

21.5 

10157 

16.2 

1993-1994 

64 

34.4 

14547 

23.2 

Dialysis  in  First 
Weel<  After 
Transplant* 

Yes 
No 

10 

74 

5.4 
39.8 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

35 

18.8 

7249 

11.6 

N/A*:  No 

66 

35.5 

21 509 

34.4 

N/A*:  Not  Reported 

1 

0.5 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

24 
60 

12.9 
32.3 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

78 

41.9 

12277 

19.6 

N/A*:  No 

24 

12.9 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30,  1994 

Survival  Report  for  Beth  Israel  Hospital  -  Boston  MA 
Provider  Number  220086  (MABI) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

108  87.0  88.1 
108  82.3  83.2 
87     95.4  92.3 

50     92.0  90.4 
50     90.0  85.5 

158       158         18     88.6     88.8     -0.2  0.93 
158        157         24     84.8     84.0      0.8  0.78 
87         86          4     95.4     92.3      3.1  0.27 

3  Years  3 

78.5  76.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

106     96.1  97.4 
106     93.2  94.9 
97     99.0  95.7 

50   100.0  97.5 
50     97.9  94.4 

152     150.7        4.0     97.3     97.4     -0.1  0.97 
152     149.7        8.0     94.7     94.8     -0.1  0.96 
97      95.5         1.0     99.0     95.7      3.2  0.11 

3  Years  3 

92.2  90.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Beth  Israel  Hospital  -  Boston  MA 
Provider  Number  220086  (MABI) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

158 

100.0 

62572 

100.0 

Donor  Type 

Living 

41 

25.9 

14525 

23.2 

Cadaveric:  Stroke 

35 

22.2 

15624 

25.0 

Cadaveric:  MVA 

43 

27.2 

133 17 

21.3 

Cadaveric:  Other 

39 

24.7 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

16 

10.1 

10738 

17.2 

18-30 

54 

34.2 

19464 

31.1 

31-45 

42 

26.6 

18538 

29.6 

46-60 

40 

25.3 

1 1397 

18.2 

61  + 

6 

3.8 

2394 

3.8 

1NUI  TvCUUl  ICU 

0 

0.0 

41 

0.1 

Donor  Race 

White 

147 

93.0 

49654 

79.4 

Black 

j 

J.Z. 

O^Oy 

l  U.J 

Hispanic 

z 

AQA1 

7  Q 

Asian 

-j 
j 

1  Q 

SO  1 
ou  1 

1 .  J 

Other 

i 

u.o 

ozu 

1  .u 

Not  Reported 

u 

u.u 

OJ 

U.  1 

Donor  Gender 

Female 

73 

46.2 

25808 

41.2 

Male 

85 

53.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

40 
0 

25.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

29 

18.4 

5889 

9.4 

Cadaveric:  12-21 

37 

23.4 

16112 

25.7 

Cadaveric:  22-31 

26 

16.5 

14287 

22.8 

Cadaveric:  32-41 

8 

5.1 

7669 

12.3 

Cadaveric:  42+ 

4 

2.5 

2519 

4.0 

Not  Reported 

14 

8.9 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

25 
3 

15.8 
1.9 

5935 
3484 

9.5 
5.6 

2 

17 

10.8 

9648 

15.4 

3 

28 

17.7 

16005 

25.6 

4 

31 

19.6 

14003 

22.4 

5 

29 

18.4 

8963 

14.3 

6 

18 

11.4 

3009 

4.8 

Not  Reported 

7 

4.4 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

72 

45.6 

20414 

32.6 

36-45 

34 

21.5 

16397 

26.2 

46-60 

43 

27.2 

17170 

27.4 

61  + 

9 

5.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

138 

87.3 

41213 

65.9 

Black 

11 

7.0 

12675 

20.3 

Hispanic 

5 

3.2 

5632 

9.0 

Asian 

2 

1.3 

1740 

2.8 

Other 

2 

1.3 

1231 

2.0 

Mnt  RpnnrtpH 

0  0 

81 

O  1 

0  1 

Recipient 
Gender 

Female 

60 

38.0 

25078 

40.1 

Male 

OR 
yo 

uz.u 

SO  Q 

jy.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

146 

92.4 

59783 

95.5 

KiHnpv  and  Panrrpa^ 

12 

7  6 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

129 

29 

81.6 
18.4 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

109 
21 

69.0 
13.3 

19677 
23207 

31.4 
37.1 

6-10 

4 

2.5 

5736 

9.2 

11  + 

1 

0.6 

5280 

8.4 

Not  Reported 

23 

14.6 

8672 

13.9 

Peak  PRA  Prior 
toTranspIant 

0 

1-  19 

24 
97 

15.2 
61.4 

20469 
26645 

32.7 
42.6 

20-  79 

27 

17.1 

9976 

15.9 

80-100 

10 

6.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 


Number 

% 

Number 

% 

0-20 

8 

5.1 

11726 

18.7 

7  1  7  e 
Z  1  -ZJ 

on 
zU 

1  7  7 
1Z.  / 

7  "3  9.7  1 
ZJOZ  I 

■JO  1 
JO.  1 

ZO-jU 

7 

4  4 

1 94S4 

1  Q  Q 

"\  1  + 
J  1  i 

7 
z 

1  .J 

J  /  oz 

Q  9 

7.Z 

Not  Reported 

1  7  1 

Iz  1 

/O.O 

9  9AQ 

1/11 

14. 1 

Glomerular 

51 

32.3 

16923 

27.0 

Cystic/Congenital 

21 

13.3 

7349 

11.7 

oysiemic 

1  o 

1  U.  1 

1  1  7SQ 

1  1  /  J7 

1  8  8 
1  O.O 

Tubulointerstitial 

10 

6.3 

4233 

6.8 

Diabetes 

19 

12.0 

14059 

22.5 

Other  Diagnosis 

31 

19.6 

5271 

8.4 

Not  Reported 

10 

6.3 

2978 

4.8 

Not  Hospitalized 

157 

99.4 

59280 

94.7 

Hospitalized 

1 

0.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

20 

12.7 

9021 

14.4 

I9o9 

iU 

inn 

one  1 
»9j  1 

1  A  1 

14.3 

1990 

23 

14.6 

9819 

15.7 

1991 

28 

17.7 

10077 

16.1 

1992 

22 

13.9 

10157 

16.2 

1993-1994 

35 

22.2 

14547 

23.2 

Yes 

11 

7.0 

5716 

9.1 

l\In 

1  o 

48  1 

HO.  1 

96S98 

4?  4 

HZ,  ,H 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

23 

14.6 

7249 

11.6 

N/A*:  No 

48 

30.4 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Yes 

41 

25.9 

13559 

21.7 

No 

46 

29.1 

19634 

31.4 

N/A*:  Yes 

34 

21.5 

12277 

19.6 

N/A*:  No 

37 

23.4 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Baystate  Medical  Center  -  Springfield  MA 
Provider  Number  220077  (MABS) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

122  89.3  88.3 
122  85.2  83.1 
104     91.2  92.0 

55     89.1  90.4 
55     87.3  85.1 

177       177         19     89.3     88.9      0.3  0.89 
177        177         25     85.9     83.7      2.1  0.43 
104        101           9     91.2     92.0     -0.8  0.77 

3  Years  3 

77.8  76.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

120     97.5  96.8 
120     94.1  93.7 
113     96.4  93.9 

53   100.0  97.0 
53   100.0  93.4 

172     171.5        3.0     98.3     96.9      1.4  0.29 
172     170.5        7.0     95.9     93.6      2.3  0.21 
113     105.5        4.0     96.4     93.9      2.4  0.27 

3  Years  3 

90.7  88.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Baystate  Medical  Center  -  Springfield  MA 
Provider  Number  220077  (MABS) 


 Program- 
Number 

0/ 
70 

—  National 
Number 

0/ 
YO 

Total  Transplants  and  Percentages 

177 

100.0 

62572 

100.0 

Donor  Type 

Living 

38 

21.5 

14525 

23.2 

Cadaveric:  Stroke 

32 

18.1 

15624 

25.0 

Cadaveric:  MVA 

57 

32.2 

13317 

21.3 

Cadaveric:  Other 

50 

28.2 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

28 

15.8 

10738 

17.2 

18-30 

61 

34.5 

19464 

31.1 

j  1-4  j 

53 

29.9 

18538 

29.6 

46-60 

26 

14.7 

11397 

18.2 

61  + 

9 

5.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

163 

92.1 

49654 

79.4 

Black 

6 

3.4 

6469 

10.3 

Hispanic 

8 

4.5 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

65 

36.7 

25808 

41.2 

Male 

112 

63.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

38 
0 

21.5 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

35 

19.8 

5889 

9.4 

Cadaveric:  12-21 

56 

31.6 

16112 

25.7 

Cadaveric:  22-31 

34 

19.2 

14287 

22.8 

Cadaveric:  32-41 

12 

6.8 

7669 

12.3 

Cadaveric:  42+ 

2 

1.1 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

o 

19 

I  7 

1 ft  7 

5935 

J7JJ 

9.5 

Mismatch 

1 

2  8 

3484 

5.6 

z 

/  .J 

yO^o 

1  ^  A 

3 

27 

15.3 

16005 

25.6 

4 

35 

19.8 

14003 

22.4 

5 

43 

24.3 

8963 

14.3 

6 

29 

16.4 

3009 

4.8 

Not  Reported 

6 

3.4 

1525 

2.4 

txciipieni  Age 

n  i  7 

U  1  / 

7 

a  n 

H.U 

"?CK  1 

J7J  1 

O.J 

18-35 

43 

24.3 

20414 

32.6 

36-45 

44 

24.9 

16397 

26.2 

46-60 

51 

28.8 

17170 

27.4 

61  + 

32 

18.1 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

rvecipieni  tvace 

w  niic 

i  n 

/'t.O 

419  1'? 

£^  Q 

Oj  .y 

Black 

25 

14.1 

12675 

20.3 

Hispanic 

18 

10.2 

5632 

9.0 

Asian 

1 

0.6 

1740 

2.8 

Other 

1 

0.6 

1231 

2.0 

Not  Reported 

0 

A  A 

0.0 

O  1 

81 

A  1 

0.1 

Recipient 
Gender 

Female 

82 

46.3 

25078 

40.1 

Male 

nc 

95 

53.7 

37493 

f  A  A 

59.9 

Not  Reported 

n 

U 

u.u 

i 
i 

u.u 

Procedure  Type 

Kidney  Alone 

175 

98.9 

59783 

95.5 

Kidney  and  Pancreas 

2 

1 . 1 

i  /»y 

4.5 

Previous  Kidney 

No 

154 

87.0 

54138 

86.5 

Transplant 

Yes 

23 

13.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

68 

38.4 

19677 

31.4 

Transfusions 

51 

28.8 

23207 

37.1 

1-5 

6-10 

30 

16.9 

5736 

9.2 

11  + 

28 

15.8 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

21 

1 1.9 

20469 

32.7 

toTransplant 

1-  19 

113 

63.8 

26645 

42.6 

20-  79 

28 

15.8 

9976 

15.9 

80-100 

15 

8.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

25  . 

14.1 

11726 

18.7 

21-25 

62 

35.0 

23821 

38.1 

26-30 

41 

23.2 

12454 

19.9 

oil 
j  1  + 

1  1  ^ 

1 1.3 

5  Ibl 

9.2 

Not  Reported 

29 

1  /*  A 

16.4 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

54 
26 

30.5 
14.7 

16923 
7349 

27.0 
11.7 

Systemic 

32 

18.1 

11759 

18.8 

Tubulointerstitial 

9 

5.1 

4233 

6.8 

Diabetes 

46 

26.0 

14059 

22.5 

Other  Diagnosis 

10 

5.6 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

176 
1 

99.4 
0.6 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

4 
38 

2.3 
21.5 

9021 
8951 

14.4 
14.3 

1990 

29 

16.4 

9819 

15.7 

1991 

39 

22.0 

10077 

16.1 

1992 

36 

20.3 

10157 

16.2 

1993-1994 

31 

17.5 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

24 
80 

13.6 
45.2 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

C\AC\ 

949 

1 .5 

N/A*:  Yes 

25 

14.1 

7249 

11.6 

N/A*:  No 

48 

27.1 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

67 
37 

37.9 
20.9 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

40 

22.6 

12277 

19.6 

N/A*:  No 

33 

18.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 


88  -  d 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Boston  Medical  Center  -  Boston  MA 
Provider  Number  220031  (MABU) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

109  87.2  88.4 
109  81.7  82.6 
89     83.9  91.0 

46     93.5  91.8 
46     82.6  87.5 

155        155         17     89.0     89.4     -0.3  0.89 
155        154         28     81.9     84.1      -2.1  0.45 
89         85         14     83.9     91.0     -7.1  0.02* 

3  Years  J 

68.5  75.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

106     95.2  96.6 
106     90.4  93.5 
96     94.7  94.3 

46   100.0  98.0 
46     95.6  95.4 

151      149.2        5.0     96.6     97.0     -0.4  0.80 
151      148.2       12.0     92.0     94.0     -2.1  0.27 
96      93.5        5.0     94.7     94.3      0.4  0.85 

3  Years  3 

85.6  88.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Boston  Medical  Center  -  Boston  MA 
Provider  Number  220031  (MABU) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

i 

i  on  n 

OZD  i  l 

i  no  n 

Donor  Type 

Living 

41 

26.5 

14525 

23.2 

Cadaveric:  Stroke 

38 

24.5 

15624 

25.0 

Cadaveric:  MVA 

A1 

~>i  i 

z  / .  / 

1  J  J  1  / 

71  1 

Cadaveric:  Other 

11 

7  1  1 
Z  1  .J 

1  7UJU 

1C\  A 

Not  Reported 

o 

v 

1  u 

0  1 

Donor  Age 

0-17 

21 

13.5 

10738 

17.2 

18-30 

56 

36.1 

19464 

31.1 

31-45 

39 

25.2 

18538 

29.6 

46-60 

1 1 
j  i 

zu.u 

1  1  1Q7 

1  8  7 
1  o.Z 

61  + 

7 

A  ^ 

HQ  A 

ZJ74 

1  8 

J.O 

Not  Reported 

1 

0.6 

41 

0.1 

Donor  Race 

White 

134 

86.5 

49654 

79.4 

Black 

12 

7.7 

6469 

10.3 

Hispanic 

7 

4.5 

4943 

7.9 

Asian 

o 

0.0 

801 

1.3 

Other 

2 

1.3 

620 

1.0 

Not  Reported 

o 

0.0 

85 

0.1 

Donor  Gender 

Female 

74 

47.7 

25808 

41.2 

Male 

81 

52.3 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

39 
0 

25.2 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

29 

18.7 

5889 

9.4 

Cadaveric:  12-21 

38 

24.5 

16112 

25.7 

Cadaveric:  22-31 

29 

18.7 

14287 

22.8 

Cadaveric:  32-41 

15 

9.7 

7669 

12.3 

Cadaveric:  42+ 

3 

1.9 

2519 

4.0 

Not  Reported 

2 

1.3 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

o 

1 

28 
9 

18.1 

5  8 

5935 
3484 

9.5 
5.6 

1 1 
1 1 

7  1 

1  S  4 

3 

28 

18.1 

16005 

25.6 

4 

33 

21.3 

14003 

22.4 

5 

26 

16.8 

8963 

14.3 

6 

20 

12.9 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

|J opiniont  A  fro 
IXCLipiClll  /A^C 

(1-17 

6  1 

U.J 

18-35 

45 

29.0 

20414 

32.6 

36-45 

44 

28.4 

16397 

26.2 

46-60 

54 

34.8 

17170 

27.4 

61  + 

12 

7.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Kecipiem  tvace 

\X/Vi  iff 

I  U  1 

4171"? 

6S  0 

Black 

34 

21.9 

12675 

20.3 

Hispanic 

14 

9.0 

5632 

9.0 

Asian 

3 

1.9 

1740 

2.8 

Other 

3 

1.9 

1231 

2.0 

Not  Reported 

U 

U.U 

C  1 
0  1 

U.  1 

Recipient 
Gender 

Female 

49 

31.6 

25078 

40.1 

Male 

106 

68.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

155 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

U 

U.U 

Z  lay 

4.3 

Previous  Kidney 
l  ranspiam 

No 
Yes 

137 
18 

88.4 
11.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

37 
59 

23.9 
38.1 

19677 
23207 

31.4 
37.1 

6-10 

23 

14.8 

5736 

9.2 

11  + 

26 

16.8 

5280 

8.4 

Not  Reported 

10 

6.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

29 
89 

18.7 
57.4 

20469 
26645 

32.7 
42.6 

20-  79 

27 

17.4 

9976 

15.9 

80-100 

10 

6.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

2 

1.3 

11726 

18.7 

21-25 

3 

1.9 

23821 

38.1 

26-30 

2 

1.3 

12454 

19.9 

i 
j 

1  Q 

1  .y 

J  lOZ. 

Not  Reported 

1  A  ^ 

145 

93. J 

o  o  An 
6oU9 

14. 1 

Primary 

Glomerular 

35 

22.6 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

15 

9.7 

7349 

11.7 

Systemic 

42 

27.1 

1 1759 

18.8 

Tubulointerstitial 

l  z 

1 .  i 

o.o 

Diabetes 

21 

13.5 

14059 

22.5 

Other  Diagnosis 

15 

9.7 

5271 

8.4 

Not  Reported 

15 

9.7 

2978 

4.8 

Recipient 

Not  Hospitalized 

1ZJ 

"7Q  A 

ly  A 

QA  1 

y4.  / 

Description  at 
Transplant 

Hospitalized 

29 

18.7 

1917 

3.1 

ICU/Life  Support 

2 

1.3 

469 

0.7 

Not  Reported 

1 

0.6 

906 

1.4 

Year  of 

1988 

24 

15.5 

9021 

14.4 

Transplant 

1989 

25 

16.1 

8951 

14.3 

1990 

51 

zU.o 

A  O  1  A 

9o  19 

1  C  "1 

15.7 

1991 

23 

14.8 

10077 

16.1 

1992 

20 

12.9 

10157 

16.2 

1993-1994 

31 

20.0 

14547 

23.2 

Dialysis  in  First 

Yes 

18 

11.6 

5716 

9.1 

Week  After 

42.6 

26528 

42.4 

Transplant* 

No 

66 

Not  Reported 

J 

J.Z 

QAQ 

yHy 

i  c 

i  ,j 

N/A*:  Yes 

21 

13.5 

7249 

11.6 

N/A*:  No 

45 

29.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

27 

17.4 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

62 

40.0 

19634 

31.4 

N/A*:  Yes 

28 

18.1 

12277 

19.6 

N/A*:  No 

38 

24.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30,  1994 

Survival  Report  for  Boston  VA  Medical  Center  -  Boston  MA 
Provider  Number  22010F  (MABV) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1        No.     Rate     Rate    Diff.      p- : 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

53  98.1  86.3 
53  94.0  79.3 
45     85.9  89.7 

17     64.7  91.7 
17     64.7  86.4 

70         69           7     90.0     87.6      2.4  0.54 
70         65           9     86.6     81.1       5.5  0.24 
45         41           6     85.9     89.7     -3.8  0.41 

3  Years  3 

80.8  71.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

52  100.0  95.4 
52  100.0  91.3 
47     91.0  91.4 

17     93.8  96.4 
17     85.9  92.4 

69      66.0         1.0     98.5     95.6      2.9  0.24 
69      60.0        2.0     96.8     91.5      5.3  0.12 
47      42.5        4.0     91.0     91.4     -0.4  0.92 

3  Years  3 

91.0  83.4 

No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


Notes: 


2. 


3. 


4. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Boston  VA  Medical  Center  -  Boston  MA 
Provider  Number  22010F  (MABV) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

7U 

i  nn  n 

£7C77 

i  nn  a 

Donor  Type 

Living 

7 

10.0 

14525 

23.2 

Cadaveric:  Stroke 

19 

27.1 

15624 

25.0 

Cadaveric:  MVA 

1  0 
1  0 

7^7 

Zj.  1 

1 5  $  1  / 

Zl.J 

Cadaveric:  Other 

7£ 
ZD 

i  n  1 

j0.4 

Not  Reported 

u 

O  0 

/o 

U.  1 

Donor  Age 

0-17 

8 

11.4 

10738 

17.2 

18-30 

27 

38.6 

19464 

31.1 

31-45 

17 

24.3 

18538 

29.6 

46-60 

1  A 

14 

2U.0 

i  ijy  / 

1  O  7 

1 6.2 

61  + 

4 

£  7 

J.  1 

2394 

1  Q 

3.0 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

60 

85.7 

49654 

79.4 

Black 

3 

4.3 

6469 

10.3 

Hispanic 

7 

10.0 

4943 

7.9 

Asian 

0 

0  0 

801 

1.3 

Other 

o 

0.0 

620 

1.0 

Not  Reported 

o 

0.0 

85 

0.1 

Donor  Gender 

Female 

31 

44.3 

25808 

41.2 

Male 

39 

55.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
0 

2.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

5 

7.1 

5889 

9.4 

Cadaveric:  12-21 

11 

15.7 

16112 

25.7 

Cadaveric:  22-31 

17 

24.3 

14287 

22.8 

Cadaveric:  32-41 

11 

15.7 

7669 

12.3 

Cadaveric:  42+ 

5 

7.1 

2519 

4.0 

Not  Reported 

19 

27.1 

3935 

6.3 
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 Program- 

—  National  — 

Number 

o/ 
/o 

Number 

0/ 
A) 

Level  of 

0 

7 

10.0 

5935 

9.5 

Mismatch 

1 

6 

8.6 

3484 

5.6 

2 

3 

4.3 

9648 

15.4 

3 

12 

17.1 

16005 

25.6 

4 

15 

21.4 

14003 

22.4 

j 

1  O 

77  Q 
ZZ.y 

97UJ 

1  zl  1 

o 

J 

~i  i 

/.  1 

1  AAA 

juuy 

4.o 

Not  Reported 

C 

0 

0.0 

1  jZj 

7  /I 

Z.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

4 

5.7 

20414 

32.6 

36-45 

20 

28.6 

16397 

26.2 

Af,  £A 
40-OU 

zo 

i  n  i 
5  1 . 1 

1  7  1  7A 

1  /  1  /u 

77  A 
Z  /  .4 

/Til 

01  + 

7A 

ZU 

zo.o 

/1  £77 

4oz  / 

7  /I 

1 A 

Not  Reported 

A 
U 

A  A. 
U.U 

A  A 
U.U 

Recipient  Race 

White 

32 

45.7 

41213 

65.9 

Black 

24 

34.3 

12675 

20.3 

Hispanic 

14 

20.0 

5632 

9.0 

Asian 

A 
U 

A  A 
U.U 

1  "7/1  A 

1  /4U 

7  O 
Z.O 

Utner 

A 
U 

A  A 
U.U 

l  7 1  1 
Izj  1 

7  A 
Z.U 

Not  Reported 

0 

0.0 

81 

0.1 

txcc  ipieni 
Gender 

Crtm  f\  1 

r  emdie 

1 
1 

1  A 

I  .4 

Z  JU  /  O 

40  1 
HV.  1 

Male 

69 

98.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

TO 
/U 

i  aa  n 
1  uu.u 

jy  /oj 

yj.j 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

64 

91.4 

54138 

86.5 

Transplant 

Yes 

/.  I 

07  /1  "7 

oz4  / 

1  7  7 
1  J.Z 

Not  Reported 

1 

1 

1  A 

1 .4 

1  O  / 

A  "J 
U.J 

Pretransplant 

0 

39 

55.7 

19677 

31.4 

Transfusions 

14 

20.0 

23207 

1-5 

37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

17 

24.3 

8672 

13.9 

reaK  rKA  rnor 

u 

c 
J 

7  1 

7f>zl£Q 

77  7 

JZ.  / 

toTransplant 

1-  19 

51 

72.9 

26645 

42.6 

20-  79 

10 

14.3 

9976 

15.9 

80-100 

2 

2.9 

4277 

6.8 

Not  Reported 

2 

2.9 

1205 

1.9 

90 -c 


1997  Center  Specific  Report 


Kidney  Volume 


 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

10 

14.3 

1 1726 

18.7 

21-25 

26 

37.1 

23821 

38.1 

26-30 

17 

24.3 

12454 

19.9 

31  + 

4 

5.7 

5762 

9.2 

Not  Reported 

13 

18.6 

8809 

14.1 

Pi*j  m  o  r* v 

r  I  J  in  « i  y 

Kidney 
Disease 

ftlnmpff  liar 
r^v/Qtir'/r^nncTPn  ita  1 

7ft 
fi 

8  6 

7349 

77  0 
1 1  7 

11./ 

Systemic 

30 

42.9 

11759 

18.8 

Tubulointerstitial 

1 

1.4 

4233 

6.8 

Diabetes 

7 

10.0 

14059 

22.5 

Other  Diagnosis 

4 

5.7 

5271 

8.4 

Not  Reported 

2 

2.9 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

68 
0 

97.1 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

2 

2.9 

906 

1.4 

I  car  (JI 

Transplant 

1  "00 

1989 

1 1 

l  z. 

13 

1  7  1 

18.6 

QfP  1 
8951 

14  4 

14.3 

1990 

15 

21.4 

9819 

15.7 

1991 

11 

15.7 

10077 

16.1 

1992 

11 

15.7 

10157 

16.2 

1993-1994 

8 

11.4 

14547 

23.2 

UldlVMs  III  rlial 

Week  After 
Transplant* 

No 

1  u 

29 

41.4 

S71  f\ 

j  i  \  \j 

26528 

Q  1 

42.4 

Not  Reported 

6 

8.6 

949 

1.5 

N/A*:  Yes 

8 

11.4 

7249 

11.6 

N/A*:  No 

14 

20.0 

21509 

34.4 

N/A*:  Not  Reported 

3 

4.3 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

6 
39 

8.6 
55.7 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

6 

8.6 

12277 

19.6 

N/A*:  No 

19 

27.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Children's  Hospital  -  Boston  MA 
Provider  Number  223302  (MACH) 


Craft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

74  97.3  89.2 
74  90.4  85.2 
65     93.6  90.9 

26     92.3  90.1 
26     92.3  85.9 

100         99          4    96.0     89.4      6.6  0.03* 
100         98          9    90.9     85.4      5.5  0.11 
65         60          4    93.6     90.9      2.7  0.45 

3  Years  3 

84.5  77.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

74  98.6  98.4 
74  94.4  96.7 
68     97.0  98.1 

26     96.1  98.6 
26     96.1  96.7 

99      97.5        2.0     98.0     98.5     -0.5  0.63 
99      96.5        5.0     94.9     96.7     -1.9  0.25 
68       64.5        2.0     97.0     98.1      -1.2  0.48 

3  Years  3 

91.6  94.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Children's  Hospital  -  Boston  MA 
Provider  Number  223302  (MACH) 


Number 

% 

 ndllOIldl 

Number 

% 

Total  Transplants  and  Percentages 

100 

100.0 

62572 

100.0 

Donor  Type 

Living 

54 

54.0 

14525 

23.2 

Cadaveric:  Stroke 

15 

15.0 

15624 

25.0 

Cadaveric:  MVA 

10 

10.0 

13317 

21.3 

Cadaveric:  Other 

21 

21.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

8 

8.0 

10738 

17.2 

18-30 

41 

41.0 

19464 

31.1 

31-45 

38 

38.0 

18538 

29.6 

46-60 

12 

12.0 

11397 

18.2 

61  + 

1 

1.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

90 

90.0 

49654 

79.4 

mack 

4 

4.0 

6469 

10.3 

Hispanic 

3 

3.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Utner 

2 

2.0 

620 

1.0 

Not  Reported 

1 

1.0 

85 

0.1 

Donor  Gender 

Female 

A  1 

42 

A  ^  A 

42.0 

O  C  O  AO 

25808 

41.2 

Male 

58 

C  O  A 

58.0 

36762 

coo 

58.8 

Not  Reported 

0 

0.0 

2 

f\  A 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

37 
0 

37.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

6 

6.0 

5889 

9.4 

Cadaveric:  12-21 

13 

13.0 

16112 

25.7 

Cadaveric:  22-31 

9 

9.0 

14287 

22.8 

Cadaveric:  32-41 

12 

12.0 

7669 

12.3 

Cadaveric:  42+ 

2 

2.0 

2519 

4.0 

Not  Reported 

21 

21.0 

3935 

6.3 
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I    1  Ugl  dill 

 \qtinnial  

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

14 

9 

14.0 
9.0 

5935 
3484 

9.5 
5.6 

2 

20 

20.0 

9648 

15.4 

■x 

9s  ft 

1  fiftftS 

9^  6 

4 

14 

14.0 

14003 

22.4 

5 

12 

12.0 

8963 

14.3 

6 

1 

1.0 

3009 

4.8 

Not  Reported 

5 

5.0 

1525 

2.4 

Recipient  Age 

0-17 

72 

72.0 

3951 

6.3 

1 8-"?S 

1  O   J  J 

98 

98  ft 

90414 

LU4  1  H 

"39 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

86 

86.0 

41213 

65.9 

OlalN 

j 

S  ft 

90 

Hispanic 

3 

3.0 

5632 

9.0 

Asian 

1 

1.0 

1740 

2.8 

Other 

5 

5.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
uenucr 

Female 

44 

44.0 

25078 

40.1 

Male 

56 

56.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

100 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

79 
21 

79.0 
21.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Prpfru  n  cnlsi  n  t 

Transfusions 

0 

1-5 

2 
37 

2  0 
37.0 

1 Q677 
23207 

1\  4 
37.1 

6-10 

10 

10.0 

5736 

9.2 

1 1  + 

1  1  1 

37 

37  0 

5280 

8  4 

Not  Reported 

1  A 

14. U 

CAT) 

1  J.V 

Peak  PRA  Prior 
toTranspIant 

0 

1-  19 

50 
31 

50.0 
31.0 

20469 
26645 

32.7 
42.6 

20-  79 

15 

15.0 

9976 

15.9 

80-100 

4 

4.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

72 

72.0 

11726 

18.7 

21-25 

22 

22.0 

23821 

38.1 

26-30 

5 

5.0 

12454 

19.9 

31  + 

1 

1.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

P  t*i  m  o  rv 
r  I  1  III  a  I  y 

Kidney 
Disease 

C  \  \r\rY\  pn  1 1 
VJIU1I1CI  U  lal 

f~\/cti  o  IC^ r\n  oc*n  l  tn  1 
a  111*/  ^UllgCIlllal 

7  l 
z  i 

71  ft 

Z  1  .u 

1  U/ZJ 

77  0 
1  1  7 

Systemic 

9 

9.0 

11759 

18.8 

Tubulointerstitial 

20 

20.0 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

14 

14.0 

5271 

8.4 

Not  Reported 

6 

6.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

100 
0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

i     r  ui 
Transplant 

1  7O0 

1989 

7? 
zz 

15 

zz.u 
15.0 

Q07  1 

8951 

14  4 

14.3 

1990 

14 

14.0 

9819 

15.7 

1991 

19 

19.0 

10077 

16.1 

1992 

12 

12.0 

10157 

16.2 

1993-1994 

18 

18.0 

14547 

23.2 

1/MI>M>  111  r  II  M 

Week  After 
Transplant* 

I 

No 

Q 

y 
54 

Q  0 

y.v 

54.0 

S71  f\ 

26528 

Q  1 
y .  i 

42.4 

Not  Reported 

2 

2.0 

949 

1.5 

N/A*:  Yes 

5 

5.0 

7249 

11.6 

N/A*:  No 

30 

30.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

15 

50 

15.0 
50.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

17 

17.0 

12277 

19.6 

N/A*:  No 

18 

18.0 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


91  -d 


1997  Center  Specific  Report 


Kidney  Volume 


Response  From:  Children's  Hospital 
300  Longwood  Avenue,  Boston,  MA  02115 
Provider  Number  223302  (MACH) 


May  19,  1997 


Children's  Hospital  provides  comprehensive  care  for  infants  and  children  with  end  stage  renal  disease.  The  UNOS 
survival  statistics  for  our  kidney  transplant  program  are  one  indication  of  the  success  of  the  high  quality  care  provided 
by  all  of  the  members  of  our  team. 

Children's  Hospital  is  one  of  the  largest  Pediatric  Kidney  Transplant  Programs  in  the  country.  We  have  developed 
innovative  strategies  to  deal  with  the  complex  problems  associated  with  kidney  transplantation  in  these  young  patients. 
Each  member  of  our  team  has  actively  advocated  for  Children  and  their  families.  We  have  designed  and  participated 
in  national  research  protocols  which  have  led  to  significant  improvements  in  the  overall  care  of  children. 

We  are  pleased  that  the  UNOS  statistics  reflect  the  high  quality  of  care  provided  by  Children's  Hospital. 

William  E.  Harmon,  M.D. 

Director,  Kidney  Transplant  Program  .  -^"V/ 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Beth  Israel  Deaconess  Medical  Center  -  Boston  MA 
Provider  Number  220118  (MAHS) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

231  91.3  88.4 
231  85.3  83.1 
196     95.3  93.0 

118     93.2  91.1 
118     90.6  86.3 

349       349        28     92.0     89.3      2.7  0.10 
349       347         45     87.1     84.2      2.9  0.12 
196       180          9     95.3     93.0      2.3  0.21 

3  Years  3 

81.2  77.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

227     96.4  96.6 
227     92.4  93.1 
209     91.8  93.3 

118     98.3  97.4 
118     95.7  94.3 

342     341.0       10.0     97.1     96.9      0.2  0.83 
342     339.0      22.0     93.5     93.5      0.0  0.98 
209     204.0       17.0     91.8     93.3     -1.5  0.39 

3  Years  3 

84.9  86.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Beth  Israel  Deaconess  Medical  Center  -  Boston  MA 
Provider  Number  220118  (MAHS) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

349 

100.0 

62572 

100.0 

Donor  Type 

Living 

107 

30.7 

14525 

23.2 

Cadaveric:  Stroke 

91 

26.1 

15624 

25.0 

Cadaveric:  MVA 

74 

21.2 

13317 

21.3 

Cadaveric:  Other 

77 

22.1 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

42 

12.0 

10738 

17.2 

18-30 

109 

31.2 

19464 

31.1 

31-45 

106 

30.4 

18538 

29.6 

46-60 

72 

20.6 

11397 

18.2 

61  + 

20 

5.7 

2394 

3.8 

Not  Reported 

n 

0.0 

41 

0.1 

Donor  Race 

White 

318 

91.1 

49654 

79.4 

Black 

18 

5.2 

6469 

10.3 

Hispanic 

7 

2.0 

4943 

7.9 

Asian 

3 

0.9 

801 

1.3 

Other 

3 

0.9 

620 

1 .0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

158 

45.3 

25808 

41.2 

Male 

191 

54.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

99 
1 

28.4 
0.3 

10970 
640 

17.5 
1.0 

Living:  6+ 

4 

1.1 

551 

0.9 

Cadaveric:  0-11 

51 

14.6 

5889 

9.4 

Cadaveric:  12-21 

43 

12.3 

161 12 

25.7 

Cadaveric:  22-31 

66 

18.9 

14287 

22.8 

Cadaveric:  32-41 

61 

17.5 

7669 

12.3 

Cadaveric:  42+ 

15 

4.3 

2519 

4.0 

Not  Reported 

9 

2.6 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

47 

13.5 

5935 

9.5 

Mismatch 

1 

17 

4.9 

3484 

5.6 

2 

39 

11.2 

9648 

15.4 

3 

67 

19.2 

16005 

25.6 

4 

61 

17.5 

14003 

22.4 

HA 

TIT 

14.3 

6 

26 

1 A 

3009 

4.8 

Not  Reported 

1  O 

18 

5.2 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

124 

35.5 

20414 

32.6 

36-45 

99 

28.4 

16397 

26.2 

46-60 

102 

29.2 

17170 

27.4 

61  + 

24 

6.9 

4627 

7.4 

Not  Reported 

0 

0.0 

1  1 

13 

0.0 

Recipient  Race 

White 

299 

85.7 

41213 

65.9 

Black 

22 

6.3 

12675 

20.3 

Hispanic 

10 

2.9 

5632 

9.0 

Asian 

4 

1.1 

1740 

2.8 

Other 

14 

4.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

135 

38.7 

^  r  Ann 

25078 

A  f\  1 

40. 1 

Gender 

Male 

214 

61.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

309 

88.5 

59783 

95.5 

Kidney  and  Pancreas 

40 

11.5 

2789 

4.5 

Previous  Kidney 

No 

319 

91.4 

54138 

86.5 

Transplant 

Yes 

30 

8.6 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

85 

24.4 

19677 

31.4 

Trsincfiicinnc 

1  1  alljIUjIUIIS 

1-5 

121 

34.7 

23207 

37.1 

6-10 

27 

7.7 

5736 

9.2 

11  + 

53 

15.2 

5280 

8.4 

Not  Reported 

63 

18.1 

8672 

13.9 

Peak  PRA  Prior 

0 

35 

10.0 

20469 

32.7 

toTransplant 

1-  19 

245 

70.2 

26645 

42.6 

20-  79 

53 

15.2 

9976 

15.9 

80-100 

12 

3.4 

4277 

6.8 

Not  Reported 

4 

1.1 

1205 

1.9 
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 Program— 

—  National  -- 

Number 

J  "  Ll  III  l/V  1 

% 

Number 

M  U  III  LFV  ■ 

% 

t>ouy  ivi<i>s  inuex 

u-zu 

oo 

1  8  Q 

1  1  /  zo 

1  8  7 

1  o.  / 

21-25 

171 

1/1 

49  0 

238?  1 

 '  O  —  1 

38  1 

26-30 

68 

19.5 

12454 

19.9 

31  + 

38 

10.9 

5762 

9.2 

Not  Reported 

6 

1.7 

8809 

14.1 

Primary 

Glomerular 

79 

22.6 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

26 

7.4 

7349 

11.7 

Systemic 

30 

8.6 

11759 

18.8 

Tubulointerstitial 

2 

0.6 

4233 

6.8 

Diabetes 

183 

52.4 

14059 

22.5 

Other  Diagnosis 

26 

7.4 

5271 

8.4 

Not  Reported 

3 

0.9 

2978 

4.8 

Recipient 

Not  Hospitalized 

347 

99.4 

59280 

94.7 

lloc^rintinii  nf 

Lrcscnpiion  di 
Transplant 

Hospitalized 

2 

0.6 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

54 

15.5 

9021 

14.4 

Transplant 

1989 

55 

15.8 

8951 

14.3 

1990 

56 

16.0 

9819 

15.7 

1991 

50 

14.3 

10077 

16  1 

1992 

53 

15.2 

10157 

16.2 

1993-1994 

81 

23.2 

14547 

23.2 

Dialysis  in  First 

Yes 

21 

6.0 

5716 

9.1 

Week  After 

166 

47.6 

26528 

Transplant* 

No 

42.4 

Not  Reported 

9 

2.6 

949 

1.5 

N/A*:  Yes 

32 

9.2 

7249 

1 1.6 

IN/ A  .  INO 

1  1  7 

n  ^ 

0  1 

Z 1  J\)y 

1A  A 

XT/A  *  .  XIa*  T)  ah  , ,       ,  J 

N/A*:  Not  Keported 

4 

1 . 1 

C1^  1 

Ol  1 

i  r\ 
1  .U 

Rejection  in 

Yes 

69 

19.8 

13559 

21.7 

First  6  Months 

127 

36.4 

After  Transplant* 

No 

19634 

31.4 

N/A*:  Yes 

51 

14.6 

12277 

19.6 

N/A*:  No 

102 

29.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 


92 -d 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Lahey  Clinic  Medical  Center  -  Burlington  MA 
Provider  Number  220171  (MALC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

34  88.2  87.9 
34  85.3  82.5 
29   100.0  92.5 

27     81.5  91.2 
27     81.5  86.9 

61         61           9     85.2     89.4     -4.1  0.28 
61         61         10     83.6     84.5     -0.8  0.85 
29         27          0   100.0     92.5      7.5  0.13 

3  Years  3 

85.3  76.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

33  97.0  97.0 
33  93.9  94.4 
31     96.7  95.0 

27     92.6  97.9 
27     92.6  95.3 

60       60.0        3.0     95.0     97.4     -2.4  0.24 
60      60.0        4.0     93.3     94.8     -1.4  0.61 
31       29.0        1.0     96.7     95.0      1.6  0.68 

3  Years  3 

90.8  89.7 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Lahey  Clinic  Medical  Center  -  Burlington  MA 
Provider  Number  220171  (MALC) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

61 

100.0 

62572 

100.0 

Donor  Type 

Living 

17 

27.9 

14525 

23.2 

Cadaveric:  Stroke 

23 

37.7 

15624 

25.0 

Cadaveric:  MVA 

6 

9.8 

13317 

21.3 

Cadaveric:  Other 

15 

24.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

9  R 

y  .0 

lu/JO 

1 7  9 

18-30 

7 

11.5 

19464 

31.1 

31-45 

25 

41.0 

18538 

29.6 

46-60 

22 

36.1 

11397 

18.2 

61  + 

1 

1.6 

2394 

3.8 

Not  Reported 

u 

u.u 

41 

n  i 

U.  1 

Donor  Race 

White 

60 

98.4 

49654 

79.4 

Black 

1 

1.6 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

40 

65.6 

25808 

41.2 

Male 

21 

34.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

2 
1 

3.3 
1.6 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

7 

11.5 

5889 

9.4 

Cadaveric:  12-21 

19 

31.1 

16112 

25.7 

Cadaveric:  22-31 

6 

9.8 

14287 

22.8 

Cadaveric:  32-41 

8 

13.1 

7669 

12.3 

Cadaveric:  42+ 

2 

3.3 

2519 

4.0 

Not  Reported 

16 

26.2 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

10 

2 

16.4 

3.3 

5935 
3484 

9.5 
5.6 

2 

4 

6.6 

9648 

15.4 

3 

16 

26.2 

16005 

25.6 

4 

13 

21.3 

14003 

22.4 

5 

1 1 

1  O  A 

18.0 

Of*/'') 

8963 

1/11 

14.3 

6 

5 

8.2 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

13 

21.3 

20414 

32.6 

36-45 

22 

36.1 

16397 

26.2 

46-60 

23 

37.7 

17170 

27.4 

61  + 

3 

4.9 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

52 

85.2 

41213 

65.9 

Black 

3 

4.9 

12675 

20.3 

Hispanic 

6 

9.8 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

19 

31.1 

25078 

40.1 

Male 

42 

68.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

61 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

56 
5 

91.8 
8.2 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

1  1  allMUMUIn 

0 

1-5 

18 
8 

29.5 
13.1 

19677 
23207 

31.4 
37.1 

6-10 

2 

3.3 

5736 

9.2 

1 1  + 

4 

6.6 

5280 

8.4 

Not  Reported 

29 

47.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

6 
41 

9.8 
67.2 

20469 
26645 

32.7 
42.6 

20-  79 

11 

18.0 

9976 

15.9 

80-100 

3 

4.9 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 lidllOlldl  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

10 

16.4 

1 1726 

18.7 

21-25 

28 

45.9 

23821 

38.1 

26-30 

16 

26.2 

12454 

19.9 

31  + 

6 

9.8 

5762 

9.2 

Not  Reported 

1 

1.6 

8809 

14.1 

Primary 

Glomerular 

23 

37.7 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

10 

16.4 

7349 

1 1.7 

Systemic 

8 

13.1 

11759 

18.8 

Tubulointerstitial 

5 

8.2 

4233 

6.8 

Diabetes 

7 

11.5 

14059 

22.5 

lltnpr  1  ^  i  o  fin  AC  I  c 
V-HIlcr  L'laglluSIS 

O 

y.o 

JZ  /  1 

Not  Reported 

A 

1  1 
5.5 

T07Q 

Ay  io 

A  Q 
4.6 

Recipient 

Not  Hospitalized 

59 

96.7 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

1 

1.6 

1917 

3.1 

ILU/Lite  Support 

1 

1.6 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1  /I 

1.4 

Year  of 

1988 

7 

11.5 

9021 

14.4 

Transplant 

1989 

8951 

4 

6.6 

14.3 

1990 

6 

9.8 

9819 

15.7 

1991 

13 

21.3 

10077 

16.1 

1  yyA 

A  l  .0 

1  A.  7 

1 yy5- 1 yV4 

1  & 

1  o 

7Q  ^ 
Ay  .J 

1  A  CA  -7 

/ 

15. A 

Dialysis  in  First 

Yes 

15 

24.6 

5716 

9.1 

Week  After 

13 

21.3 

Transplant* 

No 

26528 

42.4 

Not  Reported 

1 

1.6 

949 

1.5 

N/A*:  Yes 

14 

23.0 

7249 

11.6 

N/A*-  No 

18 

29  5 

21  509 

34  4 

N/A**  Not  Renorted 

n 

0  0 

621 

1  0 

Rejection  in 

Yes 

17 

27.9 

13559 

21.7 

First  6  Months 

12 

After  Transplant* 

No 

19.7 

19634 

31.4 

N/A*:  Yes 

19 

31.1 

12277 

19.6 

N/A*:  No 

13 

21.3 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Massachusetts  General  Hospital  -  Boston  MA 
Provider  Number  220071  (MAMG) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No. 1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

292  91.8  87.3 
292  88.0  82.0 
256    92.5  92.1 

125    96.0  90.5 
125     93.6  86.1 

417       417        29    93.0     88.2      4.8  <0.01* 
417       416        43     89.7     83.2      6.4  <0.01* 
256       248         19     92.5     92.1      0.4  0.82 

3  Years 3 

81.4  75.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

280     98.2  96.8 
280     94.2  93.5 
263    95.6  94.3 

125     99.2  97.7 
125     96.7  94.9 

402     400.0        6.0     98.5     97.1       1.4  0.08 
402     399.0      20.0     95.0     94.0      1.0  0.38 
263     255.5       11.5     95.6    94.3      1.3  0.35 

3  Years 3 

90.1  88.2 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Massachusetts  General  Hospital  -  Boston  MA 
Provider  Number  220071  (MAMG) 


 1 1  a  I IU 11  a  1 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

417 

100.0 

62572 

100.0 

Donor  Type 

Living 

137 

32.9 

14525 

23.2 

Cadaveric:  Stroke 

85 

20.4 

15624 

25.0 

Cadaveric:  MVA 

92 

22.1 

13317 

21.3 

Cadaveric:  Other 

102 

24.5 

19030 

30.4 

Not  Reported 

1 

0.2 

76 

0.1 

Donor  Age 

0-17 

60 

14.4 

10738 

17.2 

18-30 

136 

32.6 

19464 

31.1 

31-45 

121 

29.0 

18538 

29.6 

46-60 

85 

20.4 

11397 

18.2 

61  + 

15 

3.6 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

wnue 

375 

89.9 

49654 

79.4 

DldCK. 

22 

5.3 

6469 

10.3 

rnspdnic 

18 

4.3 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

winer 

2 

0.5 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

A  1  ") 
4  1 ./ 

t  cone 

A  1  ") 

Male 

CO  o 
JO.O 

JO  /oz 

s.0  O 
JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

9 
0 

2.2 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

7 

1.7 

551 

0.9 

Cadaveric:  0-11 

30 

7.2 

5889 

9.4 

Cadaveric:  12-21 

51 

12.2 

16112 

25.7 

Cadaveric:  22-31 

78 

18.7 

14287 

22.8 

Cadaveric:  32-41 

87 

20.9 

7669 

12.3 

Cadaveric:  42+ 

20 

4.8 

2519 

4.0 

Not  Reported 

135 

32.4 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

47 
28 

11.3 
6.7 

5935 
3484 

9.5 
5.6 

2 

58 

13.9 

9648 

15.4 

3 

100 

24.0 

16005 

25.6 

4 

71 

17.0 

14003 

22.4 

5 

69 

16.5 

8963 

14.3 

6 

42 

10.1 

3009 

4.8 

Not  Reported 

2 

0.5 

1525 

2.4 

Recipient  Age 

0-17 

35 

8.4 

3951 

6.3 

18-35 

140 

33.6 

20414 

32.6 

36-45 

112 

26.9 

16397 

26.2 

46-60 

96 

23.0 

17170 

27.4 

61  + 

34 

8.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

368 

88.2 

41213 

65.9 

Black 

22 

5.3 

12675 

20.3 

Hispanic 

23 

5.5 

5632 

9.0 

Asian 

3 

0.7 

1740 

2.8 

Other 

1 

0.2 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

167 

40.0 

25078 

40.1 

Male 

250 

60.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

393 

94.2 

59783 

95.5 

Kidney  and  Pancreas 

24 

5.8 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

355 
62 

85.1 
14.9 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

Tt*5i  ncfncirtnc 
1  I  dllMUMUII) 

0 

1-5 

109 
14 

26.1 
3.4 

19677 
23207 

31.4 
37.1 

6-10 

0 

0.0 

5736 

9.2 

11  + 

185 

44.4 

5280 

8.4 

Not  Reported 

109 

26.1 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

91 
221 

21.8 
53.0 

20469 
26645 

32.7 
42.6 

20-  79 

63 

15.1 

9976 

15.9 

80-100 

41 

9.8 

4277 

6.8 

Not  Reported 

1 

0.2 

1205 

1.9 
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 Program- 

—  National  — 

Nii  m  her 

1  ^  U  Ml  UV  1 

% 

Nil  m  her 

1  1  U  III  I'V  1 

% 

Douy  iviass  inuex 

u-zu 

7Q 

ly 

1  C  Q 

1  o.y 

1  1  1  AO 

1  8  7 
1  o.  / 

21-25 

116 

27.8 

23821 

38.1 

26-30 

41 

9.8 

12454 

19.9 

31  + 

17 

4.1 

5762 

9.2 

Not  Reported 

164 

39.3 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

76 
53 

18.2 
12.7 

16923 
7349 

27.0 
11.7 

Systemic 

48 

11.5 

11759 

18.8 

Tubulointerstitial 

57 

13.7 

4233 

6.8 

Diabetes 

102 

24.5 

14059 

22.5 

Other  Diagnosis 

51 

12.2 

5271 

8.4 

Not  Reported 

30 

7.2 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

415 

2 

99.5 
0.5 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

80 
70 

19.2 
16.8 

9021 
8951 

14.4 
14.3 

1990 

71 

17.0 

9819 

15.7 

1991 

57 

13.7 

10077 

16.1 

1992 

62 

14.9 

10157 

16.2 

1993-1994 

77 

18.5 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

45 
211 

10.8 
50.6 

5716 
26528 

9.1 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

32 

7.7 

7249 

11.6 

IN/A  .  INO 

1  7Q 

in  o 
5\J.y 

T  1  ^ftQ 

1/1  A 

XT/A  Jk  .  XT«*  O   *«,*»-+^  i 

N/A  .  Not  Reported 

U 

n  ft 
U.U 

oz  1 

i  ft 
l.U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

110 

146 

26.4 
35.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

91 

21.8 

12277 

19.6 

N/A*:  No 

70 

16.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  New  England  Medical  Center  -  Boston  MA 
Provider  Number  220116  (MANM) 


(■raft  Survhal 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No. 
of 
TX 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

No. 

of 
TX 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

No. 

of 
TX 

No.  1 
w/CFU 

No. 
Failed 

Act. 
Rate 

(%) 

Exp. 
Rate 

(%) 

Diff. 

(%) 

P-2 
value 

3  Months 

120 

90.0 

89.1 

42 

76.2 

91.7 

162 

162 

22 

86.4 

89.8 

-3.4 

0.15 

1  Year 

120 

85.8 

84.2 

42 

73.8 

87.6 

162 

162 

28 

82.7 

85.1 

-2.4 

0.38 

Cond. 3 
3  Years 

103 

98.0 

92.5 

103 

94 

2 

98.0 

92.5 

5.5 

0.03* 

3  Years  3 

84.1 

77.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.        No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

118     96.6  97.3 
118     94.9  94.6 
112     98.2  95.1 

42     88.1  97.5 
42     87.9  94.9 

160     159.5        9.0     94.4     97.3     -3.0  0.02* 
160     157.5       11.0     93.1     94.6     -1.6  0.37 
112     100.0        2.0     98.2     95.1      3.1  0.13 

3  Years  3 

93.1  89.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

New  England  Medical  Center  -  Boston  MA 
Provider  Number  220116  (MANM) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants 

and  Percentages 

ioz 

1UU.U 

£7C77 

i  ftft  ft 

Donor  Type 

Living 

71 

43.8 

14525 

23.2 

Cadaveric:  Stroke 

30 

18.5 

15624 

25.0 

i^aciavcnc.  iviva 

77 

1  A  7 
10./ 

ijj  i  / 

7  1  1 

caUaveric.  vjiner 

1A 

7  1  ft 

1  Qftlft 

1ft  A 

0  0 

1ft 

0  1 

Donor  Age 

0-17 

21 

13.0 

10738 

17.2 

18-30 

44 

27.2 

19464 

31.1 

31-45 

46 

28.4 

18538 

29.6 

to-ou 

ZO.J 

1  1  1Q7 

1  8  7 

O  1  ' 

o 
o 

A  Q 

1  R 

J  .0 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

151 

93.2 

49654 

79.4 

Black 

5 

3.1 

6469 

10.3 

Hispanic 

3 

1.9 

4943 

7.9 

Asian 

2 

1.2 

801 

1.3 

Other 

1 

0.6 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

68 

42.0 

25808 

41.2 

Male 

94 

58.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

54 
0 

33.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

8 

4.9 

551 

0.9 

Cadaveric:  0-11 

18 

11.1 

5889 

9.4 

Cadaveric:  12-21 

30 

18.5 

16112 

25.7 

Cadaveric:  22-31 

14 

8.6 

14287 

22.8 

Cadaveric:  32-41 

17 

10.5 

7669 

12.3 

Cadaveric:  42+ 

8 

4.9 

2519 

4.0 

Not  Reported 

13 

8.0 

3935 

6.3 
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 Program- 
Nii  m  hpr 

l  1  U  III  tj%.  1 

—  National  - 

N  ii  m  hpr 

1  1  U  111  Uvl 

% 

/O 

Level  of 

IVIisma  trh 

■  ~  I                 Iv  II 

0 
1 

26 
6 

16.0 
3.7 

5935 
3484 

9.5 
5.6 

2 

22 

13.6 

9648 

15.4 

3 

44 

27.2 

16005 

25.6 

4 

26 

16.0 

14003 

22.4 

5 

25 

15.4 

8963 

14.3 

6 

1 1 

6.8 

3009 

4.8 

Not  Reported 

2 

1.2 

1525 

2.4 

Recipient  Age 

0-17 

3 

1.9 

3951 

6.3 

18-35 

55 

34.0 

20414 

32.6 

36-45 

39 

24.1 

16397 

26.2 

46-60 

48 

29.6 

17170 

27.4 

61  + 

1  7 

1  / 

1 0  'S 

4627 

7  4 

Not  Reported 

o 

0.0 

13 

0.0 

Recipient  Race 

White 

144 

88.9 

41213 

65.9 

Black 

14 

8.6 

12675 

20.3 

Hispanic 

2 

1.2 

5632 

9.0 

Asian 

1 

0.6 

1740 

2.8 

Other 

V-/  III  t-1 

o 

0.0 

1231 

2.0 

Not  Reported 

1 

0.6 

81 

0.1 

R  PfM  nipn  t 

Gender 

Fpm  alp 

65 

40.1 

25078 

40.1 

Male 

97 

59.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

PrnppHnrp  Tvnp 
i  i  uttu  uk  i  yuc 

JCiHnpv  Alnnp 

162 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 

Yes 

145 
12 

89.5 
7  4 

54138 
8247 

86.5 
13.2 

Not  RpnnrtpH 

«. 

3  1 

J  .  1 

1 87 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

45 
31 

27.8 
19.1 

19677 
23207 

31.4 
37.1 

6-10 

10 

6.2 

5736 

9.2 

1 1  + 

1  o 
18 

iii 
11.1 

CO  OA 

0.4 

Not  Reported 

58 

35.8 

8672 

13.9 

Peak  PR  A  Prior 

1   Cull   1    l\r\    I    1  IUI 

toTransplant 

o 

1-  19 

14 

1  *t 

93 

8  6 
57.4 

20469 
26645 

32.7 
42.6 

20-  79 

26 

16.0 

9976 

15.9 

80-100 

12 

7.4 

4277 

6.8 

Not  Reported 

17 

10.5 

1205 

1.9 
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 Program- 

—  National  — 

Nii  m  her 

M  U  IN  UV  1 

% 

N 1 1  m  hp  r 

i  ^  U  III  U \-  1 

% 

DOuy  vkiss  inuex 

ft  Tft 

0 

o 

A  Q 

1  1  /ZO 

1  8  7 

1  o.  / 

21-25 

40 

24.7 

23821 

38.1 

26-30 

18 

11.1 

12454 

19.9 

31  + 

6 

3.7 

5762 

9.2 

Not  Reported 

90 

55.6 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

48 
28 

29.6 
17.3 

16923 
7349 

27.0 
11.7 

Systemic 

25 

15.4 

11759 

18.8 

Tubulointerstitial 

9 

5.6 

4233 

6.8 

Diabetes 

23 

14.2 

14059 

22.5 

Other  Diagnosis 

17 

10.5 

5271 

8.4 

Not  Reported 

12 

7.4 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

154 

2 

95.1 
1.2 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

1 

0.6 

469 

0.7 

Not  Reported 

5 

3.1 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

24 
28 

14.8 
17.3 

9021 
8951 

14.4 
14.3 

1990 

33 

20.4 

9819 

15.7 

1991 

25 

15.4 

10077 

16.1 

1992 

25 

15.4 

10157 

16.2 

1993-1994 

27 

16.7 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

20 
78 

12.3 
48.1 

5716 
26528 

9.1 
42.4 

Not  Reported 

5 

3.1 

949 

1.5 

N/A*:  Yes 

22 

13.6 

7249 

11.6 

XT/A          \f  » 

N/A*:  No 

35 

1 1  .0 

1 15UV 

34.4 

N/A*:  Not  Reported 

I 

1 .1 

ol  1 

1  .U 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

16 
87 

9.9 
53.7 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

17 

10.5 

12277 

19.6 

N/A*:  No 

42 

25.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Brigham  &  Women's  Hospital  -  Boston  MA 
Provider  Number  220110  (MAPB) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

260  76.5  86.0 
260  73.4  80.1 
189    92.9  92.1 

109    82.6  90.5 
109    77.1  85.8 

369       369         80     78.3     87.3     -9.0  O.01* 
369       367        94    74.5     81.8     -7.3  <0.01* 
189       177        13    92.9    92.1      0.8  0.68 

3  Years  3 

68.2  73.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

250     96.8  96.8 
250     95.5  93.7 
237    95.0  94.4 

108    98.1  98.0 
108    97.1  95.4 

355     350.2       10.0     97.2     97.2     -0.0  0.99 
355     348.2      14.0    96.0    94.2      1.8  0.15 
237    212.7      11.5    95.0    94.4      0.6  0.68 

3  Years  3 

90.8  88.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 


96 -a 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Brigham  &  Women's  Hospital  -  Boston  MA 
Provider  Number  220110  (MAPB) 


 Propram— 

Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

369 

100.0 

62572 

100.0 

Donor  Type 

Living 

95 

25.7 

14525 

23.2 

Cadaveric:  Stroke 

104 

28.2 

15624 

25.0 

Cadaveric:  MVA 

74 

20.1 

13317 

21.3 

Cadaveric:  Other 

96 

26.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

f\  1*7 

0-17 

46 

12.5 

10738 

17.2 

18-30 

89 

24.1 

19464 

31.1 

31-45 

99 

26.8 

18538 

29.6 

46-60 

101 

27.4 

11397 

18.2 

61  + 

34 

9.2 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Onnnr  Rjipp 

White 

335 

90.8 

49654 

79.4 

Black 

17 

4.6 

6469 

10.3 

Hisnanic 

1  1IJUU11IV 

9 

2.4 

4943 

7.9 

Asian 

4 

1.1 

801 

1.3 

Other 

3 

0.8 

620 

1.0 

Not  Reported 

1 

0.3 

85 

0.1 

Donor  Gender 

Female 

168 

45.5 

25808 

41.2 

Male 

JO.O 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

92 
0 

24.9 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

27 

7.3 

5889 

9.4 

Cadaveric:  12-21 

62 

16.8 

16112 

25.7 

Cadaveric:  22-31 

59 

16.0 

14287 

22.8 

Cadaveric:  32-41 

57 

15.4 

7669 

12.3 

Cadaveric:  42+ 

48 

13.0 

2519 

4.0 

Not  Reported 

24 

6.5 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

42 
19 

11.4 
5.1 

5935 
3484 

9.5 
5.6 

2 

62 

16.8 

9648 

15.4 

3 

81 

22.0 

16005 

25.6 

4 

71 

19.2 

14003 

22.4 

C 

J 

ZA 

1  A  A 
14.0 

1  A  1 

14.3 

6 

30 

O  1 

8.1 

r\r\c\ 

3009 

A  O 

4.8 

Not  Reported 

10 

2.7 

1525 

O  A 

2.4 

Recipient  Age 

0-17 

l 

0.3 

3951 

6.3 

18-35 

111 

30.1 

20414 

32.6 

36-45 

no 

29.8 

16397 

26.2 

46-60 

IOC 

125 

33.9 

17  I/O 

21 A 

61  + 

22 

6.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

309 

83.7 

41213 

65.9 

Black 

37 

10.0 

12675 

20.3 

Hispanic 

16 

4.3 

5632 

9.0 

Asian 

3 

0.8 

1740 

2.8 

Other 

3 

0.8 

1231 

2.0 

Not  Reported 

1 

0.3 

81 

0.1 

Recipient 
Gender 

Female 

164 

A  A  A 

44.4 

ir  Ann 

25078 

A  A  1 

40. 1 

Male 

205 

55.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

369 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

306 
63 

82.9 
17.1 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

Tra  ncfuciAnc 

1  I  rtllJIU.ilUllJ 

0 

1-5 

66 
63 

17.9 
17.1 

19677 
23207 

31.4 
37.1 

6-10 

28 

7.6 

5736 

9.2 

11  + 

97 

26.3 

5280 

8.4 

Not  Reported 

115 

31.2 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

52 
201 

14.1 

54.5 

20469 
26645 

32.7 
42.6 

20-  79 

69 

18.7 

9976 

15.9 

80-100 

47 

12.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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1     1  Utll  Hill 

 National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

59 

16.0 

11726 

18.7 

21-25 

121 

32.8 

23821 

38.1 

26-30 

65 

17.6 

12454 

19.9 

31  + 

33 

8.9 

5762 

9.2 

Not  Reported 

91 

24.7 

8809 

14.1 

Primary 

Glomerular 

127 

*)  A  A 

34.4 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

63 

17.1 

7349 

1 1.7 

Systemic 

49 

13.3 

11759 

18.8 

Tubulointerstitial 

17 

4.6 

4233 

6.8 

Diabetes 

46 

12.5 

14059 

22.5 

Othpr  DiaonrKK 

V.  L 1  1  *w  1  L/lClwllUjlJ 

48 

13.0 

5271 

8.4 

Not  Reported 

1  Q 
1  y 

j.  i 

7Q78 

Zy  1  o 

A  8 

Recipient 

Not  Hospitalized 

333 

90.2 

59280 

94.7 

Description  at 
Transplant 

0 

0.0 

1917 

3.1 

Hospitalized 

lLU/Liie  support 

U 

u.u 

A  £Q 

u.  / 

Not  Reported 

Q  0 

VUO 

1  A 

Year  of 

1988 

57 

15.4 

9021 

14.4 

Transplant 

1989 

68 

18.4 

8951 

14.3 

1990 

60 

16.3 

9819 

15.7 

1991 

55 

14.9 

10077 

16.1 

1992 

51 

13.8 

10157 

16.2 

1QQ"J   1  QQ4 

1 77J     1 774 

78 

14S47 

71  7 

Dialysis  in  First 

Yes 

52 

14.1 

5716 

9.1 

Week  After 

116 

26528 

42.4 

Transplant* 

No 

31.4 

Not  Reported 

21 

5.7 

949 

1.5 

N/A*:  Yes 

83 

22.5 

7249 

1 1.6 

N/A*:  No 

92 

24.9 

21509 

34.4 

N/A*  -  Not  ReDorted 

5 

1.4 

621 

1.0 

Rejection  in 

Yes 

52 

14.1 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

137 

37.1 

19634 

31.4 

N/A*:  Yes 

51 

13.8 

12277 

19.6 

N/A*:  No 

129 

35.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Mass.  Medical  Center  -  Worcester  MA 
Provider  Number  220163  (MAUM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

96  92.6  88.4 
96  91.5  83.4 
85     92.7  92.3 

64     96.9  91.0 
64     92.2  86.8 

160       159          9     94.3     89.5      4.9  0.04* 
160       156         13     91.8     84.8      7.0  0.01* 
85         78          6     92.7     92.3      0.4  0.89 

3  Years  3 

84.8  77.0 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                         Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died-     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

95  97.8  97.1 
95  97.8  94.3 
90     94.2  94.6 

64   100.0  97.6 
64     96.8  95.0 

157     155.5        2.0     98.7     97.3       1.4  0.27 
157     152.5        4.0     97.4     94.6      2.8  0.12 
90      84.0        5.0     94.2     94.6     -0.3  0.89 

3  Years  3 

92.2  89.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Mass.  Medical  Center  -  Worcester  MA 
Provider  Number  220163  (MAUM) 


 Program- 
Number 

% 

—  National 
Number 

... 

% 

Total  Transplants  and  Percentages 

160 

100.0 

62572 

100.0 

Donor  Type 

Living 

30 

18.8 

14525 

23.2 

Cadaveric:  Stroke 

45 

28.1 

15624 

25.0 

Cadaveric:  MVA 

40 

25.0 

13317 

21.3 

Cadaveric:  Other 

45 

28.1 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

23 

14.4 

10738 

17.2 

18-30 

61 

38.1 

19464 

31.1 

31-45 

46 

28.8 

18538 

29.6 

46-60 

29 

18.1 

11397 

18.2 

U  1 

1 

0.6 

2394 

3.8 

i^uL  rvcjjui  icu 

0 

0.0 

41 

0.1 

Donor  Race 

White 

144 

90.0 

49654 

79.4 

Black 

A 
H 

Z.J 

O'+ov 

1  U.J 

Hispanic 

1  1 
1  1 

AQA1 

7  Q 

Asian 

U 

U.U 

on  i 
oU  1 

1  T 

1 .3 

Other 

1 
1 

U.o 

ozU 

1  n 

Not  Reported 

U 

U.U 

OJ 

U.  1 

Donor  Gender 

Female 

66 

41.3 

25808 

41.2 

Male 

94 

58.8 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

29 
0 

18.1 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.6 

551 

0.9 

Cadaveric:  0-11 

31 

19.4 

5889 

9.4 

Cadaveric:  12-21 

48 

30.0 

16112 

25.7 

Cadaveric:  22-31 

29 

18.1 

14287 

22.8 

Cadaveric:  32-41 

19 

11.9 

7669 

12.3 

Cadaveric:  42+ 

3 

1.9 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program-- 

—  National  — 

11  U  III  Uvl 

/o 

iy  u  in  uci 

/o 

Level  of 

0 

11 

6.9 

5935 

9.5 

TV!  ic  m  ofph 
lTllMllali.il 

1 

6 

3.8 

3484 

5.6 

2 

19 

11.9 

9648 

15.4 

3 

28 

17.5 

16005 

25.6 

4 

39 

24.4 

14003 

22.4 

5 

39 

24.4 

8963 

14.3 

A 

14 

8  8 

O .  O 

3009 

4  8 

INLH  IXCUUI  icu 

4 

2  5 

1  525 

7  4 

Recipient  Age 

0-17 

2 

1.3 

3951 

6.3 

18-35 

52 

32.5 

20414 

32.6 

36-45 

41 

25.6 

16397 

26.2 

46-60 

53 

33  1 

17170 

27.4 

L>  1  i 

1  ? 

7  S 

4677 

7  4 

Mot  RpnnrtpH 

o 

0.0 

13 

0.0 

Recipient  Race 

White 

129 

80.6 

41213 

65.9 

Black 

10 

6.3 

12675 

20.3 

Hispanic 

16 

10.0 

5632 

9.0 

A  c  i an 

i 
i 

0  f> 

1  740 

7  8 

A 

7  S 

z.  J 

1  71  1 

7  0 

Not  Reported 

0 

0.0 

81 

0.1 

Rpcinipn  t 

Gender 

Female 

60 

37.5 

25078 

40.1 

Male 

100 

62.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

nuicuuic  i  y pc 

PviUMCy  r\lUIIC 

1  59 

99  4 

y  y  .t-r 

59783 

95  5 

7J.J 

Kidney  and  Pancreas 

1 

0.6 

2789 

4.5 

Previous  Kidney 

No 

1  A  "7 

147 

9 1 .9 

541  Jo 

00. J 

Transplant 

I  Cb 

8  1 

O.  1 

8747 

1 3  7 

0  0 

1  87 

0  3 

Pretransplant 

0 

52 

32.5 

19677 

31.4 

Transfusions 

64 

40.0 

23207 

37.1 

1-5 

6-10 

22 

13.8 

5736 

9.2 

1 1  + 

22 

1  *>  o 

13.8 

CO  O  A 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Pp'iL  PR  A  Prinr 

n 

1  8 
I  O 

1  1  T, 

7046Q 

17  7 

toTransplant 

1-  19 

104 

65.0 

26645 

42.6 

20-  79 

24 

15.0 

9976 

15.9 

80-100 

14 

8.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Pi*/t(iro  m 

 lldllUlldl 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

18 

11.3 

1 1726 

18.7 

21-25 

79 

49.4 

23821 

38.1 

26-30 

40 

25.0 

12454 

19.9 

31  + 

20 

12.5 

5762 

9.2 

Not  Reported 

3 

1.9 

8809 

14.1 

Primary 

Glomerular 

59 

36.9 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

14 

8.8 

7349 

1 1.7 

Systemic 

20 

12.5 

1 1759 

18.8 

Tubulointerstitial 

11 

6.9 

4233 

6.8 

Diabetes 

30 

18.8 

14059 

22.5 

vjiner  diagnosis 

1 1 

A  Q 

O.y 

^77  1 

JZ  /  1 

8  4 

"X  T  n  +     T5   nun  liI  n.  J 

Not  Reported 

1  5 

Ci  A 

9.4 

Z9  /S 

A  O 
4.0 

Recipient 

Not  Hospitalized 

157 

98.1 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

3 

1.9 

1917 

3.1 

ICU/Lite  Support 

0 

A  A 

469 

0. 1 

Not  Reported 

0 

A  A 

0.0 

906 

1  A 

1 .4 

Year  of 

1988 

16 

10.0 

9021 

14.4 

Transplant 

1989 

25 

15.6 

8951 

14.3 

1990 

17 

10.6 

9819 

15.7 

1991 

33 

20.6 

10077 

16.1 

1  QQ1 

11 

1  ft  0 

1U.7 

101  S7 

1  \3  1  J  1 

1  f\  1 

1 QQl    1  QQ/1 

HZ. 

ZO.J 

1  4"\47 

11  1 
Zj  .Z 

Dialysis  in  First 

Yes 

8 

5.0 

5716 

9.1 

Week  After 

76 

47.5 

26528 

42.4 

Transplant* 

No 

Not  Reported 

1 

0.6 

949 

1.5 

N/A*:  Yes 

20 

12.5 

7249 

1 1.6 

N/A*-  No 

34  4 

21509 

34.4 

N/A*-  "Not  Renorted 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

13 

8.1 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

72 

45.0 

19634 

31.4 

N/A*:  Yes 

21 

13.1 

12277 

19.6 

N/A*:  No 

54 

33.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Johns  Hopkins  Bayview  Medical  Center  -  Baltimore  MD 
Provider  Number  210029  (MDBC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

108  91.7  87.5 
108  85.1  81.1 
90     88.8  87.3 

67     89.6  87.6 
67     77.6  80.8 

175        175         16     90.9     87.6      3.3  0.18 
175       173         31     82.2     81.0      1.2  0.68 
90         89         10     88.8     87.3      1.5  0.67 

3  Years  3 

75.5  70.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU     Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

107     96.2  96.9 
107     93.3  94.0 
98     97.9  94.3 

66     95.3  97.0 
66     89.8  93.8 

169     168.5        7.0     95.8     96.9     -1.1  0.41 
169     164.5       13.5     91.9    93.9     -2.0  0.28 
98      95.5        2.0     97.9    94.3      3.6  0.12 

3  Years  3 

91.3  88.7 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Johns  Hopkins  Bayview  Medical  Center  -  Baltimore  MD 
Provider  Number  210029  (MDBC) 


 Program- 

—  National 

1 1  U  III  UCI 

% 

N  ii  m  hpr 

% 

Total  Transplants  and  Percentages 

175 

100.0 

62572 

100.0 

Donor  Type 

Living 

24 

13.7 

14525 

23.2 

Cadaveric:  Stroke 

A  1 

1A  A 

1  ^AO/t 
1  JOZ4 

ZJ.U 

Cadaveric:  MVA 

40 

22.9 

13317 

21.3 

Cadaveric:  Other 

67 

38.3 

19030 

30.4 

IxCpUI  LCU 

1 

0.6 

76 

0.1 

Donor  Age 

0-17 

44 

25.1 

10738 

17.2 

18-30 

45 

25.7 

19464 

31.1 

31-45 

AA 

_ .  .  i 

1  O  J  J  o 

Z  7.0 

46-60 

26 

14.9 

11397 

18.2 

61  + 

16 

9.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

138 

78.9 

49654 

79.4 

Black 

32 

18.3 

6469 

10.3 

Hispanic 

3 

1.7 

4943 

7.9 

Asian 

2 

1.1 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

68 

38.9 

25808 

41.2 

Male 

107 

61.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

22 
0 

12.6 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

1.1 

551 

0.9 

Cadaveric:  0-11 

21 

12.0 

5889 

9.4 

Cadaveric:  12-21 

50 

28.6 

16112 

25.7 

Cadaveric:  22-31 

48 

27.4 

14287 

22.8 

Cadaveric:  32-41 

21 

12.0 

7669 

12.3 

Cadaveric:  42+ 

11 

6.3 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 l^iallUllal  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

10 

3 

5.7 
1.7 

5935 
3484 

9.5 
5.6 

2 

19 

10.9 

9648 

15.4 

3 

55 

31.4 

16005 

25.6 

4 

41 

*T  I 

73  4 

77  4 

5 

28 

16.0 

8963 

14.3 

6 

11 

6.3 

3009 

4.8 

Not  Reported 

8 

4.6 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

49 

28.0 

20414 

32.6 

36-4S 

JU'HJ 

43 

94  6 

16307 

76  7 

46-60 

65 

37.1 

17170 

27.4 

61  + 

18 

10.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

77 

44.0 

41213 

65.9 

Black 

96 

54.9 

12675 

20.3 

1  1  IS  JMi  1  It 

0  0 

S637 

0  0 

Asian 

1 

0.6 

1740 

2.8 

Other 

1 

0.6 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

58 

33.1 

25078 

40.1 

Gender 

Male 

117 

66.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

175 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

150 

25 

85.7 
14.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

i  -j 

112 
S6 

64.0 
37  0 

19677 
73707 

31.4 
37  1 

6-10 

5 

2.9 

5736 

9.2 

1 1  + 

2 

1.1 

5280 

8.4 

inch  ivcponeu 

V 

o  o 

oo  /  z 

1  3  0 

1J.7 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

40 
108 

22.9 
61.7 

20469 
26645 

32.7 
42.6 

20-  79 

22 

12.6 

9976 

15.9 

80-100 

5 

2.9 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

19 

10.9 

11726 

18.7 

21-25 

56 

32.0 

23821 

38.1 

26-30 

40 

22.9 

12454 

19.9 

98 

l  f>  o 

9  ~> 

IxCUUI  LCU 

1? 

J  A 

1  R  1 

1  O.J 

OOU" 

14  1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

42 
11 

24.0 
6.3 

16923 
7349 

27.0 
11.7 

jy  3  It  1 1 1  Iv 

17  7 

1  1  759 

1  1  /  J7 

1  8  8 

Tubulointerstitial 

12 

6.9 

4233 

6.8 

Diabetes 

26 

14.9 

14059 

22.5 

Other  Diagnosis 

14 

8.0 

5271 

8.4 

Not  Reported 

4 

2.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

172 

3 

98.3 
1.7 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 

1  Q8Q 
1  yoy 

26 

ZD 

14.9 

1  A  Q 

m.y 

9021 

SCK  1 

97J  1 

14.4 

1  A  1 

1990 

19 

10.9 

9819 

15.7 

1991 

24 

13.7 

10077 

16.1 

1992 

33 

18.9 

10157 

16.2 

1993-1994 

47 

26.9 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

32 
58 

18.3 
33.1 

5716 
26528 

9.1 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

26 

14.9 

7249 

1 1.6 

N/A*:  No 

57 

32.6 

21509 

34.4 

N/A*:  Not  Reported 

2 

1.1 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

37 

53 

21.1 
30.3 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

33 

18.9 

12277 

19.6 

N/A*:  No 

52 

29.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Johns  Hopkins  Bayview  Medical  Center 
4940  Eastern  Avenue,  Baltimore,  MD  21224 
Provider  Number  210029  (MDBC) 


May  9,  1997 


The  Renal  Transplant  Program  at  Johns  Hopkins  Bayview  Medical  Center  was  the  first  such  program  in  the  state  of 
Maryland.  Over  the  last  29  years  of  it's  existence,  our  program  has  been  dedicated  to  providing  the  highest  quality 
care  for  our  patients.  This  has  involved  a  commitment  to  a  high  degree  of  individual  attention.  Additionally  we 
have  remained  at  the  forefront  of  transplantation  by  developing  new  techniques  such  as  laparoscopic  live  donor 
nephrectomy,  and  by  utilizing  the  latest  immunosuppressant,  anti-rejection  medications.  We  are  pleased  to  see  that 
the  UNOS  Center  Specific  Data  demonstrates  that  our  results  for  patient  and  graft  survival  are  equivalent  to,  or 
better  than  would  be  expected  for  our  patient  population.  Our  patient  population  has  been  largely  composed  of  high 
risk  individuals.  Also,  the  percentage  of  minority  patients  receiving  transplants  at  Johns  Hopkins  Bayview  Medical 
Center  has  consistently  been  above  the  national  average.  As  we  approach  the  21st  Century  we  are  confident  that 
for  a  highly  integrated  medical  and  surgical  approach  to  the  transplant,  and  end  stage  renal  disease  patient  will 
enable  us  to  provide  the  highest  quality,  state  of  the  art  care  available  for  all  our  patients. 

Lloyd  E.  Ratner,  M.D. 

Director,  of  Renal  Transplantation 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Johns  Hopkins  Hospital  -  Baltimore  MD 
Provider  Number  210009  (MDJH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

222  84.2  87.0 
222  78.4  81.2 
172     92.7  89.6 

101     86.1  89.8 
101     80.2  84.4 

323       323         49     84.8     87.9     -3.0  0.09 
323       323         68     78.9     82.2     -3.2  0.12 
172       157         12     92.7     89.6      3.0  0.19 

3  Years  3 

72.6  72.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

219     96.7  97.0 
219     92.0  94.1 
199     97.9  94.3 

101     94.9  97.9 
101     94.9  95.3 

317     311.5       12.0     96.2     97.3     -1.1  0.22 
317     309.5      22.0     92.9     94.5     -1.6  0.22 
199     176.5        4.0     97.9     94.3      3.6  0.03* 

3  Years  3 

90.1  88.8 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Johns  Hopkins  Hospital  -  Baltimore  MD 
Provider  Number  210009  (MDJH) 


 Program- 

—  National 

M 1 1  m  hp  r* 
1  1  U  III  UCI 

/o 

Mil m  hpr 
1™  U  111  UCI 

/o 

Total  Transplants  and  Percentages 

323 

100.0 

62572 

100.0 

Donor  Type 

Living 

72 

22.3 

14525 

23.2 

Cadaveric:  Stroke 

no 

1  joz4 

Cadaveric:  MVA 

60 

18.6 

13317 

21.3 

Cadaveric:  Other 

93 

28.8 

19030 

30.4 

INCH  ivcporicu 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

60 

18.6 

10738 

17.2 

18-30 

69 

21.4 

19464 

31.1 

T,  1 -4S 

1  n< 

iz.  J 

1  OCTO 

1  o  J  35 

zy.o 

46-60 

67 

20.7 

1 1397 

18.2 

61  + 

21 

6.5 

2394 

3.8 

Not  Reported 

1 

0.3 

41 

0.1 

Donor  Race 

White 

262 

81.1 

49654 

79.4 

Black 

45 

13.9 

6469 

10.3 

Hispanic 

6 

1.9 

4943 

7.9 

Asian 

2 

0.6 

801 

1.3 

Other 

5 

1.5 

620 

1.0 

Not  Reported 

3 

0.9 

85 

0.1 

Donor  Gender 

Female 

128 

39.6 

25808 

41.2 

Male 

195 

60.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

52 
3 

16.1 
0.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

14 

4.3 

551 

0.9 

Cadaveric:  0-11 

40 

12.4 

5889 

9.4 

Cadaveric:  12-21 

70 

21.7 

16112 

25.7 

Cadaveric:  22-31 

80 

24.8 

14287 

22.8 

Cadaveric:  32-41 

37 

11.5 

7669 

12.3 

Cadaveric:  42+ 

9 

2.8 

2519 

4.0 

Not  Reported 

18 

5.6 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

I  pvpI  of 

Lit  V  tl  Ul 

Mismatch 

n 
u 

i 
i 

n 
j  j 

zz 

1  u.z 
o.o 

Q  <\ 

J.O 

Z 

61 

1 8.9 

9648 

1  C  A 

15.4 

3 

89 

27.6 

16005 

25.6 

4 

69 

21.4 

14003 

22.4 

5 

31 

9.6 

8963 

14.3 

6 

14 

4.3 

3009 

4.8 

Not  Reported 

4 

1.2 

1525 

2.4 

Recipient  Age 

0- 1 7 

30 

9.3 

395 1 

6.3 

18-35 

95 

29.4 

20414 

32.6 

36-45 

94 

29.1 

16397 

26.2 

46-60 

88 

27.2 

17170 

27.4 

61  + 

16 

5.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

222 

/ion 

68.7 

41213 

65.9 

Black 

92 

28.5 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

4 

1.2 

1740 

2.8 

Other 

4 

1.2 

1231 

2.0 

Not  Reported 

1 

0.3 

81 

0.1 

Recipient 
Gender 

Female 

120 

37.2 

25078 

40.1 

Male 

203 

62.8 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

320 

99.1 

59783 

95.5 

Kidney  and  Pancreas 

3 

0.9 

2789 

4.5 

Previous  Kidney 

i ■   i . .. , 

1  ransplant 

No 
Yes 

275 
47 

85.1 
14.6 

54138 
8247 

86.5 
13.2 

Not  Reported 

1 

0.3 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

133 
38 

41.2 
11.8 

19677 
23207 

31.4 
37.1 

6-10 

19 

5.9 

5736 

9.2 

11  + 

32 

9.9 

5280 

8.4 

Not  Reported 

101 

31.3 

8672 

13.9 

Peak  PRA  Prior 
toT  ransplant 

0 

1-  19 

72 
177 

22.3 
54.8 

20469 
26645 

32.7 
42.6 

20-  79 

50 

15.5 

9976 

15.9 

80-100 

20 

6.2 

4277 

6.8 

Not  Reported 

4 

1.2 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

36 

11.1 

11726 

18.7 

21-25 

76 

23.5 

23821 

38.1 

26-30 

41 

12.7 

12454 

19.9 

31  + 

16 

5.0 

5762 

9.2 

Not  Reported 

154 

47.7 

8809 

14.1 

Primary 
Kidney 

Glomerular 
Cystic/Congenital 

98 
37 

30.3 
11.5 

16923 
7349 

27.0 
11.7 

Systemic 

68 

21.1 

11759 

18.8 

Tubulointerstitial 

31 

9.6 

4233 

6.8 

Diabetes 

56 

17.3 

14059 

22.5 

Other  Diagnosis 

21 

6.5 

5271 

8.4 

Not  Reported 

12 

3.7 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

304 
16 

94.1 

5.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

3 

0.9 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

62 
42 

19.2 
13.0 

9021 
8951 

14.4 
14.3 

1990 

59 

18.3 

9819 

15.7 

1991 

45 

13.9 

10077 

16.1 

1992 

40 

12.4 

10157 

16.2 

1993-1994 

75 

23.2 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

51 
117 

15.8 
36.2 

5716 
26528 

9.1 
42.4 

Not  Reported 

4 

1.2 

949 

1.5 

N/A*:  Yes 

32 

9.9 

7249 

11.6 

N/A*:  No 

117 

36.2 

21509 

34.4 

N/A*:  Not  Reported 

2 

0.6 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

65 
107 

20.1 
33.1 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

84 

26.0 

12277 

19.6 

N/A*:  No 

67 

20.7 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Johns  Hopkins  Hospital 
600  North  Wolfe  Street,  Baltimore,  MD  21287 
Provider  Numnber  210009  (MDJH) 


May  9,  1997 


The  Johns  Hopkins  Comprehensive  Transplant  Center,  with  its  long  history  of  comprehensive  service  to  a  diverse 
patient  population,  continues  to  be  proud  of  its  excellent  results.  The  Conditional  Three  Year  graft  survival  of  93% 
and  patient  survival  of  98%  reflect  our  commitment  not  only  to  the  patient's  transplant  procedure  but  their  care  in 
the  long  term,  including  the  most  modern  medical  treatments  under  development.  We  have  found,  since  the  era 
reported,  that  our  pioneering  development  of  laparoscopic  living  donor  nephrectomy  has  made  the  living  donor 
option  available  to  an  increasing  faction  of  our  patients.  We  continue  to  strive  to  provide  the  best  in  routine  patient 
care  while  working  on  the  forefront  of  improvements  in  transplantation. 

James  F.  Burdick,  M.D. 
Kidney  Transplant  Program  Director 


99 -e 


1997  Center  Specific  Report 


Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Shady  Grove  Adventist  Hospital  -  Rockville  MD 
Provider  Number  210057  (MDSG) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 
of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  84.8 
1    100.0  77.1 

1          1          0   100.0    84.8     15.2  1.00 
1           1          0   100.0     77.1     22.9  1.00 

3  Years  3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

1    100.0  98.5 
1    100.0  97.1 

1        1.0        0.0   100.0     98.5       1.5  1.00 
1         1.0        0.0    100.0     97.1       2.9  1.00 

3  Years  3 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Shady  Grove  Adventist  Hospital  -  Rockville  MD 
Provider  Number  210057  (MDSG) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

1 

100.0 

62572 

100.0 

Donor  Type 

Living 

0 

0.0 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

0 

0.0 

13317 

21.3 

Cadaveric:  Other 

1 

100.0 

19030 

30.4 

Not  Reported 

U 

u.u 

lb 

n  1 
U.  1 

Donor  Age 

0-17 

1 

100.0 

10738 

17.2 

18-30 

0 

0.0 

19464 

31.1 

31-45 

0 

0.0 

18538 

29.6 

46-60 

0 

0.0 

1 1397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Renorted 

0 

0.0 

41 

0.1 

Donor  Race 

White 

0 

0.0 

49654 

79.4 

Black 

1 

100.0 

6469 

10.3 

Hispanic 

0  0 
\j  .yj 

4943 

7  9 

Asian 

o 

0  0 

V/.V/ 

801 

Ov  1 

1  3 

1  ._/ 

Other 

o 

0  0 

v/.v/ 

V/^V/ 

1  0 

1  .V/ 

Not  Reported 

o 

0  0 

V/.V/ 

85 

0.1 

Donor  Gender 

Female 

0 

0.0 

25808 

41.2 

Male 

1 

100.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

1 

100.0 

16112 

25.7 

Cadaveric:  22-31 

0 

0.0 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Pi'Ani'Qiii 

f\I  -  itlflll'll 

Number 

% 

Number 

% 

Level  of 

0 

0 

0.0 

5935 

9.5 

Mismatch 

1 

0 

0.0 

3484 

5.6 

2 

0 

0.0 

9648 

15.4 

3 

0 

0.0 

16005 

25.6 

A 

0 
u 

ft  ft 

u.u 

I  HUU  J 

5 

1 

100.0 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

1 

100.0 

20414 

32.6 

n 
u 

ft  ft 
u.u 

1  UJ7  / 

96  9 
zo.z 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

0 

0.0 

41213 

65.9 

Black 

1 

100.0 

12675 

20.3 

I— I  icnonif1 

niapariH, 

A 

u 

ft  ft 
u.u 

JO  J  A 

Q  ft 

y.v 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

0 

0.0 

25078 

40.1 

Male 

1 

100.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

1 

100.0 

54138 

86.5 

Transplant 

Yes 

0 

0.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

0 

0.0 

19677 

31.4 

Transfusions 

u 

ft  ft 
u.u 

91?ft7 

"?7  1 

i  s 

f\-  1  ft 
U  1  u 

u 

ft  ft 
u.u 

j  /  j\j 

9  9 

1 1  + 

o 

0.0 

5280 

8.4 

INCH  ixcpont-u 

i 
i 

1  ftft  ft 
1  uu.u 

8679 
oO  ;Z 

1  "\  Q 

Peak  PRA  Prior 

0 

1 

100.0 

20469 

32.7 

toTransplant 

1-  19 

0 

0.0 

26645 

42.6 

20-  79 

0 

0.0 

9976 

15.9 

80-100 

0 

0.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

RftHv  JVIji^  FnHp\ 

0-20 

n 

0  0 

1 1726 

18.7 

21-25 

0 

0.0 

23821 

38.1 

26-30 

0 

0.0 

12454 

19.9 

31  + 

1 

100.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

1 

0 

100.0 
0.0 

16923 
7349 

27.0 
11.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

0 

0.0 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Other  Diagnosis 

u 

u.u 

d1  1 1 

5.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

1 

0 

100.0 
0.0 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

0 
0 

0.0 
0.0 

9021 
8951 

14.4 
14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1  AA^> 

1992 

a 
0 

A  A 

0.0 

i  a  1  en 
\ViD  1 

lo.z 

I  AA1      I  a  A  A 

1993-1994 

1 

1 

1  AA  A 

100.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

0 
0 

0.0 
0.0 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

0 

0.0 

7249 

11.6 

N/A*-  Nn 

1 

1 

100  0 

21  509 

34  4 

in//\  .  inoi  ivcporicu 

u 

0  0 

OZ  1 

1  0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

0 
0 

0.0 
0.0 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

1 

100.0 

12277 

19.6 

N/A*:  No 

0 

0.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Maryland  Medical  System  -  Baltimore  MD 
Provider  Number  210002  (MDUM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

134  91.0  88.4 
134  88.1  82.7 
118     92.3  90.2 

245     92.2  90.5 
245     88.1  84.6 

379       378         31     91.8     89.7      2.1  0.17 
379       374         45     88.1     83.9      4.1  0.02* 
118        112           9     92.3     90.2      2.0  0.44 

3  Years  3 

81.3  74.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '•5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

133     95.5  97.2 
133     94.7  94.4 
126     96.7  94.5 

243     97.5  97.3 
243     95.7  94.2 

376     366.5       12.0     96.7     97.3     -0.6  0.50 
376     356.0       17.0     95.3     94.2      1.1  0.36 
126     116.5        4.0     96.7     94.5      2.2  0.27 

3  Years  3 

91.6  89.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Maryland  Medical  System  -  Baltimore  MD 
Provider  Number  210002  (MDUM) 


 Program   —  National  — 

Number  %      Number  % 


Total  Transplants  and  Percentages 

379 

100.0 

62572 

100.0 

Donor  Type 

Living 

84 

22.2 

14525 

23.2 

Cadaveric  Stroke 

122 

32.2 

15624 

25.0 

Cadaveric  MVA 

48 

12.7 

13317 

21.3 

Cadaveric:  Other 

125 

33.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Ape 

0-17 

56 

14.8 

10738 

17.2 

18-30 

107 

28.2 

19464 

31.1 

31-45 

111 

29.3 

18538 

29.6 

46-60 

75 

19.8 

1 1397 

18.2 

61  + 

30 

7.9 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

273 

72.0 

49654 

79.4 

Black 

89 

23.5 

6469 

10.3 

Hispanic 

8 

2.1 

4943 

7.9 

Asian 

7 

1.8 

801 

1.3 

Other 

2 

0.5 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

161 

42.5 

25808 

41.2 

Male 

218 

57.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

73 
2 

19.3 
0.5 

10970 
640 

17.5 
1.0 

Living:  6+ 

3 

0.8 

551 

0.9 

Cadaveric:  0-11 

53 

14.0 

5889 

9.4 

Cadaveric:  12-21 

97 

25.6 

16112 

25.7 

Cadaveric:  22-31 

79 

20.8 

14287 

22.8 

Cadaveric:  32-41 

37 

9.8 

7669 

12.3 

Cadaveric:  42+ 

11 

2.9 

2519 

4.0 

Not  Reported 

24 

6.3 

3935 

6.3 
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Number 

% 

 1\$)Hnn$il  

Number 

% 

Level  of 
Mismatch 

0 

1 

37 
26 

9.8 
6.9 

5935 
3484 

9.5 
5.6 

2 

65 

17.2 

9648 

15.4 

3 

95 

25.1 

16005 

25.6 

4 

81 

21.4 

14003 

22.4 

5 

55 

14.5 

8963 

14.3 

6 

19 

5.0 

3009 

4.8 

Not  Reported 

1 

0.3 

1525 

2.4 

Recipient  Age 

0-17 

1 

0.3 

3951 

6.3 

18-35 

126 

33.2 

20414 

32.6 

36-45 

107 

IV// 

28.2 

16397 

26.2 

46-60 

116 

30.6 

17170 

27.4 

61  + 

29 

7.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

228 

60.2 

41213 

65.9 

Black 

145 

38.3 

12675 

20.3 

H  i  cnan  ir 

i 

1 

0.3 

5632 

9.0 

Asian 

4 

1.1 

1740 

2.8 

Other 

1 

0.3 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

132 

34.8 

25078 

40.1 

Male 

247 

65.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

324 

85.5 

59783 

95.5 

Kidney  and  Pancreas 

55 

14.5 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

343 
36 

90.5 
9.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

93 
123 

24.5 
32.5 

19677 
23207 

31.4 
37.1 

6-10 

19 

5.0 

5736 

9.2 

11  + 

5 

1.3 

5280 

8.4 

tslnt  RennrtpH 

1  39 

36  7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

102 
215 

26.9 
56.7 

20469 
26645 

32.7 
42.6 

20-  79 

41 

10.8 

9976 

15.9 

80-100 

18 

4.7 

4277 

6.8 

Not  Reported 

3 

0.8 

1205 

1.9 
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 .  >  d  1 1 U 1 1  tl  1  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

70 

18.5 

1 1726 

18.7 

21-25 

171 

45.1 

23821 

38.1 

26-30 

92 

24.3 

12454 

19.9 

31  + 

38 

10.0 

5762 

9.2 

Not  Reported 

8 

2.1 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

117 

36 

30.9 
9.5 

16923 
7349 

27.0 
1 1.7 

Systemic 

75 

19.8 

11759 

18.8 

Tubulointerstitial 

15 

4.0 

4233 

6.8 

Diabetes 

100 

26.4 

14059 

22.5 

Other  Diagnosis 

1  c 

1 J 

A  [\ 

4.U 

^T7  1 

JZ  /  1 

5.4 

Not  Reported 

21 

5.5 

2978 

A  O 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

352 
21 

92.9 
5.5 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

2 

0.5 

469 

0.7 

Not  Reported 

4 

1.1 

906 

1  /I 

1.4 

Year  of 
Transplant 

1988 
1989 

18 

23 

4.7 
6.1 

9021 
8951 

14.4 
14.3 

1990 

12 

3.2 

9819 

15.7 

1991 

51 

13.5 

10077 

16.1 

1  QQl 
1  yy£ 

CK 

1  01  ^7 

1  f\  0 
1  o.z 

I  oU 

AH  ? 

1  A  £A  1 

14j4  / 

2.5.2. 

Dialysis  in  First 
Ween  After 
Transplant* 

Yes 
No 

1  1 
106 

2.9 
28.0 

5716 
26528 

9.1 

42.4 

Not  Reported 

1 

0.3 

949 

1.5 

N/A*:  Yes 

64 

16.9 

7249 

1 1.6 

XT/ A  *  -  Nn 

1  Ql 

50  4 

71  509 

"?4  4 

\I/A*-  Nnt  Rpnnrtprl 

f. 

1  ft 

1  0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

40 
78 

10.6 
20.6 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

100 

26.4 

12277 

19.6 

N/A*:  No 

161 

42.5 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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29  South  Greene  Street,  Baltimore,  MD  21201 
Provider  Number  210002  (MDUM) 


May  6,  1997 


The  Division  of  Transplantation  at  the  University  of  Maryland  is  pleased  with  the  results  of  the  kidney  transplant 
center  specific  data  reported  here.  Our  graft  survival  rates  for  kidney  transplants  have  been  cited  as  significantly 
better  than  the  expected  rates  for  both  time  periods  analyzed.  We  have  thus  maintained  consistent  excellence  with 
our  program  growth.  We  now  perform  more  than  200  kidney  transplants  per  year  and  are  in  the  top  5  in  volume  out 
of  250  programs.  Thus  we  apply  our  extensive  experience  to  achieve  a  high  quality  of  care  and  accordingly  we 
attract  large  numbers  of  patients. 

We  have  attained  these  superior  results  despite  the  fact  that  we  serve  a  recipient  population  that  includes  nearly 
twice  the  average  number  of  African-Americans,  a  group  prone  to  premature  kidney  graft  failure  for  a  variety  of 
reasons.  At  the  University  of  Maryland  we  have  been  concerned  with  the  suboptimal  outcomes  in  African- 
American  kidney  recipients  that  have  been  described  in  the  national  transplant  registry.  To  achieve  better  results  for 
these  patients,  we  have  developed  a  formal  recipient  family  education  program  to  promote  living  kidney  donation. 
We  have  shown  that  this  program  has  significantly  improved  donation  rates,  especially  among  African-Americans. 
More  importantly,  93.2%  of  our  living  donor  kidney  transplants  in  African-Americans  have  survived  for  three  years 
or  more.  This  is  far  superior  to  3-year  survival  rate  for  cadaver  kidneys  of  59.6%  reported  nationally  for  African- 
Americans.  We  believe  that  this  approach  offers  a  substantial  benefit  to  these  patients  who,  in  the  past,  seemed  doomed 
to  early  graft  failure. 

The  University  of  Maryland  kidney  transplant  program  has  developed  several  patient  care  initiatives  to  address 
some  of  the  other  persistent  problems  in  the  field.  For  example,  a  problem  with  living  donor  kidney  transplants  has 
been  that  the  donor  must  undergo  a  major  surgical  procedure.  In  response  to  this  problem,  we  have  pioneered 
laparoscopic  living  donor  nephrectomy.  This  procedure  has  reduced  the  donor  operation  to  a  minimally  invasive 
surgery,  in  which  the  kidney  is  removed  through  a  2-3"  incision  below  the  umbilicus.  Since  starting  the  program 
began  we  have  performed  over  80  of  these  procedures,  and  now  have  the  world's  largest  experience.  We  have 
found  that  the  donor  experiences  much  less  postoperative  pain,  and  the  recovery  time  is  much  shorter  with  this  new 
approach. 

Another  problem  addressed  by  recent  initiatives  at  the  University  of  Maryland  is  the  kidney  shortage.  We  have 
transplanted  a  number  of  kidneys  in  pairs,  as  dual  transplants  into  the  same  recipient,  in  cases  where  there  is  a  small 
amount  of  scar  tissue  in  the  kidneys.  We  have  found  that  dual  transplantation  of  selected  kidneys  results  in  excellent 
outcomes  with  kidneys  would  have  been  previously  discarded. 

The  University  of  Maryland  kidney  transplant  program  was  completely  restructured  in  1991.  The  professional  staff 
at  the  University  of  Maryland  transplant  program  has  grown  in  proportion  to  the  increasing  transplant  volume.  It 
currently  includes  five  full-time  transplant  surgeons,  five  transplant  nephrologists,  a  transplant  endocrinologist,  a 
full-time  infectious  disease  consultant,  eight  nurse  coordinators,  three  transplant  pharmacists,  two  dedicated  social 
workers,  two  full-time  financial  counselors,  and  many  more  individuals  devoted  solely  to  providing  excellence  in 
transplant  patient  care. 

The  University  of  Maryland  transplant  program  will  continue  to  pioneer  new  research  approaches,  while  providing 
state-of-the-art  clinical  services  to  our  patients. 

Stephen  T.  Bartlett,  M.D. 
Head,  Division  of  Transplantation 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Maine  Medical  Center  -  Portland  ME 
Provider  Number  200009  (MEMC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

169  89.3  88.2 
169  87.6  83.4 
147     97.2  93.3 

68     88.1  89.4 
68     80.6  84.5 

237       236        26     89.0     88.6      0.4  0.83 
237       236         34     85.6     83.7       1.9  0.41 
147        139          4     97.2     93.3      4.0  0.05 

3  Years 3 

85.2  77.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.J     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

166     97.6  97.0 
166     95.1  94.1 
156     94.8  94.5 

67     93.7  97.6 
67     87.2  94.8 

229     225.5        8.0     96.5     97.2     -0.7  0.52 
229     224.5       16.0     92.9     94.3     -1.4  0.34 
156     150.0        8.0     94.8     94.5      0.3  0.87 

3  Years  3 

90.1  89.0 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Maine  Medical  Center  -  Portland  ME 
Provider  Number  200009  (MEMC) 


 Program- 
Nn  m  hpr 

11  U  III  1 

% 

—  National 

11  Ulll  UCI 

/o 

Total  Transplants  and  Percentages 

237 

100.0 

62572 

100.0 

Donor  Type 

Living 

55 

23.2 

14525 

23.2 

Cadaveric:  Stroke 

Af. 
HO 

1  Q  A 

1  JOZ4 

zj.U 

Cadaveric:  MVA 

64 

27.0 

13317 

21.3 

Cadaveric:  Other 

72 

30.4 

19030 

30.4 

INCH  rvCpuiLcU 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

29 

12.2 

10738 

17.2 

18-30 

79 

33.3 

19464 

31.1 

1 1  -4S 

00 

on  o 
Z  /  .0 

1  OCTO 

1  SjJo 

Oft  /z 

Zy.o 

46-60 

52 

21.9 

1 1397 

18.2 

61  + 

11 

4.6 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

234 

98.7 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

1 

0.4 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

2 

0.8 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

102 

43.0 

25808 

41.2 

Male 

135 

57.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

42 
0 

17.7 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

1 

0.4 

551 

0.9 

Cadaveric:  0-11 

25 

10.5 

5889 

9.4 

Cadaveric:  12-21 

56 

23.6 

16112 

25.7 

Cadaveric:  22-31 

49 

20.7 

14287 

22.8 

Cadaveric:  32-41 

33 

13.9 

7669 

12.3 

Cadaveric:  42+ 

13 

5.5 

2519 

4.0 

Not  Reported 

18 

7.6 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

28 

8 

11.8 

3.4 

5935 
3484 

9.5 
5.6 

2 

23 

9.7 

9648 

15.4 

3 

48 

20.3 

16005 

25.6 

4 

58 

24.5 

14003 

22.4 

5 

44 

18.6 

8963 

14.3 

6 

25 

10.5 

3009 

4.8 

Not  Reported 

3 

1.3 

1525 

2.4 

Recipient  Age 

0-17 

10 

4.2 

3951 

6.3 

18-35 

85 

35.9 

20414 

32.6 

36-45 

54 

22.8 

16397 

26.2 

46-60 

79 

33.3 

17170 

27.4 

61  + 

9 

3.8 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

232 

97.9 

41213 

65.9 

Black 

4 

1.7 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

1 

0.4 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

96 

40.5 

25078 

40.1 

Male 

141 

59.5 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

237 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

211 

26 

89.0 
11.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

Tro  nciiicirhnc 

1  I  dllMUMUII> 

0 

1-5 

18 
101 

7.6 
42.6 

19677 
23207 

31.4 
37.1 

6-10 

37 

15.6 

5736 

9.2 

11  + 

50 

21.1 

5280 

8.4 

Not  Reported 

31 

13.1 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

78 
80 

32.9 
33.8 

20469 
26645 

32.7 
42.6 

20-  79 

44 

18.6 

9976 

15.9 

80-100 

31 

13.1 

4277 

6.8 

Not  Reported 

4 

1.7 

1205 

1.9 
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Body  Mass  Index  0-20 
21-25 
26-30 

31  + 

Not  Reported 

Primary  Glomerular 

Kidney  . 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


 Program   —  National  — 

Number  %       Number  % 


43 

18.1 

11726 

18.7 

101 

42.6 

23821 

38.1 

55 

23.2 

12454 

19.9 

22 

9.3 

5762 

9.2 

16 

6.8 

8809 

14.1 

OZ 

lb. 1 

lo9Z3 

Z/.U 

44 

18.6 

7349 

11.7 

12 

5.1 

11759 

18.8 

30 

12.7 

4233 

6.8 

54 

22.8 

14059 

22.5 

23 

9.7 

5271 

8.4 

12 

5.1 

2978 

4.8 

Recipient  Not  Hospitalized 

Description  at  . 
Transplant  Hospitalized 

ICU/Life  Support 

Not  Reported 


234 

98.7 

59280 

94.7 

0 

0.0 

1917 

3.1 

0 

0.0 

469 

0.7 

3 

1.3 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

35 
41 

14.8 
17.3 

9021 
8951 

14.4 
14.3 

1990 

40 

16.9 

9819 

15.7 

1991 

44 

18.6 

10077 

16.1 

1992 

31 

13.1 

10157 

16.2 

1993-1994 

46 

19.4 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

44 

18.6 

5716 

9.1 

No 

98 

41.4 

26528 

42.4 

Not  Reported 

5 

2.1 

949 

1.5 

N/A*:  Yes 

32 

13.5 

7249 

11.6 

N/A*:  No 

57 

24.1 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.4 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


60 

25.3 

13559 

21.7 

87 

36.7 

19634 

31.4 

32 

13.5 

12277 

19.6 

58 

24.5 

17102 

27.3 

The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 
based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  William  Beaumont  Hospital  -  Royal  Oak  MI 
Provider  Number  230130  (MIBH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

161  91.3  89.6 
161  86.3  84.6 
139     94.9  92.6 

105     87.6  91.3 
105     81.0  86.2 

266       266         27     89.8     90.3     -0.4  0.82 
266       266        42     84.2     85.3     -1.1  0.62 
139       136          7    94.9     92.6      2.3  0.29 

3  Years  3 

82.0  78.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- : 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

160     99.4  97.0 
160     97.5  94.0 
154     92.1  94.0 

105     97.6  97.4 
105     94.6  94.4 

265     260.5        3.5     98.7    97.2      1.5  0.14 
265     258.5        9.5     96.3     94.2      2.2  0.12 
154     150.5       12.0     92.1     94.0     -1.9  0.32 

3  Years  3 

89.8  88.4 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30,  1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

William  Beaumont  Hospital  -  Royal  Oak  MI 
Provider  Number  230130  (MIBH) 


 Program-- 

—  National 

Mil  m  hpr 

1"  U  111  UCI 

% 

I\  ii  m  Hp  r 

11  U  III  Ull 

% 

/O 

Total  Transplants  and  Percentages 

266 

100.0 

62572 

100.0 

Donor  Type 

Living 

65 

24.4 

14525 

23.2 

Cadaveric:  Stroke 

7/1 

77  C 
Z  /.O 

1  JOZ4 

7^  fi 
Z  J.U 

Cadaveric:  MVA 

63 

23.7 

13317 

21.3 

Cadaveric:  Other 

64 

24.1 

19030 

30.4 

iNoi  ixeponea 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

51 

19.2 

10738 

17.2 

18-30 

67 

25.2 

19464 

31.1 

BO 

oy 

1  OJ  Jo 

70  A. 

Zy.O 

46-60 

47 

17.7 

11397 

18.2 

61  + 

12 

4.5 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

239 

89.8 

49654 

79.4 

Black 

20 

7.5 

6469 

10.3 

Hispanic 

3 

1.1 

4943 

7.9 

Asian 

2 

0.8 

801 

1.3 

Other 

1 

0.4 

620 

1.0 

Not  Reported 

1 

0.4 

85 

0.1 

Donor  Gender 

Female 

1 10 

41.4 

25808 

41.2 

Male 

156 

58.6 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

60 
5 

22.6 
1.9 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

26 

9.8 

5889 

9.4 

Cadaveric:  12-21 

93 

35.0 

16112 

25.7 

Cadaveric:  22-31 

57 

21.4 

14287 

22.8 

Cadaveric:  32-41 

20 

7.5 

7669 

12.3 

Cadaveric:  42+ 

2 

0.8 

2519 

4.0 

Not  Reported 

3 

1.1 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

32 

12.0 

5935 

9.5 

Mismatch 

1 

10 

3.8 

3484 

5.6 

2 

49 

18.4 

9648 

15.4 

3 

82 

30.8 

16005 

25.6 

4 

61 

22.9 

14003 

22.4 

5 

21 

7.9 

8963 

14.3 

6 

7 

2.6 

3009 

4.8 

Not  Reported 

4 

1.5 

1525 

2.4 

Recipient  Age 

0-17 

4 

1.5 

3951 

6.3 

18-35 

80 

30.1 

20414 

32.6 

36-45 

69 

25.9 

16397 

26.2 

46-60 

83 

31.2 

17170 

27.4 

61  + 

30 

1 1.3 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

208 

78.2 

41213 

65.9 

Black 

44 

16.5 

12675 

20.3 

Hispanic 

4 

1.5 

5632 

9.0 

Asian 

2 

0.8 

1740 

2.8 

Other 

8 

3.0 

1231 

2.0 

Not  Reported 

o 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

100 

37.6 

25078 

40.1 

Male 

166 

62.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

266 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

226 

85.0 

54138 

86.5 

Transplant 

Yes 

40 

15.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

52 

19.5 

19677 

31.4 

1  rdllSIUMUllS 

158 

59.4 

23207 

37.1 

1-5 

6-10 

38 

14.3 

5736 

9.2 

11  + 

15 

5.6 

5280 

8.4 

Not  Reported 

3 

1.1 

8672 

13.9 

Peak  PRA  Prior 

0 

176 

66.2 

20469 

32.7 

toTransplant 

1-  19 

47 

17.7 

26645 

42.6 

20-  79 

34 

12.8 

9976 

15.9 

80-100 

8 

3.0 

4277 

6.8 

Not  Reported 

1 

0.4 

1205 

1.9 
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 Program- 

—  National  — 

Number 

o/ 

YO 

Number 

0/ 
YO 

Body  Mass  Index 

0-20 

20 

7.5 

11726 

18.7 

21-25 

73 

27.4 

23821 

38.1 

26-30 

45 

16.9 

12454 

19.9 

31  + 

16 

6.0 

5762 

9.2 

Not  Reported 

1 12 

42.1 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

59 
33 

22.2 
12.4 

16923 
7349 

27.0 
11.7 

Systemic 

54 

20.3 

11759 

18.8 

Tubulo  interstitial 

19 

7.1 

4233 

6.8 

Diabetes 

81 

30.5 

14059 

22.5 

Other  Diagnosis 

16 

6.0 

5271 

8.4 

Not  Reported 

4 

1.5 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

260 
5 

97.7 
1.9 

59280 
1917 

94.7 
3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

1 

0.4 

906 

1.4 

Year  of 
Transplant 

1988 
1989 

22 

-  22 

8.3 
8.3 

9021 
8951 

14.4 
14.3 

1990 

4^ 

16.9 

9819 

15.7 

1991 

51 

19.2 

10077 

16.1 

1992 

46 

17.3 

10157 

16.2 

1993-1994 

80 

30.1 

14547 

23.2 

Dialysis  in  First 
week  Alter 
Transplant* 

Yes 
No 

27 
110 

10.2 
41.4 

5716 
26528 

9.1 

42.4 

Not  Reported 

2 

0.8 

949 

1.5 

N/A*:  Yes 

26 

9.8 

7249 

11.6 

N/A*:  No 

101 

38.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

64 

75 

24.1 
28.2 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

76 

28.6 

12277 

19.6 

N/A*:  No 

51 

19.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  William  Beaumont  Hospital 
3601  W.  Thirteen  Mile  Road,  Royal  Oak,  MI  48073 
Provider  Number  230130  (MIBH) 


May  8,  1997 


The  Renal  Transplantation  Program  at  William  Beaumont  Hospital,  in  existence  since  1972,  affirms  its  commitment 
to  the  outstanding  and  comprehensive  care  of  patients  with  end  stage  renal  disease.  To  that  end,  the  attached  data 
indicate  a  patient  and  graft  survival  over  the  six-year  period  of  1988  -  1994  consistent  with  anticipated  outcomes  as 
calculated  by  UNOS.  Our  transplant  unit  is  engaged  in  continuous  quality  improvement  efforts,  and  regularly 
reviews  and  modifies  patient  care  protocols  to  provide  state-of-the-art  care.  We  remain  confident  that  our  current 
outcomes  are  outstanding  and  that  our  unit  provides  high-quality,  personalized  patient  care  to  renal  transplant 
recipients. 

Leslie  Rocher,  M.D. 

Director,  Renal  Transplantation  Program  _ 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Children's  Hospital  of  Michigan  -  Detroit  MI 
Provider  Number  233300  (MICH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

38  81.6  86.1 
38  71.1  80.5 
27     95.6  87.6 

30     93.3  91.0 
30     86.7  86.7 

68         68          9     86.8     88.3     -1.5  0.69 
68         68         15     77.9     83.2     -5.3  0.23 
27         21           1     95.6     87.6      8.0  0.24 

3  Years  3 

67.9  70.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

36  94.4  98.5 
36  94.4  97.0 
34     96.7  97.9 

30     96.5  99.1 
30     93.0  97.9 

65       64.0        3.0     95.3     98.8     -3.4  0.01* 
65       64.0        4.0     93.8     97.4     -3.6  0.07 
34      28.0        1.0     96.7     97.9     -1.1  0.66 

3  Years  3 

91.3  94.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Children's  Hospital  of  Michigan  -  Detroit  MI 
Provider  Number  233300  (MICH) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

68 

100.0 

62572 

100.0 

Donor  Type 

Living 

29 

42.6 

14525 

23.2 

Cadaveric:  Stroke 

9 

13.2 

15624 

25.0 

Cadaveric:  MVA 

16 

23.5 

13317 

21.3 

Cadaveric:  Other 

14 

20.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

14 

20.6 

10738 

17.2 

18-30 

16 

23.5 

19464 

31.1 

31-45 

29 

42.6 

18538 

29.6 

46-60 

8 

11.8 

11397 

18.2 

61  + 

1 

1.5 

2394 

3.8 

Not  Reported 

o 

0.0 

41 

0. 1 

Donor  Race 

White 

53 

77.9 

49654 

79.4 

Black 

12 

17.6 

6469 

10.3 

Hispanic 

1 

1.5 

4943 

7.9 

Asian 

2 

2.9 

801 

1.3 

Other 

0 

0.0 

620 

l.O 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

31 

45.6 

25808 

41.2 

Male 

37 

54.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

22 
7 

32.4 
10.3 

10970 
640 

17.5 
l.O 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

3 

4.4 

5889 

9.4 

Cadaveric:  12-21 

21 

30.9 

16112 

25.7 

Cadaveric:  22-31 

12 

17.6 

14287 

22.8 

Cadaveric:  32-41 

2 

2.9 

7669 

12.3 

Cadaveric:  42+ 

1 

1.5 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Level  of 

0 

3 

4.4 

5935 

9.5 

Mismatch 

1 

8 

11.8 

3484 

5.6 

2 

19 

27.9 

9648 

15.4 

3 

16 

23.5 

16005 

25.6 

A 

4 

1  u 

1  A  1 
14.  / 

1  A 

zz.4 

5 

10 

14.7 

8963 

14.3 

6 

1 

1.5 

3009 

4.8 

Not  Reported 

1 

1.5 

1525 

2.4 

Recipient  Age 

0-17 

65 

95.6 

3951 

6.3 

18-35 

3 

4.4 

20414 

32.6 

1  £  AS. 

u 

(J.U 

lojy  / 

zo.z 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

41 

60.3 

41213 

65.9 

Black 

21 

30.9 

12675 

20.3 

Hispanic 

i 
1 

1  r 
1  .J 

JOJZ 

9.U 

Asian 

3 

4.4 

1740 

2.8 

Other 

2 

2.9 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

27 

39.7 

25078 

40.1 

Male 

41 

60.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

68 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

n  CVIUU3  FVIUIItV 

JO 

85  1 

J*T  1  J  O 

OU.J 

Transplant 

Yes 

10 

14.7 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

24 

35.3 

19677 

31.4 

Transfusions 

1  c 

lo 

10  A 

5ZA 

Z5Z\i  1 

77  1 
J  1 . 1 

zz 

o- 1 U 

y 

1  5.Z 

J  1  JO 

y.Z 

1  1  + 

1  n 

1  A  1 

JZOU 

Not  Reported 

3 

A  A 

4.4 

6672 

1 3.9 

Peak  PRA  Prior 

0 

3 

4.4 

20469 

32.7 

toTransplant 

1-  19 

44 

64.7 

26645 

42.6 

20-  79 

16 

23.5 

9976 

15.9 

80-100 

5 

7.4 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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■  ■  *JfL>  cl  ill 

 National  

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

50 

73.5 

11726 

18.7 

21-25 

14 

20.6 

23821 

38.1 

26-30 

1 

1.5 

12454 

19.9 

31  + 

2 

2.9 

5762 

9.2 

Not  Reported 

1 

1.5 

8809 

14.1 

Primary 

Kidney 

Disease 

Glomerular 
Cystic/Congenital 

19 
21 

27.9 
30.9 

16923 
7349 

27.0 
1 1.7 

Systemic 

1 

1.5 

11759 

18.8 

Tubulointerstitial 

13 

19.1 

4233 

6.8 

Diabetes 

0 

0.0 

14059 

22.5 

Othpr  DiacrnnQiQ 

WL1ICI  L/ldiillL/olo 

14 

70  6 

S77 1 

8  4 
o  .*+ 

inoi  ixcponcu 

A 
U 

u.u 

"7Q78 
Ay  I  o 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 
Hospitalized 

66 

2 

97.1 
2.9 

59280 
1917 

94.7 
3.1 

i^u/Lire  support 

a 
u 

n  a 
u.u 

40V 

A  1 

U.  / 

Not  Reported 

A 

u 

A.  A 

u.u 

QAA 
VUO 

1  A 

Year  of 
Transplant 

1988 
1989 

6 
7 

8.8 
10.3 

9021 
8951 

14.4 
14.3 

1990 

9 

13.2 

9819 

15.7 

1991 

12 

17.6 

10077 

16.1 

1992 

13 

19.1 

10157 

16.2 

1  QQV1QQ4 

7  l 

"*0  Q 

14S47 

73  7 

Dialysis  in  First 
Week  After 
Transplant* 

Yes 
No 

1 

26 

1.5 
38.2 

5716 
26528 

9.1 
42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

9 

13.2 

7249 

1 1.6 

N/A*:  No 

32 

47.1 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 
First  6  Months 
After  Transplant* 

Yes 
No 

12 
15 

17.6 
22.1 

13559 
19634 

21.7 
31.4 

N/A*:  Yes 

19 

27.9 

12277 

19.6 

N/A*:  No 

22 

32.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Henry  Ford  Hospital  -  Detroit  MI 
Provider  Number  230053  (MIHF) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX      (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

304  87.5  88.8 
304  81.9  83.2 
248     94.6  90.6 

130     90.0  91.7 
130     84.6  86.7 

434       434         51     88.2     89.7     -1.4  0.32 
434       432         75     82.7     84.2     -1.5  0.37 
248       236         13     94.6     90.6      4.0  0.03* 

3  Years  3 

77.5  75.3 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

298     96.9  96.9 
298     92.5  93.9 
274     94.0  94.2 

129     99.2  97.8 
129     96.0  95.2 

424     420.5       10.0     97.6     97.1       0.5  0.54 
424     415.5       27.0     93.6     94.3     -0.8  0.50 
274     261.5       16.0     94.0     94.2     -0.2  0.89 

3  Years  3 

87.0  88.5 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Henry  Ford  Hospital  -  Detroit  MI 
Provider  Number  230053  (MIHF) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

434 

100.0 

62572 

100.0 

Donor  Type 

Living 

132 

30.4 

14525 

23.2 

Cadaveric:  Stroke 

117 

27.0 

15624 

25.0 

Cadaveric:  MVA 

97 

22.4 

13317 

21.3 

Cadaveric:  Other 

87 

20.0 

19030 

30.4 

Not  Reported 

1 

0.2 

76 

0.1 

Donor  Age 

0-17 

64 

14.7 

10738 

17.2 

18-30 

122 

28.1 

19464 

31.1 

31-45 

160 

36.9 

18538 

29.6 

46-60 

78 

18.0 

1 1397 

18.2 

61  + 

10 

2.3 

2394 

3.8 

1NUL  rvcuui  ICU 

0 

0.0 

41 

0.1 

Donor  Race 

White 

342 

78.8 

49654 

79.4 

Black 

/  J 

1  7  ^ 

U4u  y 

10  3 

Hispanic 

1 7 
1  z 

7  8 

HyHj 

7  Q 

Asian 

7 
L 

U.J 

80  1 

Other 

■% 
J 

n  7 

1  0 

Not  Reported 

n 
V 

0  1 

Donor  Gender 

Female 

189 

43.5 

25808 

41.2 

Male 

245 

56.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

127 
3 

29.3 
0.7 

10970 
640 

17.5 
1.0 

Living:  6+ 

3 

0.7 

551 

0.9 

Cadaveric:  0-11 

59 

13.6 

5889 

9.4 

Cadaveric:  12-21 

104 

24.0 

16112 

25.7 

Cadaveric:  22-31 

83 

19.1 

14287 

22.8 

Cadaveric:  32-41 

40 

9.2 

7669 

12.3 

Cadaveric:  42+ 

14 

3.2 

2519 

4.0 

Not  Reported 

1 

0.2 

3935 

6.3 
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 Program- 

—  National  -- 

Number 

Number 

% 

Level  of 
Mismatch 

0 
1 

50 
28 

11.5 
6.5 

5935 
3484 

9.5 
5.6 

2 

67 

15.4 

9648 

15.4 

3 

131 

30.2 

16005 

25.6 

4 

89 

20.5 

14003 

22.4 

J 

An 

l  U.o 

1  A  1 

14. j 

s 

o 

1  o 

18 

A  1 

4.1 

~)  AAA 

3009 

A  O 

4.8 

XT  _  i  i  j      -  _    .  i  _  J 

Not  Reported 

4 

0.9 

1525 

2.4 

Recipient  Age 

0-17 

7 

1.6 

3951 

6.3 

18-35 

160 

36.9 

20414 

32.6 

36-45 

116 

26.7 

16397 

26.2 

AC  Cf\ 

4o-oU 

1 12 

25.8 

1  *7  1  *7A 

17170 

21 A 

61  + 

39 

9.0 

4627 

1A 

Not  Reported 

A 

U 

A  A 
U.U 

1 1 
1  j 

A  A 
U.U 

Recipient  Race 

White 

248 

57.1 

41213 

65.9 

Black 

163 

37.6 

12675 

20.3 

Hispanic 

12 

2.8 

5632 

9.0 

Asian 

3 

0.7 

1740 

o  o 

2.8 

Other 

8 

1.8 

123 1 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

1  £L  1 

161 

37. 1 

25078 

A  A  1 

40. 1 

Male 

273 

62.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

41 1 

94.7 

59783 

95.5 

Kidney  and  Pancreas 

23 

5.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

399 
35 

91.9 

O  1 

8.1 

54138 

Ol  /IT 

8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

1  0*7 

1 87 

A  ^ 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

135 
196 

31.1 
45.2 

19677 
23207 

31.4 
37.1 

6-10 

56 

12.9 

5736 

9.2 

11  + 

44 

10.1 

5280 

8.4 

Not  Reported 

3 

0.7 

8672 

13.9 

w\  1      r%  w~%   a     n  ■  

Peak  PRA  Prior 

0 

93 

21.4 

20469 

32.7 

toTransplant 

1-  19 

245 

56.5 

26645 

42.6 

20-  79 

60 

13.8 

9976 

15.9 

80-100 

36 

8.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 

105  -  c 


1997  Center  Specific  Report 


Kidney  Volume 


 Program-- 

—  National  -- 

N  ii  m  hpr 

1 1  U  111  Ul  1 

% 

N  ii  m  hf*r 

n  u  in  mi  i 

% 

tjouy  ividss  mutx 

ft  ">n 

<8 

JO 

1  1  A 
1  j  A 

1  1  /ZO 

1  8  1 

\  O.  / 

Z  1  -Z  J 

1  A') 
I  OZ 

7.1  1 

ZJoZ  1 

Jo.  1 

26-30 

93 

21.4 

12454 

19.9 

31  + 

36 

8.3 

5762 

9.2 

Not  Reported 

85 

19.6 

8809 

14.1 

Primary 

Glomerular 

103 

23.7 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

47 

10.8 

7349 

11.7 

Systemic 

110 

25.3 

11759 

18.8 

Tubulointerstitial 

33 

7.6 

4233 

6.8 

IS  1<XUk>  IVj 

1  1 9 

27.4 

14059 

 .  -1 

Other  Diagnosis 

16 

3.7 

5271 

8.4 

Not  Reported 

6 

1.4 

2978 

4.8 

Recipient 

Not  Hospitalized 

423 

97.5 

59280 

94.7 

L/escripnon  ai 

0.7 

1917 

Transplant 

Hospitalized 

3 

3.1 

ICU/Life  Support 

1 

0.2 

469 

0.7 

Not  Reported 

7 

1.6 

906 

1.4 

Year  of 

1988 

63 

14.5 

9021 

14.4 

Transplant 

1989 

81 

18.7 

8951 

14.3 

1990 

63 

14.5 

9819 

15.7 

1  001 

I  77  1 

73 

1  u.o 

10077 

16.1 

1992 

72 

16.6 

10157 

16.2 

1993-1994 

82 

18.9 

14547 

23.2 

Dialysis  in  First 

Yes 

53 

12.2 

5716 

9.1 

Week  After 

180 

26528 

42.4 

Transplant* 

No 

41.5 

Not  Reported 

15 

3.5 

949 

1.5 

N/A*:  Yes 

52 

12.0 

7249 

1 1.6 

X  T  /  A  3k.  XT  — 

N/A  .  No 

131 

30.2 

2 1 5UV 

J4.4 

XT/A  ik                   pj  a  _  l 

N/A*:  Not  Reported 

-> 

3 

0.7 

621 

1  A 

1  .u 

Rejection  in 

Yes 

87 

20.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

161 

37.1 

19634 

31.4 

N/A*:  Yes 

87 

20.0 

12277 

19.6 

N/A*:  No 

99 

22.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Henry  Ford  Hospital 
2799  West  Grand  Boulevard,  Detroit,  MI  48202 
Provider  Number  230053  (MIHF) 


May  8,  1997 


The  Henry  Ford  Hospital  Kidney  Transplant  Program  was  initiated  in  1968  and  has  to  date  performed 
approximately  1300  renal  transplants. 

We  are  pleased  to  note  that  both  graft  and  patient  survival  rates  at  our  center  closely  match  the  expected  rates  as 
determined  by  UNOS.  However,  it  should  be  noted  that  our  recipient  population  had  a  higher  percentage  of 
African-American  patients  (38%  vs.  20%)  and  diabetics  (27.4%  vs.  22.5%)  when  compared  to  national  data.  It  is 
well  known  that  graft  survival  in  both  these  subsets  of  patients  and  that  patient  survival  in  the  diabetic  subset  are 
inferior.  Considering  this  relatively  unfavorable  patient  mix,  our  results  actually  exceed  the  expected  success  rates. 
We  continue  to  strive  to  improve  our  results  further  with  innovative  and  risk-specific  immunosuppressive  protocols. 

Martin  F.  Mozes,  M.D.,  FACS  /?  ^ 


Director,  Renal  Transplant  Program 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Harper  Hospital  /  Detroit  Medical  Center  -  Detroit  MI 
Provider  Number  230104  (MIHH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

79  78.5  85.9 
79  69.6  78.4 
55     85.4  84.3 

49     85.7  90.5 
49     81.6  84.9 

128       128        24     81.3     87.7     -6.4  0.02* 
128       128         33     74.2     80.9     -6.7  0.05* 
55         53          8     85.4     84.3      1.0  0.83 

3  Years  3 

59.4  66.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. s    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

78  91.0  95.9 
78  83.3  92.5 
65     87.4  92.9 

49     97.9  97.8 
49    95.8  95.3 

127     125.5        8.0     93.6     96.7     -3.0  0.06 
127     125.5       15.0     88.1     93.5     -5.5  0.01* 
65      63.0        8.0     87.4     92.9     -5.5  0.08 

3  Years  3 

72.9  85.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Harper  Hospital  /  Detroit  Medical  Center  -  Detroit  MI 
Provider  Number  230104  (MIHH) 


—  nanonai 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

128 

100.0 

62572 

100.0 

Donor  Type 

Living 

7 

5.5 

14525 

23.2 

Cadaveric:  Stroke 

33 

25.8 

15624 

25.0 

Cadaveric:  MVA 

42 

32.8 

13317 

21.3 

Cadaveric:  Other 

46 

35.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

37 

28.9 

10738 

17.2 

18-30 

40 

31.3 

19464 

31.1 

31-45 

30 

23.4 

18538 

29.6 

46-60 

17 

13.3 

11397 

18.2 

61  + 

4 

3.1 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

Wnite 

88 

68.8 

49654 

79.4 

Black 

35 

27.3 

6469 

10.3 

Hispanic 

2 

1.6 

4943 

7.9 

Asian 

1 

0.8 

801 

1.3 

Utner 

2 

1.6 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

39 

30.5 

25808 

41.2 

Male 

OA 

89 

69.5 

36762 

COO 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

7 
0 

5.5 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

27 

21.1 

5889 

9.4 

Cadaveric:  12-21 

71 

55.5 

16112 

25.7 

Cadaveric:  22-31 

18 

14.1 

14287 

22.8 

Cadaveric:  32-41 

3 

2.3 

7669 

12.3 

Cadaveric:  42+ 

2 

1.6 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

o 

f. 

u 

4  7 

9  5 

Mismatch 

1 

1 

7 

1  f, 

3484 

5  ft 

L 

1  c 

I J 

1  1  7 

11./ 

1  A 

3 

34 

26.6 

16005 

25.6 

4 

29 

22.7 

14003 

22.4 

5 

26 

20.3 

8963 

14.3 

6 

12 

9.4 

3009 

4.8 

Not  Reported 

4 

3.1 

1525 

2.4 

Recipient  Age 

(\  1  7 

A 
U 

u.u 

1 

J7J  1 

O.J 

18-35 

37 

28.9 

20414 

32.6 

36-45 

38 

29.7 

16397 

26.2 

46-60 

40 

31.3 

17170 

27.4 

61  + 

13 

10.2 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

Wniie 

j  j 

7^  C 

A  1  7  1 1 

Black 

92 

71.9 

12675 

20.3 

Hispanic 

1 

0.8 

5632 

9.0 

Asian 

2 

1.6 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

O  1 

81 

0.1 

Recipient 
Gender 

Female 

38 

29.7 

25078 

40.1 

Male 

90 

70.3 

37493 

59.9 

Not  Reported 

a 
U 

A  A 
U.U 

i 
1 

A  A 
U.U 

Procedure  Type 

Kidney  Alone 

128 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

121 

94.5 

54138 

86.5 

Transplant 

8247 

13.2 

Yes 

7 

5.5 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

41 

32.0 

19677 

31.4 

Transfusions 

46 

35.9 

23207 

37.1 

1-5 

6-10 

21 

16.4 

5736 

9.2 

11  + 

19 

14.8 

5280 

8.4 

Not  Reported 

1 

0.8 

8672 

13.9 

Peak  PRA  Prior 

0 

3 

2.3 

20469 

32.7 

toTransplant 

1-  19 

86 

67.2 

26645 

42.6 

20-  79 

29 

22.7 

9976 

15.9 

80-100 

10 

7.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

20 

15.6 

11726 

18.7 

21-25 

40 

31.3 

23821 

38.1 

26-30 

28 

21.9 

12454 

19.9 

31  + 

12 

9.4 

5762 

9.2 

Not  Reported 

28 

21.9 

8809 

14.1 

Primary 

Glomerular 

21 

16.4 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

7 

5.5 

7349 

11.7 

Systemic 

56 

43.8 

11759 

18.8 

Tubulointerstitial 

8 

6.3 

4233 

6.8 

Diabetes 

14 

10.9 

14059 

22.5 

Other  Diagnosis 

13 

10.2 

5271 

8.4 

Not  Reported 

9 

7.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

127 

99.2 

59280 

94.7 

Hospital  i7ed 

1 

0.8 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 

1988 

20 

15.6 

9021 

14.4 

Transplant 

1989 

26 

20.3 

8951 

14.3 

1990 

17 

13.3 

9819 

15.7 

1991 

1 1 

8.6 

10077 

16.1 

1992 

17 

13.3 

10157 

16.2 

1993-1994 

37 

28.9 

14547 

23.2 

Dialysis  in  First 

Yes 

10 

7.8 

5716 

9.1 

Week  After 

35.2 

26528 

42.4 

Transplant* 

No 

45 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

22 

17.2 

7249 

1 1.6 

N/A*:  No 

51 

39.8 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

23 

18.0 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

32 

25.0 

31.4 

N/A*:  Yes 

37 

28.9 

12277 

19.6 

N/A*:  No 

36 

28.1 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Response  From:  Harper  Hospital/Detroit  Medical  Center 
3909  John  R.,  Detroit,  MI  48201 
Provider  Number  230104  (MIHH) 


May  30,  1997 

The  Adult  Kidney  Transplant  Program  at  Wayne  State  University  /  Detroit  Medical  Center  (WSU/DMC)  serves  a 
very  wide  cross  section  of  the  population  in  the  Detroit  area.  Two  thirds  of  the  patients  who  undergo  transplantation 
in  our  renal  program  are  people  who  live  in  inner-city  Detroit.  Historically,  these  patients  are  known  for  their  poor 
medical  follow-up  and  low  compliance  rates,  often  related  to  social-economic  factors  largely  beyond  their  control. 

The  WSU/DMC  Kidney  Program  was  relocated  to  Harper  Hospital  in  July,  1988.  At  that  time  our  program 
underwent  substantial  reorganization  including  major  changes  in  our  clinical  protocols,  our  professional  staff  and 
our  hospital  facilities.  As  a  result  of  these  changes  we  noted  a  considerable  improvement  in  our  graft  success  rates 
as  well  as  our  patient  survival  data: 

UNOSREPORT('87-'91)  HARPER  ('88  - '93) 

1  Yr.  GRAFT  Success  69%  73% 

3  Yr.  GRAFT  Success  51%  62% 

1  Yr.  PATIENT  Survival  85%  87% 

3  Yr.  PATIENT  Survival  70%  79% 

A  similar  analysis  of  kidney  transplant  outcomes  was  done  by  the  Renal  Network  of  the  Upper  Midwest  (Network 
1 1).  Their  review  confirmed  the  improvement  in  our  program's  patient  and  graft  survival  rates  in  recent  years 
(1989-1991)  compared  to  the  earlier  era  (1987-1989).  The  Network  noted  that  our  patient  survival  and  graft  success 
rates  during  1989-1991  "were  comparable  to  national  survival  rates  calculated  by  UNOS." 

We  are  pleased  that  our  graft  and  patient  survival  rates  have  shown  improvement,  particularly  in  light  of  the 
challenging  make-up  of  our  patient  population.  The  UNOS  analysis  notes  some  of  the  characteristics  which  make 
our  patients  relatively  higher  risk..  Specifically,  black  patients  tend  to  have  lower  graft  success  rates  than  non- 
blacks  and  over  75%  of  the  transplant  patients  in  our  center  are  black  compared  to  only  20%  nationally.  Recipients 
of  living-donor  kidney  transplants  tend  to  fare  better  than  recipients  of  cadaver  kidneys,  but  less  than  2%  of  the 
recipients  in  our  program  received  living-donor  kidneys  compared  to  over  20%  nationally.  Our  patients  are  older, 
and  tend  to  have  higher  PRA  antibody  levels  and  greater  mismatch  levels  than  the  national  averages.  All  these 
factors  have  an  adverse  effect  on  graft  and/or  patient  survival. 

In  addition  to  these  factors,  there  are  other  characteristics  not  considered  by  UNOS  which  also  make  our  patients  a 
higher-risk  group.  Specifically,  many  of  our  patients  struggle  with  the  social-economic  realities  of  an  inner  city  life 
which  often  interfere  with  their  compliance  with  the  post-transplant  regimen. 

Our  Kidney  Transplant  Team  reviews  all  aspects  of  our  program  on  an  ongoing  basis.  We  are  gratified  to  see  a 
considerable  improvement  in  our  outcomes  as  a  result  of  our  efforts.  We  are  determined  to  provide  the  highest 
quality  of  care  and  support  to  all  patients  who  come  to  us  in  need  of  renal  transplantation. 


Emanuel  R.  Reinitz,  M.D. 
Director  of  Organ  Transplantation 
Detroit  Medical  Center 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                         Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

64  84.4  87.4 
64  81.3  81.9 
52     76.9  89.3 

34     97.1  90.0 
34     82.1  84.9 

98        98         11     88.8    88.3      0.5  0.88 
98        97         18     81.5     82.9     -1.4  0.71 
52         52         12     76.9     89.3    -12.4  <0.01* 

3  Years  3 

62.5  73.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

63  96.8  97.3 
63  94.4  94.8 
60     90.0  94.9 

33   100.0  97.9 
33     93.8  95.5 

95       95.0        2.0     97.9     97.5      0.4  0.81 
95       94.0        5.5     94.2     95.0     -0.9  0.70 
60      60.0        6.0     90.0     94.9     -4.9  0.08 

3  Years  3 

85.0  89.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2    A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 


3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 


Source:  UNOS  OPTN/Scientific  Registry  data. 
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Hurley  Medical  Center  -  Flint  MI 
Provider  Number  230132  (MIHM) 


 Program- 
Number 

% 

—  National 
Number 

— 

% 

Total  Transplants  and  Percentages 

no 

t  aa  A 

62572 

1  AA  a 

Donor  Type 

Living 

20 

20.4 

14525 

23.2 

Cadaveric:  Stroke 

28 

28.6 

15624 

25.0 

Cadaveric:  MVA 

i  a 
IV 

19.4 

1 3  3  I  / 

1 1 .3 

Cadaveric:  Other 

3  1 

1  1  c 

3  1  .o 

1  fini  a 
19U3U 

1 A  A 

3U.4 

Not  Reported 

A 
U 

ft  ft 
u.u 

/O 

ft  1 
u.  1 

Donor  Age 

0-17 

16 

16.3 

10738 

17.2 

18-30 

37 

37.8 

19464 

31.1 

31-45 

23 

23.5 

18538 

29.6 

46-60 

OA 

Ik) 

OA  A 

1  139/ 

1  o.Z 

61  + 

-> 

7  ft 
Z.V 

770/1 

3.6 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

79 

80.6 

49654 

79.4 

Black 

18 

18.4 

6469 

10.3 

Hispanic 

1 

1.0 

4943 

7.9 

Asian 

o 

0.0 

801 

1.3 

Other 

o 

0.0 

620 

1.0 

Not  Reported 

o 

0.0 

85 

0.1 

Donor  Gender 

Female 

41 

41.8 

25808 

41.2 

Male 

57 

58.2 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

19 
1 

19.4 
1.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

18 

18.4 

5889 

9.4 

Cadaveric:  12-21 

41 

41.8 

16112 

25.7 

Cadaveric:  22-31 

14 

14.3 

14287 

22.8 

Cadaveric:  32-41 

4 

4.1 

7669 

12.3 

Cadaveric:  42+ 

1 

1.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

10 

10.2 

5935 

9.5 

Mismatch 

1 

4 

4.1 

3484 

5.6 

2 

18 

18.4 

9648 

15.4 

3 

27 

27.6 

16005 

25.6 

4 

20 

20.4 

14003 

22.4 

5 

12 

12.2 

8963 

14.3 

6 

4 

4.1 

3009 

4.8 

Not  Reported 

3 

3.1 

1525 

-  2.4 

Recipient  Age 

0-17 

3 

3.1 

3951 

6.3 

18-35 

36 

36.7 

20414 

32.6 

36-45 

32 

32.7 

16397 

26.2 

46-60 

25 

25.5 

17170 

27.4 

61  + 

2 

2.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

64 

65.3 

41213 

65.9 

Black 

31 

31.6 

12675 

20.3 

Hispanic 

3 

3.1 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

41 

41.8 

25078 

40.1 

Gender 

Male 

57 

58.2 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

98 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

82 

83.7 

54138 

86.5 

Transplant 

Yes 

16 

16.3 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

79 

80.6 

19677 

31.4 

Transfusions 

23207 

37.1 

1-5 

1 1 

11.2 

6-10 

1 

1.0 

5736 

9.2 

11  + 

7 

7.1 

5280 

8.4 

Not  Reported 

o 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

5 

5.1 

20469 

32.7 

toTransplant 

1-  19 

72 

73.5 

26645 

42.6 

20-  79 

10 

10.2 

9976 

15.9 

80-100 

11 

11.2 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Primary 

Kidney 

Disease 


 1 1  a  1 1 U 1 1  a  1 

Number 

% 

Number 

% 

0-20 

24 

24.5 

1 1726 

18.7 

21-25 

28 

28.6 

23821 

38.1 

26-30 

26 

26.5 

12454 

19.9 

31  + 

20 

20.4 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Glomerular 

24 

24.5 

16923 

27.0 

Cystic/Congenital 

10 

10.2 

7349 

11.7 

Systemic 

21 

21.4 

11759 

18.8 

Tubulointerstitial 

12 

12.2 

4233 

6.8 

Diabetes 

26 

26.5 

14059 

22.5 

Other  Diagnosis 

5 

5.1 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Not  Hospitalized 

98 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

15 

15.3 

9021 

14.4 

1989 

11 

11.2 

8951 

14.3 

1990 

13 

13.3 

9819 

15.7 

1991 

16 

16.3 

10077 

16.1 

1992 

21 

21.4 

10157 

16.2 

1993-1994 

22 

22.4 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 
N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


15 

15.3 

5716 

9.1 

37 

37.8 

26528 

42.4 

0 

0.0 

949 

1.5 

11 

11.2 

7249 

11.6 

35 

35.7 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


10 

10.2 

13559 

21.7 

42 

42.9 

19634 

31.4 

19 

19.4 

12277 

19.6 

27 

27.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 
of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

85  84.3  89.9 
85  76.7  85.1 
59    96.4  91.9 

67     84.9  92.8 
67     76.8  88.9 

152       149        23     84.6     91.2     -6.6  <0.01* 
152       142         34     76.7     86.8    -10.0  <0.01* 
59        54          2     96.4     91.9      4.5  0.20 

3  Years  3 

73.9  78.2 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

83  94.3  97.6 
83  87.6  95.2 
65     93.6  95.4 

67    98.5  98.4 
67     93.5  96.4 

149     142.0        5.5     96.2     98.0     -1.8  0.12 
149     133.5       13.5     90.3     95.7     -5.5  <0.01* 
65      61.5        4.0     93.6     95.4     -1.8  0.50 

3  Years  3 

82.0  90.8 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Borgess  Medical  Center  -  Kalamazoo  MI 
Provider  Number  230117  (MIKZ) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

152 

100.0 

62572 

100.0 

Donor  Type 

Living 

69 

45.4 

14525 

23.2 

Cadaveric:  Stroke 

26 

17.1 

15624 

25.0 

Cadaveric:  MVA 

36 

23.7 

13317 

21.3 

Cadaveric:  Other 

21 

13.8 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

17 

1 1.2 

10738 

17.2 

18-30 

35 

23.0 

19464 

31.1 

31-45 

66 

43.4 

18538 

29.6 

46-60 

33 

21.7 

11397 

18.2 

61+ 

1 

0.7 

2394 

3.8 

Not  Reported 

n 
u 

ft  ft 

41 

n  i 

U.  1 

Donor  Race 

White 
Black 

128 
18 

84.2 
1 1.8 

49654 
6469 

79.4 
10.3 

Hispanic 

4 

2.6 

4943 

7.9 

Asian 

1 

0.7 

801 

1.3 

Other 

1 

0.7 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

78 

51.3 

25808 

41.2 

Male 

74 

48.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

7 
51 

4.6 
33.6 

10970 
640 

17.5 
1.0 

Living:  6+ 

5 

3.3 

551 

0.9 

Cadaveric:  0-11 

10 

6.6 

5889 

9.4 

Cadaveric:  12-21 

31 

20.4 

16112 

25.7 

Cadaveric:  22-31 

23 

15.1 

14287 

22.8 

Cadaveric:  32-41 

13 

8.6 

7669 

12.3 

Cadaveric:  42+ 

2 

1.3 

2519 

4.0 

Not  Reported 

10 

6.6 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

17 

1  1  ''"I 

1 1.2 

5935 

9.5 

Mismatch 

I 

o 
O 

5.3 

^  AO  A 

3484 

5.6 

2 

22 

14.5 

9648 

15.4 

3 

33 

21.7 

16005 

25.6 

4 

31 

20.4 

14003 

22.4 

5 

15 

9.9 

8963 

14.3 

6 

7 

4.6 

3009 

4.8 

Not  Reported 

19 

12.5 

1525 

2.4 

Recipient  Age 

0-17 

4 

2.6 

3951 

6.3 

18-35 

63 

41.4 

20414 

32.6 

36-45 

43 

28.3 

16397 

26.2 

46-60 

32 

21.1 

17170 

27.4 

61  + 

10 

6.6 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

107 

70.4 

41213 

65.9 

Black 

37 

24.3 

12675 

20.3 

Hispanic 

6 

3.9 

5632 

9.0 

Asian 

1 

0.7 

1740 

2.8 

Other 

1 

0.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

70 

46.1 

25078 

40.1 

Gender 

Male 

82 

53.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

152 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

124 

81.6 

54138 

86.5 

Transplant 

Yes 

24 

15.8 

8247 

13.2 

Not  Reported 

4 

2.6 

187 

0.3 

Pretransplant 

0 

46 

30.3 

19677 

31.4 

Transfusions 

1-5 

35 

23.0 

23207 

37.1 

6-10 

12 

7.9 

5736 

9.2 

11  + 

30 

19.7 

5280 

8.4 

Not  Reported 

29 

19.1 

8672 

13.9 

Peak  PRA  Prior 

0 

78 

51.3 

20469 

32.7 

toTransplant 

1-  19 

38 

25.0 

26645 

42.6 

20-  79 

15 

9.9 

9976 

15.9 

80-100 

4 

2.6 

4277 

6.8 

Not  Reported 

17 

11.2 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Number 

% 

Number 

% 

0-20 

20 

13.2 

11726 

18.7 

21-25 

74 

48.7 

23821 

38.1 

26-30 

33 

21.7 

12454 

19.9 

31  + 

14 

9.2 

5762 

9.2 

Not  Reported 

11 

7.2 

8809 

14.1 

Glomerular 

35 

23.0 

16923 

27.0 

Cystic/Congenital 

19 

12.5 

7349 

11.7 

Systemic 

22 

14.5 

11759 

18.8 

Tiihiilninterstitial 

1  U  U      1  Ul  1 1       1  J>  1  1 1  1  tl  1 

9 

A  8 
O.o 

Diabetes 

99  ^ 

Other  F")iacrnfwi<; 

_  1 

1 1  8 

^971 

8  A 
o.H 

Not  Reported 

18 

11.8 

2978 

4.8 

nui  nuojjiiaiiz^cu 

1 48 
1  Ho 

Q7  4 

Q/l  7 

yH.  1 

11  UoLM  La  1 1  Z.CU 

n 
u 

u.u 

1  Q1  7 

1  1 
J.  1 

n 
u 

u.u 

AAQ 

n  7 
u.  / 

A 
H 

z.o 

VUO 

1  A 

1988 

11 

7.2 

9021 

14.4 

1989 

14 

9.2 

8951 

14.3 

1990 

23 

15.1 

9819 

15.7 

1991 

30 

19.7 

10077 

16.1 

1992 

33 

21.7 

10157 

16.2 

1993-1994 

41 

27.0 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 

Transplant*  No 

Not  Reported 
N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


22 

14.5 

5716 

9.1 

36 

23.7 

26528 

42.4 

1 

0.7 

949 

1.5 

37 

24.3 

7249 

11.6 

50 

32.9 

21509 

34.4 

6 

3.9 

621 

1.0 

35 

23.0 

13559 

21.7 

24 

15.8 

19634 

31.4 

28 

18.4 

12277 

19.6 

65 

42.8 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Survival  Report  for  Grace  Hospital  -  Detroit  MI 
Provider  Number  230039  (MIMC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  '       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

61  69.5  84.7 
61  52.0  77.6 
26     84.4  91.1 

61         59         18     69.5     84.7    -15.2  <0.01* 
61         57         28     52.0     77.6    -25.6  <0.01* 
26         13          3     84.4     91.1      -6.6  0.30 

3  Years  3 

43.9  70.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

61  86.4  95.2 
61  77.7  91.1 
41     82.7  91.5 

61       59.0        8.0     86.4     95.2     -8.8  <0.01* 
61       57.0       13.0     77.7     91.1    -13.4  <0.01* 
41       28.0        6.0     82.7     91.5     -8.8  0.06 

3  Years  3 

64.3  83.4 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Grace  Hospital  -  Detroit  MI 
Provider  Number  230039  (MIMC) 


 Program- 

—  National 

... 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

61 

100.0 

62572 

100.0 

Donor  Type 

Living 

7 

11.5 

14525 

23.2 

Cadaveric:  Stroke 

20 

32.8 

15624 

25.0 

Cadaveric:  MVA 

12 

19.7 

13317 

21.3 

Cadaveric:  Other 

22 

36.1 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

7 

1 1.5 

10738 

17.2 

18-30 

24 

39.3 

19464 

31.1 

31-45 

20 

32.8 

18538 

29.6 

46-60 

9 

14.8 

1 1397 

18.2 

U  1 

1 

1.6 

2394 

3.8 

iNoi  iveponeu 

0 

0.0 

41 

0.1 

Donor  Race 

White 

45 

73.8 

49654 

79.4 

Black 

1  A 
1  H 

IT.  ft 

0407 

1  ft  ^ 

1  U.J 

Hispanic 

U 

ft  ft 
u.u 

7  Q 

Asian 

*y 

J.J 

8ft  1 
oU  1 

1  -J 
1  .J 

Other 

U 

ft  ft 
U.U 

Alft 
D^U 

1  ft 
1  .U 

Not  Reported 

A 

U 

ft  n 
u.u 

o  J 

ft  1 

Donor  Gender 

Female 

27 

44.3 

25808 

41.2 

Male 

34 

55.7 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
1 

0.0 
1.6 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

7 

11.5 

5889 

9.4 

Cadaveric:  12-21 

7 

11.5 

161 12 

25.7 

Cadaveric:  22-31 

1 

1.6 

14287 

22.8 

Cadaveric:  32-41 

3 

4.9 

7669 

12.3 

Cadaveric:  42+ 

1 

1.6 

2519 

4.0 

Not  Reported 

41 

67.2 

3935 

6.3 
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 Program- 

—  National  — 

Number 

/o 

Number 

0/ 
TO 

Level  of 

1V1  IS  111  all  11 

0 
1 

3 
2 

4.9 

3.3 

5935 
3484 

9.5 
5.6 

2 

5 

8.2 

9648 

15.4 

3 

14 

23.0 

16005 

25.6 

4 

15 

24.6 

14003 

22.4 

j 

14 

^  J  .u 

8963 

1 4  3 

o 

f. 

o 

y.o 

mno 

4  8 
4.0 

iNui  ixcponcu 

z 

J.J 

1  SOS 

0  4 
Z.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

8 

13.1 

20414 

32.6 

36-45 

19 

31.1 

16397 

26.2 

A£.  An 

40-0U 

oa 

ZD 

40  A 
4Z.O 

1 7 1  in 
l  1  1  /u 

07  A 
Z  /  .4 

A  1  4- 

O  1  + 

7 

1  1  S 
1  1 .0 

/I  AO  7 

40Z  / 

7  /I 
/.4 

inui  rvcpuricu 

1 
1 

1  A 
1  .o 

i  j 

u.u 

Recipient  Race 

White 

32 

52.5 

41213 

65.9 

Black 

27 

44.3 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

i 

i  a 

1 7/i  n 

1  /4U 

0  8 

Z.o 

tjiner 

A 
U 

n  n 
u.u 

1 Z  j  1 

o  n 
z.u 

Not  Reported 

1 

1.6 

81 

0.1 

rvcLipieni 
Gender 

r  emdie 

1  Q 
1  y 

7. 1  1 

0Sn78 

AC\  1 
4U.  1 

Male 

42 

68.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

OA  7 

vo.  / 

SQ781 
J7  / O  J 

OS  s 

Kidney  and  Pancreas 

2 

3.3 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
i  es 

47 

1Z 

77.0 

1  Q  7 

ly.l 

54138 

8047 
6Z4  / 

86.5 

1  "J  0 
1  J.Z 

in  ox  Kcporrea 

7, 

z 

j.j 

1  87 
1  o  / 

U.J 

Pretransplant 
Transfusions 

0 

1-5 

18 

7 

29.5 
11.5 

19677 
23207 

31.4 
37.1 

6-10 

1 

1.6 

5736 

9.2 

1 1  + 

0 

0.0 

5280 

8.4 

Not  Reported 

35 

57.4 

8672 

13.9 

P„,,l.  PDA  Prlnr 

reaK  i  fx /\  rrior 
toTransplant 

A 
V 

1-  19 

7 

30 

1 1  .j 
49.2 

OH/1  AO 

26645 

"JO  7 
jZ.  / 

42.6 

20-  79 

8 

13.1 

9976 

15.9 

80-100 

7 

11.5 

4277 

6.8 

Not  Reported 

9 

14.8 

1205 

1.9 
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Body  Mass  Index 


Primary 

Kidney 

Disease 


 Program- 

—  National  — 

Number 

% 

Number 

% 

0-20 

11 

18.0 

11726 

18.7 

21-25 

31 

50.8 

23821 

38.1 

26-30 

14 

23.0 

12454 

19.9 

31  + 

3 

4.9 

5762 

9.2 

Not  Reported 

2 

3.3 

8809 

14.1 

Glomerular 

12 

19.7 

16923 

11  0 

Cystic/Congenital 

4 

6.6 

7349 

1  1  7 

Svstem  ic 

Id  d 

1  1  7^Q 

15.0 

Tubulointerstitial 

3 

4.9 

4233 

6.8 

Diabetes 

16 

26.2 

14059 

22.5 

Other  Diagnosis 

3 

4.9 

5271 

8.4 

Not  Reported 

2 

3.3 

2978 

4.8 

Recipient  Not  Hospitalized 

Description  at  . 
Transplant  Hospitalized 

ICU/Life  Support 

Not  Reported 


59 

96.7 

59280 

94.7 

0 

0.0 

1917 

3.1 

0 

0.0 

469 

0.7 

2 

3.3 

906 

1.4 

Year  of 
Transplant 


1988 

22 

36.1 

9021 

14.4 

1989 

23 

37.7 

8951 

14.3 

1990 

10 

16.4 

9819 

15.7 

1991 

5 

8.2 

10077 

16.1 

1992 

1 

1.6 

10157 

16.2 

1993-1994 

0 

0.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

5 

8.2 

5716 

9.1 

No 

20 

32.8 

26528 

42.4 

Not  Reported 

1 

1.6 

949 

1.5 

N/A*:  Yes 

17 

27.9 

7249 

1 1.6 

N/A*:  No 

14 

23.0 

21509 

34.4 

N/A*:  Not  Reported 

4 

6.6 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


26 

42.6 

13559 

21.7 

0 

0.0 

19634 

31.4 

30 

49.2 

12277 

19.6 

5 

8.2 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  John  Hospital  &  Medical  Center  -  Detroit  MI 
Provider  Number  230165  (MISJ) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

62  88.7  91.0 
62  86.8  86.3 
52     85.9  92.5 

87     93.1  91.6 
87     87.4  86.5 

149       149         13     91.3     91.3     -0.1  0.98 
149       147         19     87.1     86.4      0.7  0.80 
52         46          7     85.9    92.5     -6.6  0.07 

3  Years  3 

74.6  79.8 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                           Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

61  92.5  97.4 
61  90.7  94.7 
54     90.7  94.6 

87     97.7  97.2 
87     92.4  94.0 

146     145.5        6.5     95.5     97.3     -1.7  0.20 
146     142.5       12.0     91.7     94.3     -2.6  0.16 
54      52.0        5.0     90.7     94.6     -3.9  0.20 

3  Years  3 

82.2  89.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  John  Hospital  &  Medical  Center  -  Detroit  MI 
Provider  Number  230165  (MISJ) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants 

and  Percentages 

149 

100.0 

62572 

100.0 

Donor  Type 

Living 

32 

21.5 

14525 

23.2 

Cadaveric:  Stroke 

42 

28.2 

15624 

25.0 

Cadaveric:  MVA 

25 

16.8 

13317 

21.3 

Cadaveric:  Other 

50 

33.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

1SUIIUI  /Act 

0-17 

19 

i  y 

1?  8 

10738 

IV  /  JO 

17  ? 

1  /  .  — 

18-30 

47 

31.5 

19464 

31.1 

31-45 

40 

26.8 

18538 

29.6 

46-60 

36 

24.2 

11397 

18.2 

61  + 

7 

4.7 

2394 

3.8 

Not  Reported 

u 

u.u 

A  1 

n  1 

U.  1 

Donor  Race 

White 

120 

80.5 

49654 

79.4 

Black 

27 

18.1 

6469 

10.3 

Hispanic 

1 

0.7 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

1 

0.7 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

61 

40.9 

25808 

41.2 

Male 

88 

59.1 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

31 
1 

20.8 
0.7 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

33 

22.1 

5889 

9.4 

Cadaveric:  12-21 

53 

35.6 

16112 

25.7 

Cadaveric:  22-31 

16 

10.7 

14287 

22.8 

Cadaveric:  32-41 

13 

8.7 

7669 

12.3 

Cadaveric:  42+ 

1 

0.7 

2519 

4.0 

Not  Reported 

1 

0.7 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

17 
9 

11.4 
6.0 

5935 
3484 

9.5 
5.6 

2 

23 

15.4 

9648 

15.4 

3 

44 

29.5 

16005 

25.6 

4 

32 

21.5 

14003 

22.4 

c 

J 

1  *7 
1  / 

1  1 .4 

i/ii 

14. 5 

6 

5 

A 

3.4 

AAA 

3009 

A  O 

4.8 

Not  Reported 

2 

1  1 

1.3 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

48 

32.2 

20414 

32.6 

36-45 

41 

27.5 

16397 

26.2 

46-60 

A  £ 

46 

i  a  a 
30.9 

1  1 1  *7A 

1717U 

a 

61  + 

14 

9.4 

4627 

7.4 

Not  Reported 

A 
U 

A  A 
U.U 

i  *3 

A  A 
U.U 

Recipient  Race 

White 

113 

75.8 

41213 

65.9 

Black 

32 

21.5 

12675 

20.3 

Hispanic 

2 

1.3 

5632 

9.0 

Asian 

1 

0.7 

1740 

2.8 

Other 

1 

0.7 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

63 

42.3 

25078 

/I  A  1 

40.1 

Male 

86 

57.7 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

141 

94.6 

59783 

95.5 

Kidney  and  Pancreas 

8 

5.4 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

137 
\2 

91.9 
8.1 

54138 
8247 

86.5 
13. 2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

31 
98 

20.8 
65.8 

19677 
23207 

31.4 
37.1 

6-10 

13 

8.7 

5736 

9.2 

11+ 

6 

4.0 

5280 

8.4 

Not  Reported 

1 

0.7 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

95 
42 

63.8 
28.2 

f\A  £.C\ 

20469 
26645 

32.7 
42.6 

20-  79 

7 

4.7 

9976 

15.9 

80-100 

4 

2.7 

4277 

6.8 

Not  Reported 

1 

0.7 

1205 

1.9 

110-c 


1997  Center  Specific  Report 


Kidney  Volume 


Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 

Kidney  _ 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


Program   —  National  — 


Number 

% 

Number 

% 

22 

14.8 

11726 

18.7 

53 

35.6 

23821 

38.1 

47 

31.5 

12454 

19.9 

27 

18.1 

5762 

9.2 

0 

0.0 

8809 

14.1 

34 

22.8 

16923 

27  0 

1 1 
1 1 

7  A 

11  AO 

1  1  H 
11./ 

39 

26.2 

11759 

18.8 

7 

4.7 

4233 

6.8 

46 

30.9 

14059 

22.5 

9 

6.0 

5271 

8.4 

3 

2.0 

2978 

4.8 

Recipient  Not  Hospitalized 

Description  at        „     .  ,. 
Transplant  Hospitalized 

ICU/Life  Support 

Not  Reported 


147 

98.7 

59280 

94.7 

1 

0.7 

1917 

3.1 

0 

0.0 

469 

0.7 

1 

0.7 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

8 

5.4 

9819 

15.7 

1991 

38 

25.5 

10077 

16.1 

1992 

50 

33.6 

10157 

16.2 

1993-1994 

53 

35.6 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

11 

7.4 

5716 

9.1 

No 

41 

27.5 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

12 

8.1 

7249 

11.6 

N/A*:  No 

85 

57.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


17 

11.4 

13559 

21.7 

35 

23.5 

19634 

31.4 

24 

16.1 

12277 

19.6 

73 

49.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Mary's  Health  Services  -  Grand  Rapids  MI 
Provider  Number  230059  (MISM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

202  89.6  89.3 
202  87.1  84.7 
176     96.0  92.6 

104     95.2  92.0 
104     90.4  87.9 

306       306         26     91.5     90.2      1.3  0.45 
306       306         36     88.2     85.8      2.5  0.20 
176        172           7     96.0     92.6      3.4  0.08 

3  Years  3 

83.6  78.4 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

198     97.7  97.3 
198     95.9  94.8 
190     96.8  94.7 

104     98.0  97.8 
104     94.1  95.3 

299     298.5        6.5     97.8     97.5      0.3  0.72 
299     298.5       14.0     95.3     95.0      0.3  0.79 
190     188.5        6.0     96.8     94.7      2.1  0.19 

3  Years  3 

92.9  89.9 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Mary's  Health  Services  -  Grand  Rapids  MI 
Provider  Number  230059  (MISM) 


 Program   —  National  — 

Number  %      Number  % 


Total  Transplants  and  Percentages 

306 

100.0 

62572 

100.0 

Donor  Type 

Living 

104 

34.0 

14525 

23.2 

Cadaveric:  Stroke 

58 

19.0 

15624 

25.0 

Cadaveric:  MVA 

89 

29.1 

13317 

21.3 

Cadaveric:  Other 

54 

17.6 

19030 

30.4 

Not  Reported 

1 

0.3 

76 

0.1 

Donor  Age 

0-17 

55 

18.0 

10738 

17.2 

18-30 

100 

32.7 

19464 

31.1 

31-45 

103 

33.7 

18538 

29.6 

46-60 

41 

13.4 

11397 

18.2 

61  + 

7 

2.3 

2394 

3.8 

Not  Reported 

0 

U.U 

A  1 

4  1 

U.  1 

Donor  Race 

White 

277 

90.5 

49654 

79.4 

Black 

21 

6.9 

6469 

10.3 

Hispanic 

4 

1.3 

4943 

7.9 

Asian 

1 

0.3 

801 

1.3 

Other 

3 

1.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

141 

46.1 

25808 

41.2 

Male 

165 

53.9 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

101 

0 

33.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.7 

551 

0.9 

Cadaveric:  0-11 

19 

6.2 

5889 

9.4 

Cadaveric:  12-21 

106 

34.6 

161 12 

25.7 

Cadaveric:  22-31 

65 

21.2 

14287 

22.8 

Cadaveric:  32-41 

9 

2.9 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

4 

1.3 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 
1 

27 
21 

8.8 
6.9 

5935 
3484 

9.5 
5.6 

2 

33 

10.8 

9648 

15.4 

3 

69 

22.5 

16005 

25.6 

4 

66 

21.6 

14003 

22.4 

5 

29 

9.5 

8963 

14.3 

6 

9 

2.9 

3009 

4.8 

Not  Reported 

52 

17.0 

1525 

2.4 

Recipient  Age 

0-17 

5 

1.6 

3951 

6.3 

18-35 

101 

33.0 

20414 

32.6 

36-45 

81 

26.5 

16397 

26.2 

46-60 

102 

33.3 

17170 

27.4 

61  + 

17 

5.6 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

253 

82.7 

41213 

65.9 

Black 

35 

11.4 

12675 

20.3 

Hispanic 

9 

2.9 

5632 

9.0 

Asian 

4 

1.3 

1740 

2.8 

Other 

5 

1.6 

1231 

2.0 

iNui  rvcuui  icu 

n 
u 

ft  ft 

O  1 

0  1 

Recipient 
Gender 

Female 

128 

41.8 

25078 

40.1 

Male 

1  lo 

^8  "> 
jo.Z 

Jy.y 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

306 

100.0 

59783 

95.5 

rvlUllcy  allu  rallLICab 

n 
w 

ft  ft 

9780 

—  /  U7 

4  S 

'-T.J 

Previous  Kidney 
Transplant 

No 
Yes 

256 
50 

83.7 
16.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

23 
149 

7.5 
48.7 

19677 
23207 

31.4 
37.1 

6-10 

37 

12.1 

5736 

9.2 

11+ 

71 

23.2 

5280 

8.4 

Not  Reported 

26 

8.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

39 
186 

12.7 
60.8 

20469 
26645 

32.7 
42.6 

20-  79 

52 

17.0 

9976 

15.9 

80-100 

29 

9.5 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Program- 


—  National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


Number 

% 

Number 

% 

0-20 

61 

19.9 

11726 

18.7 

21-25 

135 

44.1 

23821 

38.1 

26-30 

75 

24.5 

12454 

19.9 

31  + 

33 

10.8 

5762 

9.2 

Not  Reported 

2 

0.7 

8809 

14.1 

Glomerular 

95 

31.0 

16923 

27.0 

Cystic/Congenital 

38 

12.4 

7349 

11.7 

Systemic 

38 

12.4 

11759 

18.8 

Tubulointerstitial 

/17 

13.  / 

A  7 1 1 

0.0 

Diabetes 

on 

TO  A 

1  /I  ACQ 

77  5 

Other  Diagnosis 

L 

A  7 

U.  / 

C  7  7  1 

3z  / 1 

Not  Reported 

1 

0.3 

2978 

4.8 

Not  Hospitalized 

^  A^ 

303 

99.0 

C  A1"*  O  A 

59280 

94.7 

Hospitalized 

0 

A  A 

0.0 

1917 

1 

3.1 

ICU/Life  Support 

0 

A  A 

0.0 

/I  Z"A 

469 

A  "7 

0.7 

Not  Reported 

3 

1  A 

1.0 

A  A  /" 

906 

1.4 

1988 

40 

13.1 

9021 

14.4 

1989 

46 

15.0 

8951 

14.3 

1  C\C\f\ 

1990 

42 

13.7 

AO  1  A 

9819 

15.7 

1  AA  1 

1991 

57 

18. 6 

10077 

16.1 

1  007 

1  7  1 

1  /.J 

1  A  1  C*7 

1 U 1  j  / 

1  A  7 
1  O.Z 

1  AA^      1  AA  A 

1993-1994 

68 

22.2 

14547 

23.2 

Yes 

34 

11.1 

5716 

9.1 

No 

142 

46.4 

26528 

42.4 

Not  Reported 

A 
U 

U.U 

in/a  .  i  es 

HZ 

1 "}  7 
1  J.  / 

794Q 

1  1  .0 

XJ/A  *•  Mn 

SB 
oo 

98  8 

9  1  S09 

XT/A  A     Yi.i  r»  t.  1 

N/A*:  Not  Reported 

A 

0 

A  A 
0.0 

£7  1 

62 1 

1  A 

1 .0 

Yes 

106 

34.6 

13559 

21.7 

No 

70 

22.9 

19634 

31.4 

N/A*:  Yes 

64 

20.9 

12277 

19.6 

N/A*:  No 

66 

21.6 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  University  of  Michigan  Medical  Center  -  Ann  Arbor  MI 
Provider  Number  230046  (MIUM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                           Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

414  89.1  89.0 
414  84.8  84.2 
339    93.1  92.1 

202     92.5  92.5 
202    88.9  88.5 

616       611         60     90.2     90.2      0.1  0.95 
616       595         84     86.2     85.7      0.5  0.71 
339       300         22    93.1     92.1       1.1  0.47 

3  Years  3 

79.0  77.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  ''5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

408     97.5  97.3 
408     95.4  94.6 
371     95.0  95.3 

200     98.5  98.1 
200     96.3  95.6 

602     590.5       13.0     97.8     97.6      0.2  0.70 
602     569.5      25.0    95.7     95.0      0.8  0.40 
371     330.5       17.5     95.0     95.3     -0.3  0.76 

3  Years  3 

90.7  90.2 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

University  of  Michigan  Medical  Center  -  Ann  Arbor  MI 
Provider  Number  230046  (MIUM) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

616 

100.0 

62572 

100.0 

Donor  Type 

Living 

201 

32.6 

14525 

23.2 

Cadaveric:  Stroke 

118 

19.2 

15624 

25.0 

Cadaveric:  MVA 

158 

25.6 

13317 

21.3 

Cadaveric:  Other 

139 

22.6 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

108 

17.5 

10738 

17.2 

18-30 

177 

28.7 

19464 

31.1 

31-45 

213 

34.6 

18538 

29.6 

46-60 

107 

17.4 

11397 

18.2 

61  + 

11 

1.8 

2394 

3.8 

Not  Reported 

0  0 

U.VJ 

41 

ft  1 

U.  1 

Donor  Race 

White 

552 

89.6 

49654 

79.4 

Black 

47 

7.6 

6469 

10.3 

Hispanic 

1 1 

1.8 

4943 

7.9 

Asian 

2 

0.3 

801 

1.3 

Other 

3 

0.5 

620 

1.0 

Not  Reported 

1 

0.2 

85 

0.1 

Donor  Gender 

Female 

256 

41.6 

25808 

41.2 

Male 

360 

58.4 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

172 
9 

27.9 
1.5 

10970 
640 

17.5 
1.0 

Living:  6+ 

8 

1.3 

551 

0.9 

Cadaveric:  0-11 

86 

14.0 

5889 

9.4 

Cadaveric:  12-21 

175 

28.4 

16112 

25.7 

Cadaveric:  22-31 

117 

19.0 

14287 

22.8 

Cadaveric:  32-41 

19 

3.1 

7669 

12.3 

Cadaveric:  42+ 

4 

0.6 

2519 

4.0 

Not  Reported 

26 

4.2 

3935 

6.3 

112-b 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

78 

12.7 

5935 

9.5 

Mismatch 

1 

45 

7.3 

3484 

5.6 

2 

129 

20.9 

9648 

15.4 

3 

146 

23.7 

16005 

25.6 

4 

119 

19.3 

14003 

22.4 

5 

y.o 

ovoi 

14. 3 

6 

22 

3.6 

3009 

4.8 

Not  Reported 

18 

2.9 

1525 

2.4 

Recipient  Age 

0-17 

70 

1 1.4 

3951 

6.3 

18-35 

221 

35.9 

20414 

32.6 

36-45 

155 

25.2 

16397 

26.2 

46-60 

136 

22.1 

17170 

27.4 

61  + 

34 

5.5 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

520 

84.4 

41213 

65.9 

Black 

67 

10.9 

12675 

20.3 

Hispanic 

7 

1.1 

5632 

9.0 

Asian 

1 1 

1.8 

1740 

2.8 

Other 

1 1 

1.8 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

259 

42.0 

25078 

40. 1 

Male 

357 

58.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

593 

96.3 

59783 

95.5 

Kidney  and  Pancreas 

23 

3.7 

2789 

4.5 

Previous  Kidney 

No 

548 

89.0 

54138 

86.5 

Transplant 

Yes 

67 

10.9 

8247 

13.2 

Not  Reported 

1 

0.2 

187 

0.3 

Pretransplant 

0 

117 

19.0 

19677 

31.4 

Trancfiicinnc 
i  1 1*  1 1  a  i  u  > i \>  1 1  > 

37.3 

23207 

37.1 

1-5 

230 

6-10 

45 

7.3 

5736 

9.2 

11  + 

68 

11.0 

5280 

8.4 

Not  Reported 

156 

25.3 

8672 

13.9 

Peak  PRA  Prior 

0 

37 

6.0 

20469 

32.7 

toTransplant 

1-  19 

461 

74.8 

26645 

42.6 

20-  79 

91 

14.8 

9976 

15.9 

80-100 

27 

4.4 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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1997  Center  Specific  Report 


Kidney  Volume 


—  National  -- 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

45 

7.3 

11726 

18.7 

21-25 

126 

20.5 

23821 

38.1 

26-30 

50 

8.1 

12454 

19.9 

31  + 

30 

4.9 

5762 

9.2 

Not  Reported 

365 

59.3 

8809 

14.1 

Primary 

Glomerular 

1 

^  A  Q 

Z4.0 

Z  /.U 

Kidney 
Disease 

Cystic/Congenital 

1  f\A 

IU4 

1  n 

lo.y 

/34y 

1  1  T 
11./ 

Systemic 

80 

13.0 

11759 

18.8 

Tubulointerstitial 

63 

10.2 

4233 

6.8 

Diabetes 

139 

22.0 

14059 

zz.5 

Other  Diagnosis 

55 

8.9 

5271 

8.4 

TsJot  RpnorfpH 

22 

3.6 

2978 

4.8 

Recipient 

Not  Hospitalized 

598 

97.1 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

8 

1.3 

1917 

3.1 

\C\  I/I  ifp  ^nnnnrt 

yj 

0  7 

IVCpUl  ICU 

1  ft 

1  .U 

Qftfi 

y\J\) 

1  4 

Year  ot 

lVoo 

y  i 

14.S 

yuz  i 

1  A  A 

14.4 

Transplant 

1989 

78 

12.7 

8951 

14.3 

1990 

102 

16.6 

9819 

15.7 

1991 

109 

17.7 

10077 

16.1 

1992 

100 

16.2 

10157 

16.2 

1993-1994 

136 

22.1 

14547 

23.2 

Dialysis  in  First 

Yes 

CO 

JZ 

5.4 

C  "7  1  £ 
J  /  1  0 

y.  i 

Week  After 

26528 

42.4 

Transplant* 

No 

278 

45.1 

Not  Reported 

9 

1.5 

949 

1.5 

N/A*:  Yes 

45 

7.3 

7249 

1  1  C 

1 1 .6 

N/A*:  No 

231 

37.5 

21509 

34.4 

N/A*:  Not  Reported 

1 

0.2 

621 

1.0 

Rejection  in 

Yes 

134 

21.8 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

205 

33.3 

31.4 

N/A*:  Yes 

129 

20.9 

12277 

19.6 

N/A*:  No 

148 

24.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Hennepin  Co  Medical  Center  -  Minneapolis  MN 
Provider  Number  240004  (MNHC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

277  91.3  88.7 
277  86.6  83.5 
236     95.6  93.0 

155     92.9  91.5 
155     88.2  87.1 

432       430         35     91.9     89.7      2.2  0.13 
432       427         55     87.2     84.8      2.4  0.15 
236       218         10     95.6     93.0      2.6  0.12 

3  Years  3 

82.8  77.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

268     96.6  96.6 
268     93.9  93.3 
249     93.8  93.9 

154     97.7  97.3 
154     92.8  94.2 

416     410.0       12.5     97.0     96.8      0.2  0.85 
416     406.0       26.5     93.5     93.6     -0.1  0.93 
249     238.0       15.0     93.8     93.9     -0.0  0.99 

3  Years  3 

88.1  87.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Hennepin  Co  Medical  Center  -  Minneapolis  MN 
Provider  Number  240004  (MNHC) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

432 

100.0 

62572 

100.0 

uunor  iypc 

Living 

111 

25.7 

14525 

23.2 

Cadaveric:  Stroke 

135 

31.3 

15624 

25.0 

Cadaveric:  MVA 

87 

20.1 

13317 

21.3 

Cadaveric:  Other 

99 

22.9 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U-  1  / 

43 

10.0 

1  AT)  O 

10738 

17.2 

18-30 

138 

31.9 

19464 

31.1 

31-45 

136 

31.5 

18538 

29.6 

46-60 

97 

22.5 

11397 

18.2 

61  + 

18 

4.2 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Honor  Rarp 

White 

403 

93.3 

49654 

79.4 

Black 

9 

2.1 

6469 

10.3 

Hisnanic 

10 

2.3 

4943 

7.9 

Asian 

2 

0.5 

801 

1.3 

Other 

8 

1.9 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

202 

46  8 

25808 

41.2 

Male 

230 

53  2 

36762 

58  8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

108 
1 

25.0 
0.2 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

18 

4.2 

5889 

9.4 

Cadaveric:  12-21 

107 

24.8 

161 12 

25.7 

Cadaveric:  22-31 

103 

23.8 

14287 

22.8 

Cadaveric:  32-41 

57 

13.2 

7669 

12.3 

Cadaveric:  42+ 

28 

6.5 

2519 

4.0 

Not  Reported 

10 

2.3 

3935 

6.3 
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 Program- 
Nii  m  her 

1  i  VI  III  *J  V  1 

% 

—  National  — 

Nnmhpr 

1  '  U  1  II  Ul.  1 

% 

Level  of 
mismatch 

0 
1 

70 
29 

16.2 
6.7 

5935 
3484 

9.5 
5.6 

2 

77 

17.8 

9648 

15.4 

3 

143 

33.1 

16005 

25.6 

4 

84 

19.4 

14003 

22.4 

5 

23 

5.3 

8963 

14.3 

6 

4 

0.9 

3009 

4.8 

Not  Reported 

2 

0.5 

1525 

2.4 

Recipient  Age 

0-17 

7 

1.6 

3951 

6.3 

18-35 

137 

31.7 

20414 

32.6 

36-45 

96 

22.2 

16397 

26.2 

46-60 

124 

28.7 

17170 

27.4 

61  + 

68 

15.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

379 

87.7 

41213 

65.9 

Black 

18 

4.2 

12675 

20.3 

Hispanic 

3 

0.7 

5632 

9.0 

Asian 

7 

1.6 

1740 

2.8 

Other 

25 

5.8 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

189 

43.8 

25078 

40.1 

Male 

243 

56.3 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Tvne 

Kidnev  Alone 

432 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

389 
43 

90.0 
10.0 

54138 
8247 

86.5 
13.2 

Not  Renorted 

o 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

2 

241 

0.5 
55.8 

19677 
23207 

31.4 
37.1 

6-10 

96 

22.2 

5736 

9.2 

1 1  + 

O  1 

y  1 

Tl  i 

DZ6V 

8.4 

Not  Reported 

2 

0.5 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

o 

1-  19 

247 
46 

57.2 
10.6 

20469 
26645 

32.7 
42.6 

20-  79 

80 

18.5 

9976 

15.9 

80-100 

59 

13.7 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

O/ 

% 

Number 

0/ 

/o 

Body  Mass  Index 

0-20 

63 

14.6 

1 1726 

18.7 

21-25 

193 

44.7 

23821 

38.1 

26-30 

116 

26.9 

12454 

19.9 

31  + 

33 

7.6 

5762 

9.2 

T^Jot  RpnnrtpH 

27 

6  3 

8809 

14.1 

Primary 

Glomerular 

116 

26.9 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

70 

16.2 

7349 

11.7 

Systemic 

49 

1 1.3 

1 1759 

18.8 

Tubulointerstitial 

26 

6.0 

4233 

6.8 

Diabetes 

107 

24.8 

14059 

22.5 

Other  Diagnosis 

41 

9.5 

5271 

8.4 

Not  Reported 

23 

5.3 

2978 

4.8 

Recipient 
Description  at 
Transplant 

Not  Hospitalized 

427 

98.8 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

1 

0.2 

469 

0.7 

Not  Reported 

4 

0.9 

906 

1.4 

Year  of 

1988 

67 

15.5 

9021 

14.4 

Transplant 

1  QKQ 

47 

1  f)  0 

R95  1 

14  3 

1990 

50 

11.6 

9819 

15.7 

1991 

78 

18.1 

10077 

16.1 

1992 

87 

20.1 

10157 

16.2 

1993-1994 

103 

23.8 

14547 

23.2 

Dialysis  in  First 

Yes 

77 

17.8 

5716 

9.1 

Week  After 

30.3 

26528 

42.4 

1    Ban  tm  c  n  1  *~\  w%  4"  * 

i  ranspiani 

No 

131 

Not  Reported 

28 

6.5 

949 

1.5 

XT  /  A  *  •  \Z*±r- 

IN/A  .  Yes 

o  1 

14. 1 

7249 

1 1  f, 

1  1 .0 

N/A*:No 

128 

29.6 

21509 

34.4 

N/A*:  Not  Reported 

7 

1.6 

621 

1.0 

Rejection  in 

Yes 

62 

14.4 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

174 

40.3 

31.4 

N/A*:  Yes 

32 

7.4 

12277 

19.6 

N/A*:  No 

164 

38.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Rochester  Methodist  Hospital  -  Rochester  MN 
Provider  Number  240061  (MNMC) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

293  93.2  88.9 
293  89.1  83.7 
259     96.7  93.8 

161     93.8  91.6 
161     87.4  87.1 

454       454        30     93.4     89.8      3.6  <0.01* 
454       450         52     88.5     84.9      3.6  0.03* 
259       229          8     96.7     93.8      3.0  0.05 

3  Years  3 

86.2  78.5 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

290     98.6  96.6 
290     96.5  93.4 
275     96.6  94.0 

160     98.1  97.6 
160     95.4  94.8 

444     438.5        7.0     98.4     97.0      1.4  0.07 
444     431.5       17.0     96.1     93.9      2.2  0.05* 
275     245.0        9.0     96.6     94.0      2.6  0.07 

3  Years  3 

93.2  87.8 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Volume 


Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Rochester  Methodist  Hospital  -  Rochester  MN 
Provider  Number  240061  (MNMC) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

454 

100.0 

62572 

100.0 

Donor  Type 

Living 

188 

41.4 

14525 

23.2 

Cadaveric:  Stroke 

102 

22.5 

15624 

25.0 

Cadaveric:  MVA 

78 

17.2 

13317 

21.3 

Cadaveric:  Other 

84 

18.5 

19030 

30.4 

Not  Reported 

2 

0.4 

76 

0.1 

Donor  Age 

0-17 

55 

12.1 

10738 

17.2 

18-30 

112 

24.7 

19464 

31.1 

31-45 

161 

35.5 

18538 

29.6 

46-60 

89 

19.6 

11397 

18.2 

61  + 

37 

8.1 

2394 

3.8 

Not  Reported 

n 

0  0 

41 

0.1 

Donor  Race 

White 

425 

93.6 

49654 

79.4 

Black 

10 

2.2 

6469 

10.3 

Hispanic 

8 

1.8 

4943 

7.9 

Asian 

4 

0.9 

801 

1.3 

Other 

7 

1.5 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

209 

46.0 

25808 

41.2 

Male 

245 

54.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

111 

0 

24.4 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

14 

3.1 

5889 

9.4 

Cadaveric:  12-21 

78 

17.2 

16112 

25.7 

Cadaveric:  22-31 

109 

24.0 

14287 

22.8 

Cadaveric:  32-41 

55 

12.1 

7669 

12.3 

Cadaveric:  42+ 

6 

1.3 

2519 

4.0 

Not  Reported 

81 

17.8 

3935 

6.3 
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Kidney  Volume 


 Program-- 

i^i  mil  ucr 

0/ 

/o 

—  National  — 

liUITI  Dei 

0/ 

/o 

Level  of 

iTllMllall  II 

0 
1 

72 
43 

15.9 
9.5 

5935 
3484 

9.5 
5.6 

2 

77 

17.0 

9648 

15.4 

3 

133 

29.3 

16005 

25.6 

4 

73 

16.1 

14003 

22.4 

5 

39 

8.6 

8963 

14  3 

u 

1  9 
i  — 

7  6 

Z.U 

^ftftQ 

1  1 

1  .  1 

1  S7S 

Recipient  Age 

0-17 

23 

5.1 

3951 

6.3 

18-35 

133 

29.3 

20414 

32.6 

36-45 

107 

23.6 

16397 

26.2 

4U  UU 

1  Z  J 

77  S 
z  / .  j 

1  71  7ft 
1  /  1  /  u 

77  A 

Z  /  .H 

61-4- 

DO 

14  x 
1  H.J 

4677 
HOZ  / 

7  A 

TvJnt  RpnnrtpH 

ImVJl  IxvUUJ  IvVJ 

0  0 

1  3 

0  0 

Recipient  Race 

White 

426 

93.8 

41213 

65.9 

Black 

11 

2.4 

12675 

20.3 

Hispanic 

6 

1.3 

5632 

9.0 

Asian 

D 

1  74ft 

7  8 
Z.o 

umcr 

O 

i  i 
i  .j 

1  7"?  1 
1  _  1  1 

7  ft 
z.u 

Not  Reported 

0 

0.0 

81 

0.1 

IXCC  lUlClll 

Gender 

r  tlildlc 

10  1 
1  o  1 

"?Q  0 

J7.7 

7Sft7R 

4ft  1 

Male 

273 

60.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

P          orl  ■  I  1*0  'I'm/  n A 

rroceuure  lype 

It  i/"lfio\/  A 

is.iuncy  Aione 

4ft6 

8Q  4 

J7  /  OJ 

Qx  x 

7J.J 

Kidney  and  Pancreas 

48 

10.6 

2789 

4.5 

Previous  Kidney 
Transplant 

No 

Vpc 

398 

87.7 
i?  i 

1  Z.  1 

54138 

8747 

86.5 

1 7 
1  J  .z 

inoi  ixcporicu 

1 

1 

ft  9 
u.z 

1  87 
1  o  / 

ft 

V.J 

Pretransplant 
Transfusions 

0 

1-5 

167 
97 

36.8 
21.4 

19677 
23207 

31.4 
37.1 

6-10 

18 

4.0 

5736 

9.2 

1 1  + 

36 

7.9 

5280 

8.4 

Not  Reported 

136 

30.0 

8672 

13.9 

Pool/  PR  A  Prinr 

rtdh  I  rV/\  rrior 

toTransplant 

n 

V 

1-  19 

7x8 

115 

x6  8 

JO.O 

25.3 

7ft46Q 

26645 

"?7  7 
JZ.  / 

42.6 

20-  79 

49 

10.8 

9976 

15.9 

80-100 

31 

6.8 

4277 

6.8 

Not  Reported 

1 

0.2 

1205 

1.9 
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 Program- 

—  National  -- 

Nii  m  hpr 

,  i  U  III  If  t  1 

/o 

N  ii  m  Kpt* 

llU  111  UCI 

% 

/o 

Body  Mass  Index 

n  ~>r\ 
u-zu 

lb 

1  1  .Z 

1  1  /ZD 

I  0.  / 

?  1  -?S 
i  — 

1  Qf\ 

1  70 

4j  .Z 

9^89  1 
ZjOZ  1 

~!  O  1 
JO.  1 

26-30 

128 

28.2 

12454 

19.9 

31  + 

46 

10.1 

5762 

9.2 

Not  Reported 

6 

1.3 

8809 

14.1 

Primary 

Glomerular 

125 

27.5 

16923 

27.0 

K  i  d  n  ey 
Disease 

Cystic/Congenital 

66 

14.5 

7349 

11.7 

Systemic 

44 

9.7 

11759 

18.8 

Tubulointerstitial 

30 

6.6 

4233 

6.8 

Diabetes 

124 

27.3 

14059 

22.5 

Other  Diagnosis 

45 

9.9 

5271 

8.4 

Not  Reported 

20 

4.4 

2978 

4.8 

Recipient 

Not  Hospitalized 

446 

98.2 

59280 

94.7 

Description  at 
Transplant 

Hospitalized 

5 

1.1 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

3 

0.7 

906 

1.4 

Year  of 

1988 

62 

13.7 

9021 

14.4 

Transplant 

1989 

53 

11.7 

8951 

14.3 

1990 

82 

18.1 

9819 

15.7 

1  QQ1 

1  77  I 

74 

1  U.J 

1  0011 

\fs  1 
1  U.  1 

1992 

71 

15.6 

10157 

16.2 

1993-1994 

1 12 

24.7 

14547 

23.2 

Dialysis  in  First 

Yes 

7 

1.5 

5716 

9.1 

Week  After 

240 

Transplant* 

No 

52.9 

26528 

42.4 

Not  Reported 

12 

2.6 

949 

1.5 

N/A*:  Yes 

20 

4.4 

7249 

1 1 .6 

N/A*:  No 

172 

37.9 

21509 

34.4 

N/A*:  Not  Reported 

3 

0.7 

62 1 

1.0 

Rejection  in 

Yes 

57 

12.6 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

202 

44.5 

19634 

31.4 

N/A*:  Yes 

33 

7.3 

12277 

19.6 

N/A*:  No 

162 

35.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Metropolitan  Medical  Center  -  Minneapolis  MN 
Provider  Number  240196  (MNMM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.  Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

34  91.2  91.1 
34  88.2  86.8 
30   100.0  93.4 

34         34          3     91.2     91.1      0.1  0.99 
34        34          4     88.2     86.8      1.4  0.81 
30        26          0   100.0     93.4      6.6  0.14 

3  Years  J 

88.2  81.1 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

34  94.0  97.2 
34  94.0  94.4 
32     93.7  95.5 

34       33.5        2.0     94.0     97.2     -3.2  0.27 
34      33.5        2.0     94.0     94.4     -0.4  0.94 
32       29.0        2.0     93.7     95.5     -1.8  0.62 

3  Years  3 

88.1  90.1 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1,  1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Metropolitan  Medical  Center  -  Minneapolis  MN 
Provider  Number  240196  (MNMM) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

34 

100.0 

62572 

100.0 

Dnnnr  Tvnp 

Living 

12 

35.3 

14525 

23.2 

7 

20.6 

15624 

25.0 

r^aHavprir*   \/t\/ A 
v^ciucivti  it.   ivi  v  r\ 

6 

17.6 

13317 

21.3 

Cadaveric:  Other 

9 

26.5 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Hnnfir  Aop 

0-17 

< 
-> 

1  A  7 

1  07^8 

1  7  7 

1  /  .z 

18-30 

12 

35.3 

19464 

31.1 

31-45 

10 

29.4 

18538 

29.6 

46-60 

7 

20.6 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

A 
0 

A  A 
O.U 

A  1 

41 

U.  1 

Donor  Race 

White 

32 

94.1 

49654 

79.4 

Black 

1 

2.9 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

1 

2.9 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

1 1 

32.4 

25808 

41.2 

Male 

23 

67.6 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

12 
0 

35.3 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

3 

8.8 

5889 

9.4 

Cadaveric:  12-21 

7 

20.6 

16112 

25.7 

Cadaveric:  22-31 

8 

23.5 

14287 

22.8 

Cadaveric:  32-41 

4 

11.8 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  -- 

Nii  m  h<*r 

1  '  11  III  Ul  1 

% 

N  ii  m  hpr 

11  U  111  UVl 

% 

Level  of 
Mismatch 

0 
1 

4 

3 

11.8 
8.8 

5935 
3484 

9.5 
5.6 

2 

7 

20.6 

9648 

15.4 

3 

15 

44.1 

16005 

25.6 

4 

4 

1 1.8 

14003 

22.4 

5 

1 

2.9 

8963 

14.3 

6 

o 

0.0 

3009 

4.8 

Not  Renorted 

o 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

12 

35.3 

20414 

32.6 

36-45 

12 

35.3 

16397 

26.2 

46-60 

7 

20.6 

17170 

27.4 

61  + 

8  8 

4627 

7  4 

Not  Reported 

o 

0.0 

13 

0.0 

Recipient  Race 

White 

31 

91.2 

41213 

65.9 

Black 

2 

5.9 

12675 

20.3 

Hispanic 

1 

2.9 

5632 

9.0 

Asian 

o 

0.0 

1740 

2.8 

Other 

o 

0.0 

123 1 

2  0 

Not  Reported 

0 

0.0 

81 

0.1 

Recinient 
Gender 

Female 

1 1 

32.4 

25078 

40.1 

Male 

23 

67.6 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

PrncpHnrp  Tvnp 

fCiHnpv  Alonp 

34 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

34 

o 

100.0 
0.0 

54138 
8247 

86.5 
13.2 

Not  RpnortpH 

o 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

0 
14 

0.0 
41.2 

19677 
23207 

31.4 
37.1 

6-10 

13 

38.2 

5736 

9.2 

1  1  4- 
1  1  + 

1 

on 

Q  A 
0.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

o 

1-  19 

22 
2 

64.7 
5.9 

20469 
26645 

32.7 
42.6 

20-  79 

7 

20.6 

9976 

15.9 

80-100 

3 

8.8 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 

1 
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Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 

Kidney  _  . 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


 Program   —  National  — 

Number  %       Number  % 


8 

23.5 

1 1726 

18.7 

18 

52.9 

23821 

38.1 

7 

20.6 

12454 

19.9 

1 

2.9 

5762 

9.2 

o 

0.0 

8809 

14.1 

8 

23.5 

16923 

27.0 

4 

11.8 

7349 

11.7 

5 

14.7 

11759 

18.8 

2 

5.9 

4233 

6.8 

8 

23.5 

14059 

22.5 

7 

20.6 

5271 

8.4 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Not  Hospitalized 

34 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

1988 

0 

0.0 

9021 

14.4 

1989 

12 

35.3 

8951 

14.3 

1990 

21 

61.8 

9819 

15.7 

1991 

1 

2.9 

10077 

16.1 

1992 

0 

0.0 

10157 

16.2 

1993-1994 

0 

0.0 

14547 

23.2 

Dialysis  in  First 
Week  After 
Transplant* 


Yes 

2 

5.9 

5716 

9.1 

No 

14 

41.2 

26528 

42.4 

Not  Reported 

14 

41.2 

949 

1.5 

N/A*:  Yes 

2 

5.9 

7249 

11.6 

N/A*:  No 

0 

0.0 

21509 

34.4 

N/A*:  Not  Reported 

2 

5.9 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


10 

29.4 

13559 

21.7 

20 

58.8 

19634 

31.4 

2 

5.9 

12277 

19.6 

2 

5.9 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  VA  Medical  Center  -  Minneapolis  MN 
Provider  Number  24001F  (MNMV) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

10   100.0  83.7 
10     90.0  75.6 
9   100.0  95.0 

10         10          0   100.0     83.7     16.3  0.15 
10         10          1     90.0     75.6     14.4  0.27 
9          6          0   100.0     95.0      5.0  0.53 

3  Years  3 

90.0  71.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts."     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

10   100.0  87.9 
10     90.0  82.1 
9     76.6  91.2 

10       10.0        0.0   100.0     87.9     12.1  0.22 
10       10.0        1.0     90.0     82.1      7.9  0.50 
9        8.0        2.0     76.6     91.2    -14.6  0.13 

3  Years  3 

68.9  74.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

VA  Medical  Center  -  Minneapolis  MN 
Provider  Number  24001F  (MNMV) 


 Program- 
Number 

% 

—  National 
Number 

% 

Total  Transplants  and  Percentages 

10 

100.0 

62572 

100.0 

Hfiiinr  Ti/np 
ljuiiui  i  yuc 

F  ivino 

5 

50.0 

14525 

23.2 

Cadaveric!  Stroke 

2 

20.0 

15624 

25.0 

L-audvcnc.  1V1  V  /\ 

2 

20.0 

13317 

21.3 

Cadaveric:  Other 

1 

10.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

U-  1  / 

A 
U 

U.l) 

1U  /3a 

1  /  .2 

18-30 

4 

40.0 

19464 

31.1 

31-45 

4 

40.0 

18538 

29.6 

46-60 

2 

20.0 

11397 

18.2 

61  + 

0 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

10 

100.0 

49654 

79.4 

Black 

0 

0.0 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

3 

30.0 

25808 

41.2 

Male 

7 

70.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

5 
0 

50.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

1 

10.0 

16112 

25.7 

Cadaveric:  22-31 

1 

10.0 

14287 

22.8 

Cadaveric:  32-41 

3 

30.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 
Number 

% 

—  National  — 
Number 

% 

Level  of 
Mismatch 

0 

1 

1 

0 
0 

0.0 
0.0 

5935 

^  A  O  A 

3484 

9.5 
5.6 

2 

5 

50.0 

9648 

15.4 

3 

4 

40.0 

16005 

25.6 

4 

1 

10.0 

14003 

22.4 

5 

0 

0.0 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

0 

0.0 

3951 

6.3 

18-35 

0 

0.0 

20414 

32.6 

36-45 

2 

20.0 

16397 

26.2 

46-60 

6 

60.0 

17170 

27.4 

61  + 

2 

20.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

10 

100.0 

41213 

65.9 

Black 

0 

0.0 

12675 

20.3 

Hispanic 

0 

0.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

0 

0.0 

25078 

40.1 

Male 

10 

100.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

10 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

10 
0 

100.0 
0.0 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

8 
0 

80.0 
0.0 

19677 
23207 

31.4 
37.1 

6-10 

1 

10.0 

5736 

9.2 

11  + 

1 

10.0 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

8 
0 

80.0 
0.0 

20469 
26645 

32.7 
42.6 

20-  79 

1 

10.0 

9976 

15.9 

80-100 

1 

10.0 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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lldllUlldl  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

3 

30.0 

1 1726 

18.7 

21-25 

4 

40.0 

23821 

38.1 

26-30 

3 

30.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

0 

0.0 

8809 

14.1 

Primary 

Glomerular 

4 

40.0 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

0 

0.0 

7349 

1 1.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

1 

10.0 

4233 

6.8 

Diabetes 

4 

40.0 

14059 

22.5 

Mthpr  li  lOdnAc  ic 
L/lagllUSlb 

i 
i 

i  u.u 

Not  Reported 

U 

(\  a 
U.U 

OO"70 

Zy  /o 

A  Q 

4.5 

Recipient 

Not  Hospitalized 

3 

30.0 

59280 

94.7 

Description  at 

0 

Transplant 

Hospitalized 

0.0 

1917 

3.1 

ILU/Lite  Support 

1 

-7A  a 
/U.U 

A  C  A 

469 

A  H 

U.7 

Not  Reported 

A 
U 

U.U 

AA£ 

9Uo 

1  A 

1 .4 

Year  of 

1988 

4 

40.0 

9021 

14.4 

Transplant 

1989 

5 

50.0 

8951 

14.3 

1990 

1 

10.0 

9819 

15.7 

1991 

0 

0.0 

10077 

16.1 

1 QQ? 

o 

u 

0  0 

1  01  S7 

1  U  1  J  / 

1  f\  ? 

1  u.z 

1  yyj-  1  77't 

u 

U.U 

1 1 / 

Dialysis  in  First 

Yes 

0 

0.0 

5716 

9.1 

Week  After 

Transplant* 

No 

9 

90.0 

26528 

42.4 

Not  Reported 

0 

0.0 

949 

1.5 

N/A*:  Yes 

1 

10.0 

7249 

1 1.6 

N/A*:  No 

o 

0.0 

21509 

34.4 

N/A*  -  Not  Renorred 

o 

0.0 

621 

1.0 

Rejection  in 

Yes 

2 

20.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

7 

70.0 

19634 

31.4 

N/A*:  Yes 

0 

0.0 

12277 

19.6 

N/A*:  No 

1 

10.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  St  Mary's  Hospital  -  Rochester  MN 
Provider  Number  240010  (MNSM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

2   100.0  80.9 
2   100.0  76.2 
2   100.0  86.1 

5     80.0  89.3 
5     77.9  87.6 

7          7          1     85.7     86.9     -1.2  0.92 
7           6           1     84.7     84.1       0.6  0.97 
2          2          0   100.0     86.1     13.9  1.00 

3  Years  3 

100.0  65.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                            Act.  Exp. 

of    No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

2   100.0  98.0 
2   100.0  96.8 
2   100.0  98.0 

5    100.0  99.1 
5     77.9  98.1 

7        6.5        0.0   100.0     98.8      1.2  0.79 
7        5.5         1.0     83.4     97.7    -14.3  0.01* 
2        1.5        0.0   100.0     98.0      2.0  1.00 

3  Years  3 

100.0  94.9 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

St  Mary's  Hospital  -  Rochester  MN 
Provider  Number  240010  (MNSM) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

1 

1  UU.U 

I  UU.U 

Donor  Type 

Living 

4 

57.1 

14525 

23.2 

Cadaveric:  Stroke 

0 

0.0 

15624 

25.0 

Cadaveric:  MVA 

i 

78  f. 

1  J  J  1  / 

O  1  1 
L  1  .J 

Cadaveric:  Other 

i 
i 

1  A  1 
1 4.  J 

in  a 

Not  Reported 

n 

yj 

1  u 

f)  1 

Donor  Age 

0-17 

2 

28.6 

10738 

17.2 

18-30 

1 

14.3 

19464 

31.1 

31-45 

4 

57.1 

18538 

29.6 

46-60 

n 
u 

u.u 

1  1  1Q7 

1  8  7 
1  O.Z 

61  + 

u 

u.u 

~X  8 
J.o 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

6 

85.7 

49654 

79.4 

Black 

1 

14.3 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

o 

0.0 

801 

1.3 

Other 

o 

0.0 

620 

1.0 

Not  Reported 

o 

0.0 

85 

0.1 

Donor  Gender 

Female 

0 

0.0 

25808 

41.2 

Male 

7 

100.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

0 
0 

0.0 
0.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

0 

0.0 

16112 

25.7 

Cadaveric:  22-31 

2 

28.6 

14287 

22.8 

Cadaveric:  32-41 

0 

0.0 

7669 

12.3 

Cadaveric:  42+ 

1 

14.3 

2519 

4.0 

Not  Reported 

4 

57.1 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

0 

0.0 

5935 

9.5 

Mismatch 

1 

0 

0.0 

3484 

5.6 

2 

2 

28.6 

9648 

15.4 

3 

4 

57.1 

16005 

25.6 

4 

i 
I 

1  A  1 

14. j 

14UUj 

T)  /I 

Zz.4 

5 

0 

0.0 

8963 

14.3 

6 

0 

0.0 

3009 

4.8 

Not  Reported 

0 

0.0 

1525 

2.4 

Recipient  Age 

0-17 

7 

100.0 

3951 

6.3 

18-35 

0 

0.0 

20414 

32.6 

1  AS. 

u 

U.U 

i  ojy  / 

Zo.Z 

46-60 

0 

0.0 

17170 

21 A 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

7 

100.0 

41213 

65.9 

Black 

0 

0.0 

12675 

20.3 

Hispanic 

U 

U.U 

joiz 

V.U 

Asian 

U 

U.U 

1 1A(\ 

_ .  o 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 

Female 

2 

28.6 

25078 

40.1 

Gender 

Male 

5 

71.4 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

7 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

INO 

J 

1 1  A 
1  1 .4 

S.A  1  19 

j4  1  jo 

00.  J 

Transplant 

Yes 

2 

28.6 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

0 

0.0 

19677 

31.4 

Transfusions 

A1  Q 

men 
zjzU  / 

1  -J 

3 

O-  1  u 

i 
1 

1  A  1 
1 4.  J 

<11& 
J  /  JO 

Q  1 

7.Z 

1  1  4- 

u 

0  0 

U.U 

8  4 
o.^ 

Not  Reported 

3 

4z.y 

so  /z 

1  1  Q 

Peak  PRA  Prior 

0 

6 

85.7 

20469 

32.7 

toTransplant 

1-  19 

0 

0.0 

26645 

42.6 

20-  79 

0 

0.0 

9976 

15.9 

80-100 

1 

14.3 

4277 

6.8 

Not  Reported 

0 

0.0 

1205 

1.9 
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Body  Mass  Index  0-20 
21-25 
26-30 
31  + 

Not  Reported 

Primary  Glomerular 
Kidney  „    .  ._ 

Disease  Cystic/Congenital 

Systemic 

Tubulointerstitial 

Diabetes 

Other  Diagnosis 

Not  Reported 


 Program   —  National  — 

Number  %       Number  % 


4 

57.1 

1 1726 

18.7 

2 

28.6 

23821 

38.1 

0 

0.0 

12454 

19.9 

1 

14.3 

5762 

9.2 

0 

0.0 

8809 

14.1 

2 

28.6 

16923 

27.0 

1 

14.3 

7349 

11.7 

0 

0.0 

1 1759 

18.8 

1 

14.3 

4233 

6.8 

0 

0.0 

14059 

22.5 

3 

42.9 

5271 

8.4 

0 

0.0 

2978 

4.8 

Recipient 
Description  at 
Transplant 


Not  Hospitalized 

7 

100.0 

59280 

94.7 

Hospitalized 

0 

0.0 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1.4 

Year  of 
Transplant 


1988 

0 

0.0 

9021 

14.4 

1989 

0 

0.0 

8951 

14.3 

1990 

0 

0.0 

9819 

15.7 

1991 

1 

14.3 

10077 

16.1 

1992 

1 

14.3 

10157 

16.2 

1993-1994 

5 

71.4 

14547 

23.2 

Dialysis  in  First  Yes 
Week  After 
Transplant*  No 

Not  Reported 
N/A*:  Yes 
N/A*:  No 

N/A*:  Not  Reported 


0 

0.0 

5716 

9.1 

2 

28.6 

26528 

42.4 

0 

0.0 

949 

1.5 

0 

0.0 

7249 

11.6 

5 

71.4 

21509 

34.4 

0 

0.0 

621 

1.0 

Rejection  in  Yes 

First  6  Months 

After  Transplant*  No 

N/A*:  Yes 

N/A*:  No 


0 

0.0 

13559 

21.7 

2 

28.6 

19634 

31.4 

0 

0.0 

12277 

19.6 

5 

71.4 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Fairview  University  Medical  Center  -  Minneapolis  MN 
Provider  Number  240049  (MNUM) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of  Rate  Rate 
TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

815  91.3  88.5 
815  86.7  83.6 
706     93.9  93.2 

450     91.3  91.2 
450     86.8  86.6 

1265      1263        110     91.3     89.5      1.8  0.03* 
1265      1258        167     86.8     84.7      2.1  0.03* 
706       660         42     93.9     93.2      0.7  0.44 

3  Years  3 

81.4  77.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of    No.  '-5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

788     97.9  96.8 
788     93.6  93.5 
734     93.8  94.3 

443     97.4  97.4 
443     93.7  94.2 

1214    1197.0       27.5     97.7     97.0      0.7  0.14 
1214    1185.0       76.0     93.6     93.8     -0.2  0.83 
734     706.8      44.5     93.8     94.3     -0.4  0.60 

3  Years  3 

87.8  88.2 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Fairview  University  Medical  Center  -  Minneapolis  MN 
Provider  Number  240049  (MNUM) 


 Program- 

—  National 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

1265 

100.0 

62572 

100.0 

Donor  Type 

Living 

546 

43.2 

14525 

23.2 

Cadaveric:  Stroke 

280 

22.1 

15624 

25.0 

Cadaveric:  MVA 

218 

17.2 

13317 

21.3 

Cadaveric:  Other 

219 

17.3 

19030 

30.4 

Not  Reported 

2 

0.2 

76 

0.1 

Donor  Age 

0-17 

166 

13.1 

10738 

17.2 

18-30 

353 

27.9 

19464 

31.1 

31-45 

433 

34.2 

18538 

29.6 

46-60 

248 

19.6 

11397 

18.2 

/*  1  i 

61  + 

62 

4.9 

2394 

3.8 

Not  Reported 

ft  9 

41 

ft  1 

Donor  Race 

White 

1180 

93.3 

49654 

79.4 

Black 

24 

1.9 

6469 

10.3 

Hispanic 

19 

1.5 

4943 

7.9 

Asian 

3 

0.2 

801 

1.3 

Other 

32 

2.5 

620 

1.0 

Not  Reported 

7 

0.6 

85 

0.1 

Donor  Gender 

Female 

609 

48.1 

25808 

41.2 

Male 

656 

51.9 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

317 

2 

25.1 
0.2 

10970 
640 

17.5 
1.0 

Living:  6+ 

2 

0.2 

551 

0.9 

Cadaveric:  0-11 

65 

5.1 

5889 

9.4 

Cadaveric:  12-21 

215 

17.0 

16112 

25.7 

Cadaveric:  22-31 

219 

17.3 

14287 

22.8 

Cadaveric:  32-41 

132 

10.4 

7669 

12.3 

Cadaveric:  42+ 

63 

5.0 

2519 

4.0 

Not  Reported 

250 

19.8 

3935 

6.3 
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 Program- 
Number 

% 

—  National  -- 
Number 

% 

Level  of 
Mismatch 

0 
1 

199 
112 

15.7 
8.9 

5935 
3484 

9.5 
5.6 

2 

209 

16.5 

9648 

15.4 

3 

360 

28.5 

16005 

25.6 

4 

193 

i  c  i 

14UUJ 

22A 

5 

139 

11.0 

8963 

14.3 

6 

39 

3.1 

3009 

4.8 

Not  Reported 

14 

1.1 

1525 

2.4 

Recipient  Age 

0-17 

160 

12.6 

3951 

6.3 

18-35 

417 

33.0 

20414 

32.6 

36-45 

342 

27.0 

16397 

26.2 

46-60 

274 

21.7 

17170 

27.4 

61  + 

72 

5.7 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

1181 

93.4 

41213 

65.9 

Black 

28 

2.2 

12675 

20.3 

Hispanic 

1  1 

13 

l.O 

5632 

9.0 

Asian 

9 

0.7 

1740 

2.8 

Other 

31 

2.5 

1231 

2.0 

Not  Reported 

3 

0.2 

81 

0.1 

Recipient 
Gender 

Female 

520 

41.1 

25078 

40.1 

Male 

745 

58.9 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

1069 

84.5 

59783 

95.5 

Kidney  and  Pancreas 

196 

15.5 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

1005 
257 

79.4 
20.3 

54138 
8247 

86.5 
13.2 

Not  Reported 

3 

0.2 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

55 
793 

4.3 
62.7 

19677 
2320 1 

31.4 
i  1 A 

6-10 

359 

28.4 

5736 

9.2 

1  1  4- 
1  1  ' 

1  8 
1  o 

1  A 

JZOU 

8  4 

Not  Reported 

A  A 

40 

3.2 

8672 

1  t  Cl 

l  j.y 

Peak  PRA  Prior 
toTransplant 

0 

1-  19 

779 
145 

61.6 
11.5 

20469 
26645 

32.7 
42.6 

20-  79 

169 

13.4 

9976 

15.9 

80-100 

170 

13.4 

4277 

6.8 

Not  Reported 

2 

0.2 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

DUUy   JVI<|33  IIIUtA 

u-zu 

1  (\A 

o.Z 

1  1  /zo 

1  S  7 
1  o.  / 

21-25 

171 

13  5 

93891 

_  . M>  _  1 

38  1 

26-30 

73 

5.8 

12454 

19.9 

31  + 

30 

2.4 

5762 

9.2 

Not  Reported 

887 

70.1 

8809 

14.1 

Primary 

Glomerular 

224 

17.7 

16923 

27.0 

Kidney 
Disease 

Cystic/Congenital 

145 

11.5 

7349 

11.7 

Systemic 

104 

8.2 

11759 

18.8 

Tubulointerstitial 

84 

6.6 

4233 

6.8 

Diabetes 

565 

44.7 

14059 

22.5 

Other  Diagnosis 

1 13 

8.9 

5271 

8.4 

Not  Reported 

30 

2.4 

2978 

4.8 

Recipient 

Not  Hospitalized 

1246 

98.5 

59280 

94.7 

l^f^c  c  I*  I  n  1 1  i \  n  Qt 
YJ c >C  1  1  |i  I IUII  d  I 

Transplant 

Hospitalized 

5 

0.4 

1917 

3.1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

14 

1.1 

906 

1.4 

Year  of 

1988 

164 

13.0 

9021 

14.4 

Transplant 

1989 

188 

14.9 

8951 

14.3 

1990 

186 

14.7 

9819 

15.7 

1991 

208 

16.4 

10077 

16.1 

1992 

111 

1  0.0 

1 U 1 57 

16. z 

1993-1994 

307 

24.3 

14547 

23.2 

Dialysis  in  First 

Yes 

63 

5.0 

5716 

9.1 

Week  After 

48.9 

26528 

42.4 

Transplant* 

No 

619 

Not  Reported 

24 

1.9 

949 

1.5 

N/A*:  Yes 

70 

5.5 

7249 

1 1.6 

XI  /  A  *  -  XT/-* 

N/A  .  NO 

AQ1 
463 

jo.Z 

9 1  <no 

7A  A 
JH.H 

XT/A         XTrt*  O          » —+  1 

N/A  .  Not  Reported 

O 

U.J 

OZ  1 

i  n 
1  .U 

Rejection  in 

Yes 

270 

21.3 

13559 

21.7 

First  6  Months 

19634 

After  Transplant* 

No 

436 

34.5 

31.4 

N/A*:  Yes 

180 

14.2 

12277 

19.6 

N/A*:  No 

379 

30.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Barnes-Jewish  Hospital  -  Saint  Louis  MO 
Provider  Number  260014  (MOBH) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                          Act.  Exp. 

of     No.  1       No.    Rate    Rate    Diff.      p- 2 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

317  90.2  88.7 
317  84.8  83.5 
265     94.1  90.6 

189    91.5  90.7 
189     86.8  85.8 

506       506         47     90.7     89.4       1.3  0.34 
506       502         73     85.5     84.3      1.2  0.45 
265       248         15     94.1     90.6      3.6  0.04* 

3  Years  3 

79.8  75.6 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  15     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

309    97.4  97.3 
309    95.4  94.6 
286     96.0  94.8 

189    98.1  97.6 
189    95.2  94.8 

490     484.0       11.5     97.6     97.4      0.2  0.75 
490     473.0      22.5     95.3     94.7      0.6  0.54 
286     268.0       11.0     96.0     94.8      1.2  0.36 

3  Years  3 

91.6  89.7 

Notes:    '    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  whose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Barnes- Jewish  Hospital  -  Saint  Louis  MO 
Provider  Number  260014  (MOBH) 


 Program- 

—  National 

— 

Number 

% 

Number 

% 

Total  Transplants  and  Percentages 

506 

100.0 

62572 

100.0 

Donor  Type 

Living 

180 

35.6 

14525 

23.2 

Cadaveric:  Stroke 

118 

23.3 

15624 

25.0 

Cadaveric:  MVA 

58 

11.5 

13317 

21.3 

Cadaveric:  Other 

148 

29.2 

19030 

30.4 

Not  Reported 

2 

0.4 

76 

0.1 

Donor  Age 

0-17 

66 

13.0 

10738 

17.2 

18-30 

143 

28.3 

19464 

31.1 

31-45 

179 

35.4 

18538 

29.6 

46-60 

96 

19.0 

11397 

18.2 

61  + 

21 

4.2 

2394 

3.8 

Not  Reported 

1 

0.2 

41 

0.1 

Donor  Race 

White 

426 

84.2 

49654 

79.4 

Black 

69 

13.6 

6469 

10.3 

Hispanic 

7 

1.4 

4943 

7.9 

Asian 

2 

0.4 

801 

1 .3 

Other 

1 

0.2 

620 

1 .0 

Not  Reported 

1 

0.2 

85 

0. 1 

Donor  Gender 

Female 

225 

44.5 

25808 

41.2 

Male 

281 

55.5 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

164 
6 

32.4 
1.2 

10970 
640 

17.5 
1.0 

Living:  6+ 

9 

1.8 

551 

0.9 

Cadaveric:  0-11 

73 

14.4 

5889 

9.4 

Cadaveric:  12-21 

132 

26.1 

161 12 

25.7 

Cadaveric:  22-31 

72 

14.2 

14287 

22.8 

Cadaveric:  32-41 

28 

5.5 

7669 

12.3 

Cadaveric:  42+ 

12 

2.4 

2519 

4.0 

Not  Reported 

10 

2.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 
Mismatch 

0 
1 

58 

32 

11.5 

6.3 

5935 
3484 

9.5 
5.6 

2 

83 

16.4 

9648 

15.4 

3 

106 

20.9 

16005 

25.6 

4 

1  r\i 
IU  1 

21.1 

1  A  AA1 

14UU3 

T>  A 

22  A 

5 

79 

15.6 

8963 

14.3 

6 

39 

7.7 

3009 

4.8 

Not  Reported 

2 

0.4 

1525 

2.4 

Recipient  Age 

0-17 

2 

0.4 

3951 

6.3 

18-35 

184 

36.4 

20414 

32.6 

36-45 

1-70 
138 

27.3 

16397 

26.2 

46-60 

149 

29.4 

17170 

27.4 

61  + 

33 

6.5 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

359 

70.9 

41213 

65.9 

Black 

139 

27.5 

12675 

20.3 

Hispanic 

2 

0.4 

5632 

9.0 

Asian 

3 

0.6 

1740 

2.8 

Other 

3 

0.6 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

202 

39.9 

25078 

40.1 

Male 

304 

60.1 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

498 

98.4 

59783 

95.5 

Kidney  and  Pancreas 

8 

1.6 

2789 

4.5 

Previous  Kidney 
Transplant 

No 
Yes 

443 
63 

87.5 
12.5 

54138 
8247 

86.5 
13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 
Transfusions 

0 

1-5 

211 

1  O  A 

124 

41.7 

"»  A  C 

24.5 

19677 
Z32U 1 

31.4 
3  /.I 

6-10 

40 

7.9 

5736 

9.2 

114- 

A  Q 

jZoU 

8  A 
o.t 

Not  Reported 

106 

20.9 

8672 

13.9 

Peak  PRA  Prior 
toTransplant 

o 

1-  19 

360 

75 

71.1 
14.8 

20469 
26645 

32.7 
42.6 

20-  79 

43 

8.5 

9976 

15.9 

80-100 

27 

5.3 

4277 

6.8 

Not  Reported 

1 

0.2 

1205 

1.9 
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Program- 


National  — 


Body  Mass  Index 


Primary 

Kidney 

Disease 


Recipient 
Description  at 
Transplant 


Year  of 
Transplant 


Dialysis  in  First 
Week  After 
Transplant* 


Rejection  in 
First  6  Months 
After  Transplant* 


Number 

% 

Number 

% 

0-20 

78 

15.4 

11726 

18.7 

21-25 

219 

43.3 

23821 

38.1 

26-30 

130 

25.7 

12454 

19.9 

31  + 

63 

12.5 

5762 

9.2 

Not  Reported 

16 

3.2 

8809 

14.1 

\j  lomeruiai 

1  A 1 
141 

~)1  Q 

i  Acm 

1  07/J 

AIM 

Cystic/Congenital 

52 

10.3 

7349 

11.7 

Systemic 

94 

18.6 

11759 

18.8 

Tubulointerstitial 

35 

6.9 

4233 

6.8 

Diabetes 

97 

19.2 

14059 

22.5 

Other  Diagnosis 

50 

9.9 

5271 

8.4 

Not  Reported 

37 

7.3 

2978 

4.8 

Not  Ho<;nitali7ed 

496 

98  0 

59280 

94  7 

Hosnitali7ed 

1.2 

1917 

3.1 

ICU/Life  SuDDort 

o 

0.0 

469 

0.7 

T*Jot  Renorted 

I  "Ul  l\t  UUI  IvU 

4 

0.8 

906 

1 .4 

1988 

84 

16.6 

9021 

14.4 

1989 

82 

16.2 

8951 

14.3 

1990 

70 

13.8 

9819 

15.7 

1991 

71 

14  0 

10077 

16  1 

1992 

55 

10.9 

10157 

16.2 

1993-1994 

144 

28.5 

14547 

23.2 

Yes 

25 

4.9 

5716 

9.1 

No 

223 

44.1 

26528 

42.4 

Not  Reported 

17 

3.4 

949 

1.5 

N/A*:  Yes 

37 

7.3 

7249 

11.6 

N/A*:  No 

199 

39.3 

21509 

34.4 

N/A*  -  Not  ReDorted 

5 

1.0 

621 

1 .0 

Yes 

90 

17.8 

13559 

21.7 

No 

175 

34.6 

19634 

31.4 

N/A*:  Yes 

45 

8.9 

12277 

19.6 

N/A*:  No 

196 

38.7 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 


119-d 


1997  Center  Specific  Report 


Kidney  Volume 


Response  From:  Barnes-Jewish  Hospital 
One  Barnes  Hospital  Plaza,  St.  Louis,  MO  63110 
Provider  Number  263301  (MOBH) 


May  13,  1997 


The  results  presented  reflect  the  commitment  of  the  program  to  providing  the  best  possible  care  for  patients  receiving 
kidney  transplants  at  our  institution.  The  outcomes  presented  are  the  result  of  the  efforts  of  a  team  of  physicians, 
surgeons,  nurses  and  an  entire  institution  dedicated  to  our  transplant  programs. 

Todd  K.  Howard,  M.D. 

Director  of  Kidney  Transplantation  (J)  il  . 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 

Survival  Report  for  Cardinal  Glennon  Children's  Hospital  -  Saint  Louis  MO 
Provider  Number  263300  (MOCG) 


Graft  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.     Act.  Exp. 
of    Rate  Rate 

TX     (%)  (%) 

No.                            Act.  Exp. 

of     No.  1       No.     Rate    Rate    Diff.      p- : 
TX  w/CFU    Failed     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

14     57.1  88.2 
14     55.7  82.9 
7     69.5  84.3 

6   100.0  91.0 
6   100.0  87.2 

20         20           6     70.0     89.0    -19.0  O.01* 
20         19          6     69.3     84.2    -14.9  0.06 
7          6           2     69.5     84.3    -14.8  0.28 

3  Years  3 

38.7  69.9 

Patient  Survival 


Era  1: 

1/1/88-4/30/92 

Era  2: 

5/1/92-4/30/94 

Overall: 

1/1/88-4/30/94 

Time 
Point 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.     Act.  Exp. 

of    Rate  Rate 
Pts.4     (%)  (%) 

No.                          Act.  Exp. 

of   No.  1,5     No. 5    Rate    Rate    Diff.      p- 2 
Pts.4  w/CFU      Died     (%)     (%)     (%)  value 

3  Months 

1  Year 

Cond. 3 
3  Years 

12  100.0  98.3 
12  100.0  96.3 
11    100.0  98.3 

6   100.0  98.4 
6   100.0  96.2 

16       15.5        0.0   100.0     98.3       1.7  0.60 
16       14.5        0.0   100.0     96.3      3.7  0.43 
11        7.5        0.0   100.0     98.3       1.7  0.68 

3  Years  3 

100.0  94.6 

Notes:    1    No.  with  complete  follow-up  (CFU)  is  the  total  of  the  number  of  patients  (grafts)  w  hose  status  was 
known  during  the  specified  time  interval. 

2  A  p-value  followed  by  an  *  indicates  that  the  difference  is  statistically  significant  at  the  0.05  level. 

3  Conditional  3  year  survival  rates  are  the  survival  rates  conditional  on  survival  at  1  year.  These  are 
computed  based  on  transplants  between  1/1/88  and  4/30/92.  Three  year  survival  rates  are  computed  by 
multiplying  the  1  year  and  the  conditional  3  year  survival  rates. 

4  The  numbers  of  patients  in  Era  1  and  Era  2  do  not  necessarily  add  up  to  the  number  of  patients  in  the 
overall  period,  due  to  repeat  transplants  in  different  eras  for  some  patients. 

5  No.  w/CFU  or  No.  Died  may  be  fractional  if  patients  received  more  than  one  transplant  at  the  program. 
Source:  UNOS  OPTN/Scientific  Registry  data. 
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Kidney  Transplants:  January  1, 1988  -  April  30, 1994 
Donor  and  Recipient  Characteristics:  Program  and  National  Frequencies 

Cardinal  Glennon  Children's  Hospital  -  Saint  Louis  MO 
Provider  Number  263300  (MOCG) 


 Program-- 

—  National 

0/ 

/o 

rxl  ■■  m  w~\  a  f 

r>umDer 

0/ 

/o 

Total  Transplants  and  Percentages 

20 

100.0 

62572 

100.0 

Donor  Type 

Living 

12 

60.0 

14525 

23.2 

Cadaveric:  Stroke 

4 

20.0 

15624 

25.0 

Cadaveric:  MVA 

3 

15.0 

13317 

21.3 

Cadaveric:  Other 

1 

5.0 

19030 

30.4 

Not  Reported 

0 

0.0 

76 

0.1 

Donor  Age 

0-17 

1 

5.0 

10738 

17.2 

18-30 

3 

15.0 

19464 

31.1 

5  1-4  J 

13 

65.0 

18538 

29.6 

46-60 

3 

15.0 

1 1397 

18.2 

61  + 

o 

0.0 

2394 

3.8 

Not  Reported 

0 

0.0 

41 

0.1 

Donor  Race 

White 

16 

80.0 

49654 

79.4 

Black 

4 

20.0 

6469 

10.3 

Hispanic 

0 

0.0 

4943 

7.9 

Asian 

0 

0.0 

801 

1.3 

Other 

0 

0.0 

620 

1.0 

Not  Reported 

0 

0.0 

85 

0.1 

Donor  Gender 

Female 

10 

50.0 

25808 

41.2 

Male 

10 

50.0 

36762 

58.8 

Not  Reported 

0 

0.0 

2 

0.0 

Cold  Ischemic 
Time  (Hours)  by 
Donor  Type 

Living:  0-2 
Living:  3-5 

10 

2 

50.0 
10.0 

10970 
640 

17.5 
1.0 

Living:  6+ 

0 

0.0 

551 

0.9 

Cadaveric:  0-11 

0 

0.0 

5889 

9.4 

Cadaveric:  12-21 

6 

30.0 

16112 

25.7 

Cadaveric:  22-31 

1 

5.0 

14287 

22.8 

Cadaveric:  32-41 

1 

5.0 

7669 

12.3 

Cadaveric:  42+ 

0 

0.0 

2519 

4.0 

Not  Reported 

0 

0.0 

3935 

6.3 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Level  of 

0 

1 

5.0 

5935 

9.5 

Mismatch 

1 

4 

20.0 

3484 

5.6 

2 

2 

10.0 

9648 

15.4 

3 

8 

40.0 

16005 

25.6 

4 

3 

15.0 

14003 

22.4 

5 

0 

0.0 

8963 

14.3 

6 

1 

5.0 

3009 

4.8 

Not  Reported 

1 

5.0 

1525 

2.4 

Recipient  Age 

0-17 

20 

100.0 

3951 

6.3 

18-35 

0 

0.0 

20414 

32.6 

36-45 

0 

0.0 

16397 

26.2 

46-60 

0 

0.0 

17170 

27.4 

61  + 

0 

0.0 

4627 

7.4 

Not  Reported 

0 

0.0 

13 

0.0 

Recipient  Race 

White 

11 

55.0 

41213 

65.9 

Black 

8 

40.0 

12675 

20.3 

Hispanic 

1 

5.0 

5632 

9.0 

Asian 

0 

0.0 

1740 

2.8 

Other 

0 

0.0 

1231 

2.0 

Not  Reported 

0 

0.0 

81 

0.1 

Recipient 
Gender 

Female 

8 

40.0 

25078 

40.1 

Male 

12 

60.0 

37493 

59.9 

Not  Reported 

0 

0.0 

1 

0.0 

Procedure  Type 

Kidney  Alone 

20 

100.0 

59783 

95.5 

Kidney  and  Pancreas 

0 

0.0 

2789 

4.5 

Previous  Kidney 

No 

15 

75.0 

54138 

86.5 

Transplant 

Yes 

5 

25.0 

8247 

13.2 

Not  Reported 

0 

0.0 

187 

0.3 

Pretransplant 

0 

2 

10.0 

19677 

31.4 

T  m  n  ^  f* 1 1  v  i  n  n  ^ 

1  I  alljIUjIUIId 

17 

85.0 

23207 

37.1 

1-5 

6-10 

1 

5.0 

5736 

9.2 

11  + 

0 

0.0 

5280 

8.4 

Not  Reported 

0 

0.0 

8672 

13.9 

Peak  PRA  Prior 

0 

10 

50.0 

20469 

32.7 

toTransplant 

1-  19 

5 

25.0 

26645 

42.6 

20-  79 

1 

5.0 

9976 

15.9 

80-100 

1 

5.0 

4277 

6.8 

Not  Reported 

3 

15.0 

1205 

1.9 
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 Program- 

—  National  — 

Number 

% 

Number 

% 

Body  Mass  Index 

0-20 

14 

70.0 

11726 

18.7 

21-25 

1 

5.0 

23821 

38.1 

26-30 

1 

5.0 

12454 

19.9 

31  + 

0 

0.0 

5762 

9.2 

Not  Reported 

4 

20.0 

8809 

14.1 

Primary 

Glomerular 

7 

35.0 

16923 

27.0 

Kidney 

Cystic/Congenital 

4 

20.0 

7349 

1 1.7 

Systemic 

0 

0.0 

11759 

18.8 

Tubulointerstitial 

3 

15.0 

4233 

6.8 

Diabetes 

o 

0.0 

14059 

22.5 

Other  Diagnosis 

6 

30.0 

5271 

8.4 

Not  Reported 

0 

0.0 

2978 

4.8 

Recipient 

Not  Hospitalized 

19 

95.0 

59280 

94.7 

Description  at 
Transplant 

T-InQnita  1  i  ypH 

1  1       L )  i  id  1 1  /.\.  \X 

1 

1 

5  0 

1  Q  1  7 

~k  1 

ICU/Life  Support 

0 

0.0 

469 

0.7 

Not  Reported 

0 

0.0 

906 

1,4 

Year  of 

1988 

2 

10.0 

9021 

14.4 

Transplant 

1989 

4 

20.0 

8951 

14.3 

1990 

2 

10.0 

9819 

15.7 

1  991 

1  7  7  1 

7S  0 

1 0077 

]f>  1 

1992 

4 

20.0 

10157 

16.2 

1993-1994 

3 

15.0 

14547 

23.2 

Dialysis  in  First 

Yes 

0 

0.0 

5716 

9.1 

Week  After 

30.0 

26528 

42.4 

Transplant* 

No 

6 

Not  Reported 

1 

5.0 

949 

1.5 

N/A*:  Yes 

7 

35.0 

7249 

1 1.6 

N/A*:  No 

6 

30.0 

21509 

34.4 

N/A*:  Not  Reported 

0 

0.0 

621 

1.0 

Rejection  in 

Yes 

6 

30.0 

13559 

21.7 

First  6  Months 

After  Transplant* 

No 

1 

5.0 

19634 

31.4 

N/A*:  Yes 

8 

40.0 

12277 

19.6 

N/A*:  No 

5 

25.0 

17102 

27.3 

*  The  data  shown  for  dialysis  and  rejection,  used  to  model  the  conditional  3  year  survival  outcomes,  were 

based  on  all  transplants  from  1/88  through  4/94.  Note  that  the  numbers  in  the  N/A  categories  are  those  that 
were  not  used  in  the  conditional  analysis  due  to  early  graft  failure  or  later  transplant  event  after  4/92. 

Source:  UNOS  OPTN/Scientific  Registry  data. 
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